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In this volume are the papers and discussions on Mining, Milling, 
Geology and Coal that were presented at the Lake Superior meeting, 
August, 1920, the New York meeting, February, 1921, and the Wilkes- 
Barre meeting, September, 1921. 
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Meeting in the Lake Superior District 


THE 122d meeting of the Institute was held in the Lake Superior 
Copper and Iron Country Aug. 20 to Sept. 3, 1920, with an approximate 
registration of 1100 members and guests. This was the first visit of the 
Institute to this vicinity since 1904, although previously it held meetings 
there every six or seven years. 

At Houghton, the Houghton Club was the headquarters and was 
thrown open to members. On Monday evening, a dance was given at 
the Onigaming Yacht Club and an overflow dance at the Michigan 
College of Mines. On Tuesday morning the party, largely augmented 
by train arrivals, left in autos for the different inspection trips at the 
mines and reduction works, returning to Houghton for dinner. A 
technical session was held at the Michigan School of Mines, presided over 
by Dr. F. W. MeNair, when the following papers were presented. 


Handling and Treatment of Rock-drill Steel at the Copper Range Mines. By 
H. T. Mercer and A. C. Paulsen. 

Steam Regenerators Reduce Coal Consumption. By W. H. Schacht. 

Athens System of Mining. By S. R. Elliott. 

Mechanical Ventilation at the Lake Mine. By Lucien Eaton. 

Building Reinforced-concrete Shaft Houses. By J. Ellzey Hayden and Lucien 
Eaton. 


Special trains during the night took some of the party to Marquette 
and the others to Iron Mountain. 

The party visiting the Marquette Range spent the morning inspecting 
the Pioneer Furnace and chemical plant of the Cleveland Cliffs Iron 
Co., leaving just in time to reach the Wawonowin Golf Club for lunch- 
eon. During the afternoon the party visited the Athens and Negaunee 
mines. 

The Menominee party in the morning visited several shafts of the 
Chapin mine and the hydro-electric plants of this vicinity; in the after- 
noon, the Brier Hill mine and various shafts of the Vulcan mine of the 
Midvale Steel Co. Luncheon was served at the Pine Grove Country 
Club at Iron Mountain. 

In the evening the party reassembled at Iron Mountain, where films 
showing Midvale Steel operations were shown and explained by a steel 
company representative. After the films, Mr. Hoover told of the part 
taken by his associate engineers in the Belgian Relief, the Food Adminis- 
tration, and the Supreme Economic Council. The special train then left 
for Minneapolis. 

During the forenoon of Aug. 26, the following technical sessions were 
held at the University of Minnesota: 
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Session on Mine Practice 
Herbert Hoover presiding 

Modern Commercial Explosives and Their Uses. By A. J. Strane. 

Standardizing by the North Butte Mining Co. By Robert Linton. 

Mining Methods and Costs at the United Verde Mine. By H. DeWitt Smith and 
W. H. Sirdevan. 

Hoisting Equipment at Utah-Apex Mine. By Joseph A. Norden and A. R. 
Willson. 

Development Practice in the Wisconsin Zinc District. By Edwin R. Shorey. 

A Reflecting Microscope for the Mining Engineer. By W. Myron Davy. 

Care of Rock Drills. By Howard R. Drullard. 


Session on Geology and Resources 
W. H. Emmons presiding 
The Dip Needle in Stratigraphy. By H. R. Aldrich. 
Exploration Methods on the Gogebic Range. By W. O. Hotchkiss. 
Application of Ball-mills in Southeast Missouri. By Lewis A. Delano and Harold 
Rabling. 
Geology and Ore Deposits of the Jerome District. By Louis E. Reber, Jr. 


The entire party was taken to St. Paul in automobiles for luncheon 
at the St. Paul hotel, where short speeches were made by Mr. Hoover, 
Senator Elliott and others, and the afternoon was spent in sightseeing. 

The banquet in the evening at the Curtis Hotel was an unusual 
success. After the first course, the lights went out and a party of miners 
in oil skins with miners’ lamps on their hats entered the room; after 
singing a couple of much appreciated songs, they produced several bags 
of high-grade samples and distributed as souvenirs of the iron country 
cast-iron ash trays of artistic design, which Prof. A. L. Walker pronounced 
almost equal to the famous Kishtim castings. The speeches were brief 
because the train for the iron ranges left at 11.30 o’clock. 

William C. Edgar, the toastmaster, was introduced by Philip N. 
Moore. Fred B. Snyder, president of the Board of Regents of the 
University, spoke of the resources of Minnesota and the tax problems 
facing the iron industry. Horace V. Winchell was unfortunately in 
Alaska, having been called by telegram unexpectedly to make an exami- 
nation before navigation closed. He sent a telegram of regret, with a 
message of congratulation and esteem for Herbert Hoover. At thesugges- 
tion of John E. Hodge, acting chairman of the Committee on Arrange- 
ments, a telegram was sent to Winchell, addressed, because he is so well 
known, only H. V. Winchell, Alaska; this was approved by a rising vote. 
J. E. Spurr recounted some of his early experiences in the iron ranges, 
when Hibbing had only one hotel with two rooms, one upstairs and one 
down. 

Herbert Hoover was then introduced amid great applause. His 
speech was printed in Mininc anp Muratuurey, October, 1920. 
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Friday morning, the party awoke on the Mesabi Range at Eveleth, 
where they were the guests of the Engineers Club of Northern Minnesota. 
After an inspection of the Leonidas mine, washing and screening plant, the 
party traveled, by automobile, to Virginia where it visited the Virginia — 
& Rainy Lake lumber mill, the largest in the world, and the iron mines. 
Luncheon was served on the special train. In the afternoon, the party 
visited the mines at Chisholm and Hibbing, ard was taken on two trains 
of flat cars through the Hull-Rust-Mahoning, the largest open-pit iron 
mine in the world. , 

About one-third of the party went, by automobile, to Babbitt to view 
the new Hayden-Stone-Jackling development where a 4000-ton plant 
to beneficiate the low-grade taconite is being built. 

A picnic supper was served at Bennett Park. The ladies then went 
to the Hibbing Public Library, where they were entertained by the 
ladies of Hibbing, and the men attended a technical session at the Lin- 
coln High School. W. G. Swart presided and the following papers were 
presented and discussed: 


Utilization of Titaniferous Iron Ore. By J. A. Heskett. 

Casting and Molding Steel Ingots. By Emil Gathmann. 

The Acid Bessemer Process. By Richard S. McCaffery. 

A New Occurrence of Pro-Eutectoid Ferrite. By Charles Y. Clayton. 


After the technical session the men went to the armory to see several 
boxing bouts. 

During the night the special train was moved to Coleraine where the 
mine was visited, and the Trout Lake washing plant, which hasa capacity 
of 25,000 tons of concentrates in 10 hours, was inspected. At 100’clock 
the train left for Duluth, where Saturday afternoon was spent visiting the 
ore docks, steel plant, shipbuilding works, and sight-seeing; and at 
5 o’clock the party boarded the steamer ‘‘ Rotarian” for a trip around the 
harbor and a “close-up” of the ore-loading and coal-unloading facilities. 
A box supper was served on the boat. 


Woman’s AUXILIARY AT THE LAKE SUPERIOR MEETING 


The Woman’s Auxiliary to the A. I. M. E. was active and participated 
in many functions on the Institute trip to the Lake Superior country and 
visited many mines and plants. 

Monday night the ladies participated in the informal reception to 
Mr. Hoover and the dance at the Onigaming Yacht Club. Tuesday 
night the ladies of Houghton and neighboring copper towns tendered a 
reception to Mrs. Dwight in the auditorium of the School of Mines. 
Mrs. Dwight spoke briefly of the objects and work of the Auxiliary and 
urged the formation of a Houghton Section. Mrs. Percy E. Barbour 
spoke of the luncheons held monthly by the New York Section and the 
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benefit derived from this frequent intercourse. This was followed by a 
dance in the gymnasium, which broke up only in time to catch the special 
train for the iron ranges. 

Wednesday, at Vulcan, Mrs. William Kelly entertained the Woman’s 
Auxiliary at tea in her home. Surrounded by flowers and trees, this 
was one of the most beautiful spots of the trip. 

In Minneapolis, on Thursday, the Auxiliary met at the home of Mrs. 
Horace V. Winchell. Mrs. Dwight spoke again on the work of the 
Auxiliary, urged a membership campaign and formation of a local 
section. Mrs. George D. Barron spoke on the scholarships founded by 
the Auxiliary and explained their purpose and present standing. 

On Friday evening, the ladies of Hibbing held open house for the 
ladies of the party and residents at the Library. A very interesting 
program of entertainment was enjoyably rendered and light refreshments 
were served. It was a delightful evening and the hospitality of the 
ladies of the Range was much appreciated. 


. 
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The One Hundred and Twenty-third 
Meeting of the Institute 


Tue 123d meeting of the Institute was held in New York, Feb. 14 
to 17, 1921. The total registration was 1198, as compared with 1138 
at the New York meeting in 1920. The weather was a strange and 
welcome contrast to that of the previous year, when New York was buried 
under 6 ft. of snow as the result of the fiercest blizzard in its history. 

A complete program of the Technical Sessions begins on p. xv. The 
showings of moving picture films, at two sessions, were largely attended. 
Those of the United States Steel Corpn. welfare work were under the 
auspices of the Committee on Industrial Relations and were shown 
without an accompanying speaker. The film on the Present Day 
Production of Sulfur (taken in coéperation with the Texas Gulf Sulphur 
Co.) was accompanied by a paper presented in person by Col. Raymond 
F. Bacon and gave in interesting detail the work of the Gulf Sulphur Co. 
in Texas. The other two films shown were on the Mining and Produc- 
tion of Asbestos (taken in codperation with the H. W. Johns-Manville 
Co.) and the Making of Steel (with the codperation of the American 
Rolling Mill Co.), all of which were made under the auspices of the 
United States Bureau of Mines. 

Each noon luncheons were served on the fifth floor, in which the 
ladies participated. Larger numbers were served than ever before. 

The smoker was held for the first time in the auditorium and was 
attended by about 700. The program was furnished by professional 
entertainers and by E. P. Mathewson, chairman, and concluded with 
several reels of moving pictures. 

On Tuesday evening, a professional entertainment was provided 
in the auditorium for the members of the Institute and the members of 
the Woman’s Auxiliary and their friends, followed later by refreshments 
and dancing on the fifth floor. 

Tuesday afternoon, the Institute members were again treated to the 
pleasure of visiting Senator W. A. Clark’s magnificent home and art 
galleries. During the view, there was an organ recital and later tea 
was served. 

On Wednesday afternoon, the Woman’s Auxiliary entertained at a 
fashion show at Lucile’s. A few of the engineers accompanied the 
ladies to this function, which proved to be a most fascinating affair. 
Tea was served afterwards at the tea room of the American Committee 
for Devastated France, on 39th Street. 

On Thursday, instead of visiting some metallurgical or manufacturing 
establishment, about 200 members and guests were taken through the 
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museums at 156th Street and Broadway. A private view of the Indian 
collections in the Museum of the American Indian, Heye Foundation, 
much in advance of opening to the public, was afforded the members. 
This museum is devoted entirely to the American Indian. It had its 
inception 20 years ago and is now housed in a beautiful building facing 
the court which is surrounded by the other museums to be mentioned. 
The sole aim is to gather and preserve for students everything useful in 
illustrating the life and history of the aborigines of the Western hemis- 
phere. This was followed by a visit to the Hispanic Society of America 
which, through the munificence of Mr. Huntington, has the finest collec- 
tion of Hispanic art and literature in the Western hemisphere. At the 
American Numismatic Society, many interesting coins and medals 
were exhibited as well as a most interesting collection of bronzes by 
Mrs. Sheridan. Those that attracted the most attention were the 
recently completed ones of Lenine and Trotzky which, perhaps more 
than anything else, despite the excellence of her work, have brought her 
such quick fame. 

After visiting the American Geographical Society, the party went 
to the May Flower Restaurant, at the corner of 157th Street, for lunch. 
Following the luncheon, the party visited the Hall of Fame at New York 
University and then the ladies hurried to the Cosmopolitan Club, where 
they were entertained at tea by Mrs. Hoover. 


Tur ANNUAL BANQUET 


The annual banquet, held at the Waldorf, had a larger attendance 
than any previous one. The dinner, which was preceded by a reception 
to the outgoing and incoming presidents and their wives, was a brilliant 
affair. Balloons and toy airships at each cover were soon soaring 
through the air. The favors were monel-metal watch chains, with gold 
snap and swivel, presented by the International Nickel Co. 

The following description of the function is taken from the New York 
Evening World, whose cartoonist successfully disguised some of our best 
known members: 

An engineered banquet—scientific in its perfection and perfect in its 
science, a thing to delight equally a poet and a machinist—was given at 
the Waldorf last night by the American Institute of Mining and Metal- 
lurgical Engineers, who deserve the additional title of Dining and Dancing 
Engineers. 

Even the speechmaking was controlled as cleverly as the main- 
spring of a Swiss watch, the third man on the program being introduced 
firmly for the purpose of being looked at and not listened to; and so 
absolute was the sway of the chief engineer that this third man did not 
venture to say “I thank you.” 


’ 
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It was a model. Even the time that the ladies would require to dress 
had been foretold as accurately as an astronomer foretells an eclipse. 
And the final triumph of the evening came when the toastmaster was 
able to tell all present that if they wanted to go home and take a nap and 
return at 2 a.m. for the dancing, the dancing would be ready for them. 

That toastmaster was William Lawrence Saunders of Plainfield, N. J., 
a poet, a prophet, an engineer and an inyentor. Away back in the 
seventies or eighties he invented an apparatus for sub-aqueous drilling, 
although Prohibition had not even been thought of at that time, and 
there was no apparent reason why anybody should drill sub-aqua. The 
drill was not on hand last night and everybody drank water. 

But even this was planned. The program boasted that “the society 
is fifty years old this year and still going strong” and against it was 
set: ‘‘The banquet will be dry.” 

Herbert Hoover spoke, and in less than sixty seconds he had said the 
thing that he chiefly wanted to say—that 28 states had gone “over the 
top” in the $33,000,000 drive for European orphans, and that the whole 
sum certainly will be subscribed by the end of the month. The rest of 
what he said was a brief report of what the society had accomplished 
since he took the presidency of it a year ago. He yielded the presidency 
last night to Edwin Ludlow. 

The man who was introduced to be looked at only, not listened to, 
was Henry S. Drinker of Bethlehem, Pa. The Institute was founded in 
1871 and Mr. Drinker was one of the founders. He is one of the three 
still living, the others being Edmund C. Pechin of Buchanan, Va., and 
Willard P. Ward of New York. 


TECHNICAL SESSIONS 


Mining and Milling 
R. M. Catlin presiding 


Calculation of Ore Tonnage and Grade from Drill-hole Samples. By James E. 
Harding. 

Rate of Formation of Copper Sulfate Stalactites. By Graham John Mitchell. 

Relation of Air Pressure to Drilling Speed of Hammer Drills. By H. W. Seamon. 

Time Factor in Depletion of Mines. By John W. Roberts. 


Non-ferrous Metallurgy 
E. P. Mathewson presiding 


Steel Chimneys and Their Linings in Copper Smelting’Plants. By A.G. McGregor. 

Roasting and Chloridizing Bolivian Silver-tin Ores. By M. G. F. Sohnlein. 

Treatment Tests on Ores of Consolidated Coppermines Co. By Robert Linton. 

Tooele Flue-type Cottrell Treater. By A. B. Young. 

Electrolytic Zinc Plant of the Anaconda Copper Mining Co., at Great Falls, Mont. 
By Frederick Laist, F. F. Frick, J. O. Elton and R. B. Caples. 
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Non-metallic Minerals 
TH. Ries presiding 
* Potash Deposits of Alsace. By Hoyt 8. Gale. 
Important Factors in Tale Milling Efficiency. By Raymond B. Ladoo. 


Judging the Quality of Portland Cement. By R. J. Colony. 
By-product Expansion in the Non-metallic Mineral Industries. By Oliver Bowles. 


Special Addresses 


The Rehabilitation of Devastated French Coal Mines. By George S. Rice. 
Geology of Pachuca and El Oro. By H. V. Winchell. 


Tron and Steel 
Jos. W. Richards presiding 
Measurement of Blast-furnace Gas. By D. L. Ward and R. 8S. Reed. 
Importance of Hardness of Blast-furnace Coke. By Owen R. Rice. 
Manufacture of Ferromanganese in the Electric Furnace. By Robert M. Keeney 


and Jay Lonergan. 
Electric Furnace in the Iron Foundry. By Richard Moldenke. 


Institute of Metals Division 
Wm. H. Bassett presiding 
Effect of Temperature, Deformation, Grain Size, and Rate of Loading on the 


Mechanical Properties of Metals. By W. P. Sykes. 
Artillery Cartridge Cases. By J. Burns Read and 8. Tour, 


Coal 
R. V. Norris presiding 
Alaskan Coal Fields. By George Watkin Evans. 
Mine-water Neutralizing Plant at Calumet Mine. By L. D. Tracy. 
Run-off and Mine Drainage. By Howard N. Eavenson. 
Skip Hoisting for Coal Mines. By Andrews Allen and J. A. Garcia. 
Coal Pillar Drawing Methods in Europe. By George S. Rice. 
Report and Suggestions of Committee on Standard System of Accounting and 
Analysis of Cost of Production, National Coal Association. 
Pillar Drawing in Thick Coal Seams. By G. B. Pryde and R. M. Magraw. 


Iron and Steel 
A. A. Stevenson presiding 


Nitrogen in Steel and Erosion of Guns. By H. E. Wheeler. 


Static and Dynamic Tension Tests on Nickel Steel. By J. J. Thomas and 
J. H. Nead. 


Surface Changes of Carbon Steels Heated in Vacuo. By E. H. Hemingway and 
G. R. Ensminger. 


Chemical Equilibrium between Iron, Carbon and Oxygen. By A. Matsubara. 
Molybdenum Steels. By John A. Mathews. 


Petroleum and Gas 
Ralph Arnold presiding 
Principles Governing Mexican Taxation of Petroleum. By V. R. Garfias. 


* Not published by the Institute. Bull. 715 B., U. S. Geol. Survey. 
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Modified Oil-well Depletion Curves. By Arthur Knapp. 
Barrel-day Values. Glenn H. Alvey, and Alden W. Foster. 


Secondary Intrusive Origin of Gulf Coastal Plain Salt Domes. By Wi G. 
Matteson. 


Isostatic Adjustments on a Minor Scale in Their Relation to Oil Domes. By 
M. Albertson. 


Carbon Ratios of Coals in the West Virginia Oil Fields. By David B. Reger. 


* Statistical Review of the Mid-Continent Field, 1942-1921 Inclusive. By Mowry 
Bates and Bernard H. Lasky. 


Presentation of Annual Reports, * Industrial 
Relations Sub-committees 
T. T. Read presiding 


Americanization. By Charles R. Hook. 
Cripples in Industry. By H. N. Wolflin. 
Employment. By Sidney Rolle. 

Mental Factors in Industry. By T. T. Read. 
Prevention of Illness. By A. J. Lanza. 
Housing. By Will. L. Clark. 


Breakage and Heat Treatment of Drill Steel 
Benj. F. Tillson presiding 


Discussion of a proposed research on the Breakage and Heat Treatment of Drill 
Steel, in codperation with the United States Bureau of Mines, American Society for 
Steel Treating, and Engineering Division of National Research Council. 


Industrial Relations 
Robert Linton presiding 


The Health of the Underground Worker. By A. J. Lanza. 

Dust-ventilation Studies in Metal Mines. By D. Harrington. 

A Symposium on Employment Problems. Introduced by J. N. Houser: Service 
Dept. of the Tennessee Copper Co. and S. R. Rectanus: Hiring and Placing of Men. 


Woman’s AUXILIARY 


The fifth annual meeting of the Woman’s Auxiliary took place at 
Institute headquarters on Feb. 16, 1921, the president, Mrs. Arthur 8. 
Dwight, presiding. Minutes of the last annual meeting were read by 
the secretary, Mrs. Reynders. The treasurer’s report showed that the 
receipts during the year were $606.45 and the disbursements $382.63, 
which, with cash on hand on Feb. 1, 1920, leaves a balance on hand of 
$437.33. 

The Educational Fund Committee reported that James B. Christie, 
nominated by the Anaconda Section, had been awarded a scholarship 
at the University of California. The committee also reported that the 
receipts for the year, including interest and deposits, amounted to 
$1417.30 and the disbursements, chiefly for printing, amounted to $44.31, 


* Not published by the Institute. 
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leaving a balance of $1372.99 which includes the $214.39 invested in 
Liberty Bonds. — 

Reports were read from the various local sections of the Auxiliary. 
Mrs. Hoover was appointed chairman of the general committee on mem- 
bership and Mrs. Westervelt was made chairman of the committee to 
revise the Constitution of the Auxiliary. 

The meeting closed with an address by Professor James Kemp, of 
Columbia University. Professor Kemp gave a comprehensive utline of 
the history of mining, in particular as the industry in later years developed 
a system of education for the mining engineer. He showed how gradu- 
ally but persistently progress was marked in those countries where miners 
possessed a knowledge of mathematics, chemistry and geology, and 
mining schools increased in number and breadth until now it is generally 
acknowledged that even four years of scientific training leaves much room 
for further research and specialization. A fullaccount of the Woman’s 
Auxiliary meeting was published in Mrntnc anp Metatuurey, March, 
1921. 
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Semi-centennial Meeting at Wilkes-Barre 


The meeting of the A. I. M. E. at Wilkes-Barre, Pa., Sept. 12 to 15, 
1921, celebrated the fiftieth anniversary of the Institute. It was at 
Wilkes-Barre, in 1871, that the foundation was laid for the great institu- 
tion that now includes in its roster the greates$ names in mining engineer- 
ing in every civilized country of the world. The little coterie of 1871 
has grown to more than 10,000 members in 1921. 

The headquarters of the convention was the Irem Temple, a building 
well adapted for the purpose. 

Monday morning was given over to registration and general personal 
meetings and conferences. In the afternoon a technical session was held, 
beginning at 2:30 p.m. This session was devoted to general papers on 
coal, and was presided over by W. J. Richards, president of the 
Philadelphia & Reading Coal & Iron Co. The following papers were 
presented: 


Mechanical Mining of Anthracite. By H. D. Kynor. 
The Ashley Planes. By C. H. Stein. 

Anthracoal. By Donald Markle. 

The Slush Problem. By John Griffen. 


In the evening, two technical sessions were held: 


Coal Session 
C. F. Huber presiding 
The Lynch Plant. By Howard N. Eavenson. 
General Description Anthracite Field, with maps and sections. By E. W. Parker. 
Metal Section 
J. V. W. Reynders presiding 
Application in Rolling of Effects of Carbon, Phosphorus and Manganese on Mechan- 


ical Properties of Steel. By W. R. Webster. 
Thacher Process for Molding and Casting Propeller Blades and Wheels. By E. 


Touceda. 
Making a 5 per cent. Nickel-cast-iron Alloy in an Electric Furnace. By D. N. 


Witman. 


On Tuesday, the day’s events began with an automobile trip through 
the Wyoming Valley. Automobiles were provided for the entire party, 
which left Irem Temple about nine o’clock. The printed program of the 
meeting, an excellently prepared booklet of 76 pages, provided each 
member with a catalog of the interesting points of the trip. The first 
stop was at the Marvine Colliery plant of the Hudson Coal Co., where 
the visiting engineers were invited to inspect the installation. The 
party then proceeded to the building of the International Correspondence 
School, where guides explained the purposes and accomplishments of 
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the institution. Subsequently a luncheon was served by the school 
management. , 

A technical session was held in the afternoon, the International 
Correspondence Schools placing their auditorium at the disposal of the 
Institute. At this session, which was in charge of William Griffith, a 
paper was read by Douglas Bunting on “Mine Fires,” in which the 
occurrence and extinguishment of specific fires in the district was 
described. The discussion on this paper was so long that none of the 
other papers on the program could be presented. 

A session on Americanization was held at Scranton, at which Arthur 
Notman presided. The papers presented were: 


Americanization in Mining Communities of Pennsylvania. By E. E. Bach. 

Americanization in the Anthracite Field. By F. E. Zerbey. 

Americanization—What is It? By S. E. Weber. 

Americanization Work of the Y. M. C. A. Among Industrial Workers. By Peter 
Roberts. 

Observations on Americanization, By J. A. Water. 

Americanization in the Butte District. By L. D. Frink. 


At the close of these sessions, the party returned to Wilkes-Barre by 
automobile. In the evening a technical session was held in Irem Temple, 
R. A. Quin presiding. The papers presented were: 


Power Installation at Coverdale. By C. M. Means. 

Octagonal Ventilation Shaft of Davis-Daly Copper Co. By J. L. Bruce. 
Application of Pulverized Coal to Boilers. By J. W. Fuller. 

Electric Power a Factor in the Anthracite Field. By W. A. Thomas. 
Determination of Electrical Equipment for a Mine Hoist. By Graham Bright. 
The Automatic Sub-station for Coal Mines. By R. J. Wensley. 

Anthracite Preparation. By D. C. Ashmead. 


On Wednesday morning, a technical session, in charge of Prof. 
James F. Kemp, was held at Irem Temple, and at the same time, a 
session on Mine Accounting, with R. V. Norris in the chair. The 
former, a joint meeting conducted by the Society of Economic Geologists, 
included the papers: 


* Review of Lead and Zinc Mining in Pennsylvania. By Prof. Benjamin J. Miller. 
*Some Unique Bolivian Tungsten Deposits. By Frank L. Hess. 
General Geology of the Catorce District. By C. L. Baker. 


In the session on Mine Accounting, a paper on “Underground Mine 
Development, Its Definition and Valuation,” by J. B. Dilworth, was 
discussed. 

After these meetings, the party was conveyed in automobiles to the 
plant of the Wyoming Shovel Co., at Wyoming, for luncheon. Each 


* Presented by the Society of Economic Geologists. Not published by the A. I. M. E, 
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visitor was presented with a small army shovel, like thousands that were 
supplied to the American forces during the war. 

Two technical sessions were scheduled for the afternoon, at Irem 
Temple, one on general technology, which was cancelled, and one on 
Economic Geology, under the chairmanship of Dr. H. M. Chance. At 
this session Professor Kemp lectured on the stratigraphy of the anthracite 
region, showing numerous lantern slides tp illustrate his discussion. 
Other papers were: 

Geology of the Namma Coal Field, Burma. By Edel Moldenke. 

* Review of Deep-seated Oil and Gas in the Appalachians. By George Ashley. 


*Coning of Waters in Mexican Gulf Coast Wells. By E. DeGolyer. 
Petroliferous Rocks in the Serra da Baliza. By E. P. de Oliveira. 


The papers scheduled for the second session of the afternoon were: 


The Queen Nine-hearth Roaster. By J. Moore Samuel. 

Flotation of Pyrite. By W. S. Morley. 

Relation of Gypsum Supplies to Mining. By D. H. Newland. 

During the afternoon many of the members visited the works of the 
Hazard Wire Rope Co. and the Vulcan Iron Works. 

~ On Wednesday evening the Anthracite Section gave a dinner to the 
visiting members and their guests, in the large dining room of Irem 
Temple. R. V. Norris, chairman, concluded his brief welcome to the 
members and guests by saying: 

“We want you to see and to know what our region is. It seems 
incredible that a district but a few miles from New York should be as 
little known and as much maligned.” 

He read letters and telegrams from ‘‘Eddie” Pechin, one of the 
founder members who is now 87 years young, William Kelly, Calvin W. 
Rice, and Herbert Hoover, and then announced the presentation to the 
Institute of an American flag made by an early member of the Institute, 
Mr. Lee, and carried to many meetings and foreign countries. It is the 
only American flag, it is believed, that has been flown at any time in the 
London Guildhall. 

He then introduced Prof. J. F. Kemp as toastmaster, who said, in 
part: “Do you know, this is the best birthday party I ever attended. 
If I were to see a birthday cake with fifty burning candles come through 
that door, it would seem to me as if it were the end of the long, long, night 
of waiting, when all my dreams came true.” 

Professor Kemp introduced Doctor Drinker, “the halest and heartiest 
of our centenarians,’ who told of the first meeting at which the 
Institute was founded and the subsequent meetings in its early life when 
“the trips were looked forward to as social gatherings of friends of com- 
mon interest in the promotion of the success and growth of the Institute.” 


* Presented by the Society of Economic Geologists. Not published by the A. I. M. E. 


Xxil SEMI-CENTENNIAL MEETING AT WILKES-BARRE 


Col. Arthur 8. Dwight was the next speaker. He told very interest- 
ingly of the trip of the Institute delegation to England and France on the 
oceasion of the presentation of the John Fritz Medal to Sir Robert 
Hadfield and Eugéne Schneider, first paying his respects to “our dear old 
antediluvian, as he calls himself, our dear Doctor Drinker.” Hecontinued: 

“‘He has been all his life so modest and retiring in all the great public 
work that he has carried on, as educator and supporter of many of the 
important public movements, like the American Forestry Association, 
that we would never think, from the account that he has given of that 
great band of Founders, what he has done. However, I wish to call 
attention to one thing that perhaps few of you may realize, although I 
think you all know, and that is the great part that Doctor Drinker took 
in the winning of the war. I think I can truly say that Doctor Drinker 
himself has done more than any other person present in this room to help 
win the great war. He is the one who is generally recognized as the 
Father of the Plattsburgh System, which did so much to furnish trained 
officers when we were called into the great conflict. 

‘Also, as the chairman of the committee of this Institute to urge 
upon the Government the great desirability of creating an Officers 
Reserve Corps, which would stand ready to supplement the officer 
personnel of our regular Army, in the days when hostilities were declared, 
he did a great work in assisting in the creation of that Officers Reserve 
Corps, which became a fact when the National Defense Act, which was 
signed in June, 1916, was made a law. 

“At the same time, and parallel with this activity, was the develop- 
ment of the Students Training Camps, summer training camps, which 
became so eminently efficient and popular that there came a great demand 
from business men and civilians in general to have the benefit of that 
military training, and you all know what a tremendous movement 
developed from that in the Plattsburgh camps and the other military 
camps, which gave us, when war was declared, a large and fairly well 
trained officer personnel. It was the one thing that permitted us so 
promptly to take our place in the firing line, and I think we can all feel 
proud that Doctor Drinker’s name -was coupled with that of General 
Leonard Wood as the fathers of that movement! Doctor Drinker’s 
contribution to the defense of the nation was worth whole regiments of 
fighting men.” 

Colonel Dwight presented to the Institute a fraternal message from 
the Institution of Mining and Metallurgy in London and announced the 
conferring of honorary membership in that body on President Ludlow. 

The toastmaster then introduced Lieut. Col. J. A. S. Ritson of Great 
Britain, a delegate to the Congress on Safety First. 

Thursday was a perfect day overhead and even before starting time 
the party began to gather in front of Irem Temple ready for their 117- 


SEMI-CENTENNIAL MEETING AT WILKES-BARRE Xxill 


mile trip through the central and southern anthracite fields, a trip 
that proved to be one of the most enjoyable and profitable ever offered 
to the members of the Institute. A guide book had been prepared on 
the plan of the Automobile Blue Book. All the speedometers were set 
at zero when starting, and as the drivers read off miles and tenths, the 
guests had only to turn to the guide books to learn of every interesting 
object that came within view. In addition, large neatly painted signs 
that could be read rapidly told the names of the collieries or breakers, 
their output and a few words of their history. _ 

In succession, there were passed the Highland Collieries of the G. B. 
Markle Co. and the huge conical bank of the Drifton breaker; Jeddo 
No. 4 of the G. B. Markle Co., Harleigh No. 7 of the same company, 
and finally, Beaver Meadow, the birthplace of Jay Gould. 

At 50 miles the southern region was entered, and the Nesquehoning 
Breaker, which produced in 1918 nearly a million tons of coal, was passed; 
at 60 miles, the Hauto Power Plant of the Pennsylvania Electric and 
Power Co. was reached, a plant that now has a capacity 60,000 kw. and 
is still building. Its motive power is steam generated from fine anthra- 
cite on Coxe stokers. The members of the Institute were conducted 
through this plant and then were taken a short distance to Greenwood 
Park picnic grounds, belonging to the Lehigh Coal & Navigation Co. 
Here luncheon was served to 500 members and guests, and a demon- 
stration of first aid was given by three of the local teams. The return 
trail led through Summit Hill to Tamaqua where passengers rested at 
the collieries, viewing the bailing plant of the Lehigh Coal & Navigation 
Co., where they were using four buckets, each of a capacity of 3600 
gal., each making a round trip in about 100 seconds. After crossing the 
Schuylkill River, the party stopped to see the stripping and mining of 
Mammoth and Four Foot veins of the Lehigh & Wilkes-Barre Coal Co. 
The total thickness of this coal is 25 feet. 
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Geology and Ore Deposits of Jerome District 


¥ 
By Louis E. Reper, Jr.,* Pa D., Jeromn, Ariz. 


(Lake Superior Meeting, August, 1920) 


THE town of Jerome is located in Yavapai County in north central 
Arizona. It has a population of over 6000 people and the two important 
mines of the district, the United Verde and the United Verde Extension, 
lie almost within its limits. Perched high on the southwest side of the 
Verde Valley, at elevations of 4800 and 5500 ft. (1463 and 1676 m.), 
both mines have long tunnels from their lower levels through which ore 
is hauled to their respective smelters. The two smelter towns of Clark- 
dale and Verde, out in the center of the valley and about 2000 ft. (609 m.) 
below, form part of the wide panorama that meets the eye at Jerome. 

In the vicinity of Jerome, the great southern escarpment of the 
Arizona plateau forms the northeast side of the Verde valley. The gen- 
eral level of this escarpment, or “the rim” as it is called, is about 4000 
ft. above the Verde River. A corresponding elevation is reached only by 


- the highest parts of the Black Hills, which bound the valley to the south- 


west. The two lava-capped mesas, known as Mingus and Woodschute 
Mountains, form the culmination of the Black Hills. That part of the 
old Black Hills mining district which lies between their crests and the 
Verde River is now known as the Jerome or Verde copper district. How- 
ever, if the smelters are not included, a strip about 7 mi. long and 3 mi. 
wide (11 by 5 km.) embraces practically all the properties belonging to 
the Jerome district. This strip lies parallel to and along the side of the 
Verde valley from about First View, 2 mi. northwest of Jerome, to the 
neighborhood of Allen Spring, near the south end of Mingus Mountain. 

The rank of the district in copper production, as well as features of 
peculiar geologic interest in connection with the ore occurrences, entitle 
the district to much more consideration than it has received in the litera- 
ture of copper mining. Arizona stands preéminent as a copper-produc- 
ing state. In 1918, it produced four-tenths of the total amount produced 
in the United States, and nearly equaled the combined production of its 
three chief competitors, Montana, Michigan, and Utah. The produc- 
tion of the Jerome district places it as sixth among the copper camps of 
the United States; in Arizona, Jerome ranks third, being surpassed in 


production by both Bisbee and Globe-Miami. 


* Geologist, United Verde Copper Co. 
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Two mines furnish practically the entire production of the Jerome 
district. During the period of maximum production to meet war-time 
demands, the two mines, the United Verde and United Verde Extension, 
produced approximately 7,000,000 Ib. and 4,000,000 Ib. of copper per 
month, respectively; together they contributed about one-sixth of Ari- 
zona’s production. With the end of the post-war depression, this pro- 
duction will again be reached if not exceeded. The United Verde is 
also important as a producer of gold and silver. The ore is smelted 
direct; the, production figures indicate the size and richness of the 
deposits. 

The United Verde offers possibilities of becoming one of the deep 
mines of the world, and, with the deepest shaft at the 2500-ft. (762-m.) 
level, has already blocked out one of the largest known deposits of mas- 
sive sulfides, probably exceeded in size only by those of Rio Tinto, Spain. 
The United Verde Extension possesses one of the largest known bodies 
of high-grade chalcocite ore, which is particularly noteworthy as the 
result of the only recorded instance of important secondary sulfide en- 
richment known to have taken place in pre-Cambrian time. 

Jerome has been accorded surprisingly little consideration in the 
technical literature. In spite of the many interesting features, this is 
particularly true in regard to geological description, largely because 
of the complexity involved and the lack of systematic study. Until 
recently, a few private reports by consulting geologists represented most 
of the geological work done in the district. The United States Geological 
Survey has done comparatively little work there because, up to the time 
of the spectacular discovery of the United Verde Extension orebody, 
Jerome was practically a one-mine camp. (Ransome: U. 8. G. 8S. Bull) 
529 (1913) 192. 

In a report prepared in 1916, and subsequently published in several 
periodicals, Provot' described the geology of the camp and correctly 
interpreted the more important structural relations. Since then, T. A. 
Rickard? has published an article on the United Verde eae: giving 
an outline of the geologic conditions, and J. R. Finlay has published a 
very comprehensive article dealing with the geological associations of 
the Jerome district.* A theory is developed as to the general relation- 
ships of the broadest kind, and some very interesting and instructive pos- 
sibilities are outlined. shea broad theorizing is necessarily handicapped 
. until the more local problems have been completely worked out. 

As is often the case ace oS -Cambrian formations are. concerned, 


1F, A. Provot: Roo Reconnaissance of the faa District, jee Ariz., 3 
Mlay 13, 1916. Abs. in Hnging. & Min. Jnl. (Dee. 9, 1916) 125, 1028. 
2'T. A. Rickard: The Story of the United Verde Extension B } 
Sci. Pr. (Jan. 5 and 12, 1918) 116, 9, 47. oS oS ae ee 


3J. R. Finlay: The Jerome Diskniae of Arizona. Engng. & Mi ; 
and Oct. 5, 1918) 106, 557, 605. Gees in. Jnl. (Sept. 28 
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the geological record is extremely interesting, but complex and difficult 


_ to unravel. The geological literature on the district: shows discrepancy 


as to reported facts of observation as well as in interpretation. Thus, 
without unlimited space for description, it is difficult always to separate 
the observed facts from the inferences with that clearness demanded by 
scientific accuracy. It is believed that the working out of the geology 
of the district in detail will prove of particular value in connection with 
general prospecting. 

The problems relating to development and exploratory work in the 
more or less well defined mineralized zones 6f the producing mines are 
chiefly local ones, and in this case the more general problems, though 
important, are necessarily of secondary consideration. Geologic work of 
a local character related to the operation of the United Verde mine has 
claimed the greater part of the writer’s time, and some of the most im- 
portant general questions are not yet settled. The complete deciphering 
of the geologic record, however, will unquestionably benefit the devel- 
oped mines as well as the prospects, and this end has been held in view. 
The correct classification and grouping of the different pre-Cambrian 
rock types requires all the combined resources of field study and labora- 
tory examination, and much remains to be done. In addition to the 
microscopic work done by the writer, between fifty and a hundred Jerome 
specimens have been described by Charles P. Berkey, chiefly for the 
Jerome Verde Co., and A. N. Winchell has described a somewhat smaller 
number for the United Verde. The work of R. W. Hart, geologist for 
the United Verde Extension, has contributed to the general knowledge 
of the district. 


GENERAL GEOLOGY 


Probably the best way to summarize the general geology of the dis- 
trict is to outline the geologic history according to the most plausible 
interpretation. Some of the more debatable points will be discussed 
later. 


Pre-Cambrian 


The geologic record begins in the Algonkian era of pre-Cambrian 
time. A great greenstone complex, indicating a period of important 
voleanic activity, is probably the earliest record in the Jerome district. 
The basement formation on which these lava flows and agglomerates 
were deposited is unknown. Apparently younger than the greenstones 
is a series of clearly bedded sedimentaries which, though containing 
much fragmental volcanic material, are evidently water-laid and in part 
well sorted. This latter series records the gradual regaining of suprem- 
acy of the normal forces of erosion and slow sedimentation following 
the rapid and disordered outpourings of volcianc material. 
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Later a period of deformation, probably related to the approaching 
invasion of a granitié batholith, squeezed the bedded sediments into close 
folds trending about north-northeast and south-southwest. The green- 
stones in the southern end of the district have been folded along lines 
trending nearly east and west. Following this deformation, the region 
was invaded by masses of quartz porphyry, presumably an outlying 
phase of the Bradshaw granite, which underlies the greater part of 
Yavapai County to the south and west of Jerome. While still deeply 
buried, certain limited zones, or portions, of the quartz porphyry were 
rendered schistose by further deformation. After this last deformation, 
masses of augite-diorite, called the United Verde diorite formation, were 
intruded into the quartz porphyry and older rocks in the vicinity of 
Jerome. The ore deposits, which will be discussed later, were formed 
after the intrusion of the diorite. 

After the formation of the large schist-replacement orebodies, but 
before the mineralization was entirely completed, a series of small diorite 
or andesite dikes cut the ore masses, the United Verde diorite, and as far 
as known, all other pre-Cambrian formations. These dikes are not 
uncommon throughout the Jerome district and probably are as widely 
distributed as the Bradshaw granite. They range in thickness from a 
few inches to about 40 ft., but most of them are from 1 to 4 ft. (0.3 to 
1.2 m.) thick. In the vicinity of Jerome, they have a general east and 
west trend, thus cutting the local schistosity of the quartz porphyry 
nearly at right angles. The quartz veins of the southern part of the 
district were probably formed after the principal mineralization, and 
may be related to the same fissuring as the dikes. 

The intrusion of the United Verde diorite practically marked the end 
of the intense deformation that affected the older rocks. Though the 
material of the orebodies sometimes shows evidence of granulation and 
brecciation and the small fine-grained dikes are in some places quite 
schistose, the coarsely crystalline, resistant masses of United Verde 
diorite show very little evidence of dynamic metamorphism. Numer- 
ous faults, for the most part of very small throw, mark the final stage of 
this period of deformation. The diorite-andesite dikes are displaced 
many times by these faults, usually only afew feet. These small faults 
or slips often follow the trend of the shearing in the porphyry. 

The period of deformation and igneous intrusion preceding the forma- 
tion of the ore deposits no doubt produced a rugged and mountainous 
land area, high above sea level. The erosion period required to reduce 
this region to the nearly perfect base level that preceded the invasion of 
the Cambrian sea must have been a long one. During this long period 
of erosion the orebodies were exposed, portions of them were worn away, 
and portions enriched by the development of secondary chalcocite. 
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Paleozoic 


Even a peneplain as nearly perfect as that developed before the ad- 
vance of the Cambrian sea must have sloped upward from the sea coast 
to the interior of the continent. The sinking of the continental mass and 
advance of the sea took place very slowly, and stream erosion continued 
in parts of the continent not yet submerged. sThe sea probably reached 
the Jerome district in middle Cambrian time. The heavy mantle of 
alluvium, residual soil, and altered rock that no doubt covered the land in 
its mature stage of erosion was swept away by the sea, and the pre- 
Cambrian bed rock was scoured clean. On this was deposited a thin 
blanket of beach sand and fine pebbles, which formed the Tapeats 
sandstone. This varies in thickness from nothing to 100 ft. and tends to 
fill the minor irregularities of the pre-Cambrian surface. 

More or less clayey material was deposited above the sandstone; this 
is now represented by 10 to 20 ft. (3 to 6 m.) of red or greenish-yellow 
shale. Although in some places limestone appears to overlie the sand- 
stone conformably, it is possible that a greater thickness of shale was 
formed and later eroded or that some of the limestone is of Cambrian 
age. The sandstone is of a maroon color, and often highly ferruginous. 
The iron is perhaps derived from the gossan of the pre-Cambrian 
orebodies. 

Overlying the basal sandstone are from 300 to 500 ft. (91 to 152 m.) 
of limestone, all or in part of Devonian age, from 300 to 500 ft. of lime- 
stone of Mississippian or lower Carboniferous age, and from nothing to 
500 ft. of red sandstone and shale of Permian age.® The formation of the 
deposits of each of these four periods, Cambrian, Devonian, Mississippian, 
and Permian, was preceded and followed by periods of uplift and erosion. 
Much greater thicknesses were no doubt originally present, probably 
including some Pennsylvanian or upper Carboniferous limestone. 

The lower limestone, in so far as of Devonian age, corresponds to the 
Temple Butte limestone of the Grand Cafion section. Ransome’ has 
already applied the names Redwall limestone and Supai formation to the 
Mississippian limestone and overlying red sandstone and shale of the 
Verde valley. 

When a great area of limestone is uplifted slightly above sea level and 
later submerged and limestone deposition is continued, an important hiatus 


4F, L. Ransome: Some Paleozoic Sections in Arizona and their Correlation. 
U.S. Geol. Sur. Prof. Paper 98-K (1916) 159-162. 

5’ This red sandstone and shale, known as the Supai formation, together with the 
overlying Coconino sandstone and Kaibab limestone of the Grand Cation section 
were, until recently, classed by the United States Geological Survey as of Pennsyl- 
vanian age. 

6 Op. cit. 
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in the sedimentary record may be inconspicuous and difficult to find. 
Thus at Jerome the breaks delimiting the Devonian limestone have not 
been recognized. However, in a section examined less than a mile north- 
east of Jerome, the lower 300 ft. of the limestone is nearly all somewhat 
dolomitic; most of it weathers to a brownish color, and it contains many 
sandy beds. Above this the limestone is white, non-magnesian, and 
free from sand. This change probably marks the top of the Devonian, 
though Ransome’ provisionally assigns 500 ft. of limestone to the De- 
vonian at Jerome. The lower part of this white limestone is fine-grained 
and banded with chert; fossils are rare. The transition to the heavy- 
bedded highly fossiliferous material above is, however, gradual. 

The uplift that brought the deposition of the Carboniferous limestone 
to a close was evidently associated with important deformation in ad- 
joining regions. Rapid deposition of clastic material persisted for some 
time after the advance of the “ Permian sea,’’ followed later by limestone 
deposition. Along the northeast side of the Verde valley opposite Jer- 
ome, the Permian rocks correspond very closely to those found in the 
Grand Cafion 80 mi. (128 km.) north. These include over 1000 ft. 
(305 m.) of the red sandstone and several hundred feet of heavy y-bedded 
white sandstone, overlain by a thick limestone formation. Thus it is 
probable that the complete series was deposited over the Jerome district, 
though only 500 ft. of the red sandstone shows in the side of the valley 
west of Jerome, and this thins to nothing farther south. 


Mesozoic 


There is no further record of marine sedimentation near the Jerome 
district, although it is possible that the Mesozoic formations, which are 
extensively developed in the northeastern part of the state, originally 
extended as far west as Jerome. They no doubt covered much of the 
eastern part of the state. 

The post-Cambrian formations lie practically flat in the Jerome dis- 
trict, except close to the faults. Farther north, dips of a few degrees 
to the north or east prevail, indicating slight folding, probably in late 
Mesozoic or early Tertiary time. 


Cenozoic 


Tertiary.—It is certain that there has been no marine invasion since 
the close of Mesozoic time. The record is one of volcanic activity 
terrestrial deposition, and faulting. The volcanic field of the San WATE 
cisco Mountains is not far north of the Jerome district. The work of 


7 Op. cit. 
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Robinson’ helps to interpret the history of the adjoining regions. Rob- 
inson has called attention to a peneplain, or relatively even surface, 
developed by stream erosion during the Tertiary period, upon which the 
late Tertiary lavas were poured. In the Jerome district, the irregu- 
larities of the surface beneath the volcanics suggest that there was some 
uplift and dissection of the peneplain before the lavas were deposited. 
The Paleozoic formations were trenched with gteep-sided gulches, and the 
Verde valley seems to have existed somewhat along its present lines. 
Many of the gulches were more or less filled with poorly stratified gravels 
and boulder material before being covered: with lava. This gravel 
deposition was due to some change in the condition of drainage, perhaps 
the damming of the streams by the first’ lava flows. 

The great outpouring of basaltic lavas that at one time covered a 
large part of northern Arizona is assigned by Robinson to the latter part 
of the Pliocene epoch; these lavas were very fluid and spread out for 
long distances. It seems probable, however, that there were many widely 
scattered vents, a large number of which never developed conspicuous 
cones. Many of the cracks now occupied by dikes were feeders of this 
great lava field. No doubt most of the outlying patches of lava were 
once connected with the main field. The hills above Jerome are still 
capped with a layer of this lava about 700 ft. (213 m.) thick. The 
younger lavas of the San Franciscan volcanic field do not seem to. be 
present at Jerome. 

Quaternary——Where the lavas flowed across the Tertiary Verde 
valley below Camp Verde, about 30 mi. (48 km.) southeast of Jerome, 
a dam was formed, which resulted in a lake at least 35 mi. long and 6 or 
8 mi. wide. In connection with reconnaissance mapping for a geological 
map of Arizona, O. P. Jenkins, the geologist of the State Bureau of 
Mines, has recently studied and mapped the limestone deposits formed 
by this lake and has named them the Verde formation. 

Following the outpourings of basaltic lava, came a period of normal 
faulting, which uplifted the western side of the Verde Valley more than 
- 2000 ft. (609 m.), possibly as much as 5000 ft. The trend of the principal 
breaks developed at this time varies from north and south to northwest 
and southeast. It is probable that all of this faulting took place after the 
Tertiary lavas were formed, and was more or less contemporaneous with 
the deposition of the lake beds of the Verde formation. The lake beds 
are displaced by the faulting in one or more places, and the great thick- 
ness of these beds suggests faulting during deposition. At the United 
Verde Extension smelter, drill holes have penetrated over 1200 ft. of 
material, all of which probably belongs to the Verde formation. A simi- 


8H. H. Robinson: The San Franciscan Volcanic Field, Ariz. U. 5. Geol. Sur. 
Prof. Paper 76 (1913). 
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lar thickness of the Verde formation shows in the valley above the collar 
level of the drill holes. 

The interrupted drainage of the lake period and the relief produced 
by the faulting promoted the formation of extensive deposits of poorly 
sorted gravel and boulders differing from those underlying the lava chiefly 
in the presence of abundant fragments and boulders of basalt. These 
younger gravels merge into the margins of the lake beds in some localities. 
Following the restoration of normal drainage, the present channel of the 
Verde River and numerous tributary gulches have trenched the Verde 
formation and the gravel deposits. 2 

The uplifted scarp of one of the principal faults was especially subject 
to erosion, so that a strip of the pre-Cambrian has been exposed along the 
southwest side of the Verde valley, trending in a southerly direction from 
a point just north of the town of Jerome. This fault, known as the Main 
or Verde fault, passes through the town of Jerome and practically divides 
the district into two parts. East of this fault, the pre-Cambrian forma- 
tions are deeply buried. 


THE PRE-CAMBRIAN FORMATIONS 


Greenstone Complex 


Although including a number of different rock types, the greenstone 
complex is a unit in regard to thorough dynamic metamorphism and 
prevalent green color. Much of the rock, particularly of the fragmental 
phases, is as siliceous in composition as the light-colored quartz porphyry, 
yet carries enough chloritic material to give it a green color when fresh 
and an iron-stained appearance when weathered. Part of the metamor- 
phism may be the result of a period of deformation earlier than that con- 
nected with the intrusion of the Bradshaw granite. 

The non-committal term, greenstone, is a useful one in connection 
with much of this material, the exact nature of which it is difficult to 
determine. Many of these rocks are identical with those to be found in 
the pre-Cambrian of the Lake Superior region. It is believed that these 
greenstones are largely surface volcanics, although many small intrusions 
are recognizable; and it is possible that some larger masses may be 
found to be of intrusive origin. In some localities, lava flows are 
definitely recognized; and elsewhere, large areas of fragmental volcanic 
material are unquestionably present. In Mescal gulch, near the Pitts- 
burgh-Jerome property, there are some interesting exposures similar to 
those of the Deer Lake agglomerate found north of Marquette, Mich. 
The fragmental material sometimes includes distinctly Weleeoen grains 
or pebbles, although more than a suggestion of sedimentary stratifica- 
tion is rare. Included in the greenstone complex are small quantities 
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of light-colored fragmental material, probably in large measure of vol- 
canic origin. : 

In the area along the Main fault where the pre-Cambrian is exposed, 
the greenstone complex is the predominant formation from near the 
Copper Chief mine, in the south end of the district, north to the outskirts 
of the town of Jerome; sce Fig. 1. In Deception gulch, at the north end 
of this area, where it adjoins the quartz porphyry, the nature of the 
material is open to question. The appearance is similar to that of known 
volcanic fragmentals and locally there are some obscure indications of its 
fragmental character. The microscopic evidence is conflicting but seems 
to point in the same direction. Nevertheless, the rock has much the 
appearance of an intrusive igneous rock and Finlay has named it the 
Deception porphyry. The nature of its contact with the quartz porphyry 
indicates that one or both of the rocks must be intrusive. 


Bedded Sedimentaries 


Geologists of the United States Geological Survey? have mapped 
and described the Bradshaw quadrangle, the north end of which is 18 mi. 
south of Jerome. Yavapai schist and Bradshaw granite are shown to 
extend across this line into the Jerome quadrangle. The Bradshaw 
granite exposure is continuous to within 6 mi. of Jerome, while the expo- 
sure of pre-Cambrian rocks is continuous to Jerome. 

As might be expected from their relation to the Bradshaw granite, the 
dynamic metamorphism of the schists has been, in general, more intense 
throughout the Bradshaw quadrangle than farther north. Although the 
Yavapai schists have been determined to be largely of sedimentary origin, 
nowhere in the Bradshaw quadrangle is sedimentary bedding more un- 
mistakable than in the bedded sedimentaries at Jerome. These rocks 
are characteristically more massive than schistose, though closely folded; 
however, they probably correspond closely enough in composition and 
general appearance with parts of the Yavapai schist, to the south, to be 
included in that formation, though preferably as a distinct member. On 
the other hand, Yavapai schist, as defined by the Survey geologists, 
does not seem to include large masses of greenstone of predominantly 
volcanic origin, such as the “greenstone complex”’ of the Jerome district. 

The bedded sediments of the Jerome pre-Cambrian are closely folded 
and the dip of the beds is steep. Minor folds, as a rule, are not con- 
spicuous except in some of the more siliceous bands, which sometimes 
show remarkable crenulations and drag folds. A great variety of 
material is included, from very fine-grained quartzite and slates of 


various kinds to thick-bedded conglomerates. These conglomerates’ 


Oa A. Jaggar, Ir. ahd Charles Palaghe: 10). S. Geol. Sur Folio 126 : t=: 
Mountains Folio (1905). gp ERTD , Bradshaw 
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typically consist of more or less abundant well rounded pebbles in a 
tuffaceous matrix including numerous well preserved feldspars, giving 
the appearance of a feldspar porphyry where the pebbles do not show. 
Also a bed, or lens, of fairly pure crystalline limestone or marble 20 Ue 
thick has been observed. 

NearWalnut Spring, west of Jerome, a voleanic agglomerate consisting 
largely of quartz porphyry occurs between the more definitely bedded 
material and the main porphyry mass. This is clearly a fragmental, not 
an intrusive breccia, and it is extremely difficult to draw the line between 
the fragmental and the intrusive quartz porphyry. 


Quartz Porphyry 


At the south end of the Jerome quadrangle, the Bradshaw granite is 
coarse-grained, but becomes progressively finer grained to the north. 
The marginal phases often differ from the usual type. The quartz 
porphyry of the south end of the Jerome district is, in general, of a more 
granitic character than that near Jerome. It is believed that further 
work will prove a progressive change from the fine-grained granite of the 
known Bradshaw exposure to the typical rhyolitic porphyry of the north 
end of the district. 

Though many phases of the quartz porphyry are represented, it is 
believed that they are all of essentially the same age and may be con- 
sidered as a unit, except for the so-called Deception porphyry, which 
may prove to be older. The usual composition is that of a normal 
rhyolite, though often an albite rhyolite and rarely a dacite. The color 
is usually light, though dark gray or green phases are not rare. The 
quartz and feldspar phenocrysts vary both in actual and relative abun- 
dance and to some degree in size, while the fineness of the ground mass 
is also variable. Perhaps the most difficult feature to account for is the 
variation in degree of dynamic metamorphism; however, the main mass 
of the Bradshaw granite also shows this variation to some extent. Some 
portions of the quartz porphyry show extreme dynamic metamorphism 
and some show practically none. 

Mine workings under the cover of Paleozoic sediments east of the 
Main fault have shown that the quartz porphyry predominates through- 
out a large area in the northeastern part of the district. This quartz 
porphyry is for the most part very massive, particularly on the east side. 
Just east of the fault and extending south from the United Verde Ex- 
tension orebody and showing in Jerome Verde workings is a relatively 
limited zone where the quartz porphyry is quite schistose. In the south- 
ern part of the district, the quartz porphyry is generally massive with a 
few schistose areas of limited size. The largest and most important 
area of schistose quartz porphyry is that of Cleopatra hill and the United 
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Verde mine. To the east, between this area and the fault, the rock is 
relatively massive. -Though the quartz porphyry of the United Verde 
and the United Verde Extension and Jerome Verde must have been 
continuous before the faulting, the schistose areas appear to have been 
distinct. 

ls The evidence now available is not sufficient to make it absolutely 
certain that there is not more than one distinct quartz-porphyry in- 
trusion or that the most schistose of the porphyry does not belong with 
the- quartz-porphyry fragmentals. In either case, changes in the his- 
torical outline would be required and if the assumed relation to the Brad- 
shaw granite proves incorrect, the pre-Cambrian chapter must be revised. 


United Verde Diorite 


Diorite of two distinct ages is described as occurring in the Bradshaw 
quadrangle.!° The first varies from a quartz diorite to a gabbro, and is 
believed to be intimately related to the Bradshaw granite; the other is a 
gray quartz diorite distinctly younger than the granite. Even the 
younger quartz diorite, however, may reasonably be looked upon as a 
very late phase of the granite intrusion. In the Grand Canyon, similar 
diorite is found which is intruded by granitic pegmatites. 

The United Verde diorite is an augite diorite with diabasic phases and 
evidently belongs with the older diorite, though showing less dynamic 
metamorphism than is usual farther south. Thus, it is believed that 
the United Verde diorite is also related to the Bradshaw granite. The 
principal mass of this diorite is about 34 mi. long and 14 mi. wide (1.2 
by 0.4 km.). It trends northeast and southwest and forms the hanging 
wall of the United Verde ore zone. Farther north, another mass of this 
diorite is partly exposed. In the United Verde Extension workings, just 
east of the fault, more of this diorite is exposed, which probably was once 
a part of the large mass on the west side of the fault. To the southeast 
the end of another mass is blocked out by Jerome Verde workings. Sai 
eral miles to the southwest, similar diorite shows in Yaeger Canyon; it has 
not been identified in the southern part of the district. Practically no 
evidence of contact metamorphism has been observed along either the 
quartz porphyry or the United Verde diorite contacts. 


Ore Deposits 


Three distinct ore deposits have contributed the copper production 
of the Jerome district. In order of importance, they are that of the 
United Verde, the United Verde Extension, and the Copper Chief-Iron 


10'T, A. Jaggar, Jr. and Charles Palache: Op. cit. 
4L, F. Noble and J. Fred Hunter: A Reconnaissance of the Archean Complex 


of the Granite Gorge, Grand C i 
fe g rand Canyon, Ariz. U.S. Geol. Sur. Prof. Paper 98-1 (1916) 
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King. The Maintop orebody, from which the Jerome Verde Co. has 
been shipping ore during the last two years, though more or less distinct, 
may be looked upon as a part of the United Verde Extension ore zone. 
The Copper Chief-Iron King deposit has been more important as a pro- 
ducer of gold and silver from oxidized gossan material, although a 
considerable tonnage of sulfide copper ore from the Iron King claim was 
smelted years ago by the Equator Mining Go. The ore zones of each of 
these three deposits are distinct from the others, but it is believed that 
they are closely related as to character and origin. 

About thirty prospecting companies have been active in the Jerome 
district during the past few years, and some have spent large sums of 
money. In view of the expenditure, the results have been disappointing, 
though some ore showings have been found. These companies have been 
exploring ground where promising surface showings were clearly lacking 
or where the pre-Cambrian surface was covered by younger formations. 

The United Verde and the Copper Chief-Iron King ore deposits lie 
west of the Main fault in the area of exposed pre-Cambrian rocks, the 
former at Jerome, and the latter about 4 mi. to the south. Since the 
uncovering of these orebodies by the post-fault erosion, conditions ap- 
parently have not been favorable to secondary sulfide enrichment. Prob- 
ably the steep slopes and rapid erosion favored the scattering rather than 
the concentration of the copper. Oxidation of the sulfides with little 
copper enrichment has preceded the actual erosion surface, and the 
enrichment of the pre-Cambrian erosion period has been in large measure 
destroyed instead of increased. Some chalcocite remains in the upper 
levels of the United Verde mine, but the localities are now inaccessible. 
H. V. Winchell suggests that a higher zine content may have rendered 
these deposits less susceptible to secondary enrichment than that of the 
United Verde Extension. In the United Verde Extension, to the east 
of the fault, the oxide and chalcocite zones of the pre-Cambrian period 
of erosion and enrichment are still protected by the overlying blanket of 
Paleozoic sediments, and the zone of altogether primary sulfides has not 
been reached in the orebody. Thus, in the United Verde Extension 
mine, only the oxide and chalcocite zones can be studied and in the 
United Verde and Copper Chief only the oxide and primary sulfide 
zones. Nevertheless, it is clear that they have much in common. 

In each case large masses of sulfides have been developed by the 
replacement of schists. In all three pyrite predominates. Chalcopyrite 
is known to be in two and in the United Verde Extension it appears to 
have been the chief primary copper mineral. In all three the primary 
sulfides carry gold and silver and are associated with masses of very 
distinctive jaspery quartz. The fact that the ore deposits of the two 
larger mines are not far apart and seem to be of almost the same age, also 


indicates that they have a common origin. 
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The Copper Chief mass differs from the others in that, so far as known, 
it has only a small continuation with depth. However, the sulfides 
are distinctive and identical in structure and composition with parts of 
the sulfide mass in the United Verde. 


Replacement 


These ore deposits, therefore, are of the schist-replacement type. 
The evidence of replacement is abundant and convincing. Where massive 
sulfides adjoin schists there is usually a gradual transition from unre- 
placed to completely replaced schist. More rarely, the contact is clean- 
cut, yet it shows all the embayments and irregularities characteristic of 
the walls of limestone replacement deposits. The schist structure is 
often strikingly reproduced in a banding of the sulfide minerals or by 
residual shreds of unreplaced material. Throughout the primary sulfide 
masses at least a suggestion of the structure of the replaced schists is 
universally present. Similar evidence is present in the United Verde 
Extension ore deposit, though somewhat masked by the additional 
changes due to the chalcocite enrichment. 

The material that has been replaced included a wide range. The 
schistose condition seems to have been the most important prerequisite. 
In the United Verde Extension and in the Copper Chief-Iron King Ore 
zones, schistose quartz porphyry has been the material most abundantly 
replaced, with lesser amounts of greenstone schist. In the United Verde 
ore zone, some schistose quartz porphyry and some greenstone schist 
have been replaced, but a black chloritic schist not known to occur in the 
other two mines has been very much the most favorable to replacement. 
This schist,when unaltered, is dark green to black in color, of fine even 
texture and often resembles a black slate. The microscope shows it to 
be composed of an even felt of nearly isotropic chloritic material. It 
has the chemical composition of a ferruginous chlorite. Sometimes the 
black chlorite appears to replace other material and it is believed that 
the black schist is a product of alteration by magmatic solutions, which 
may have been related to the same period of igneous activity as the ore 
deposits. It seems clear that the chlorite was present in advance of the 
sulfides. In the United Verde, the black schist appears to belong with 
the pre-Cambrian bedded sediments. It also occurs in parts of the 
greenstone complex and wherever found is favorable to mineralization. 
The relatively massive United Verde diorite has not been affected to any 
appreciable extent by the mineralizing solutions. 


Composition 


Oxide Zone.—The material of the oxide zone is predominantly red and 
yellow iron oxide with more or less granular quartz and some clay. The 
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purer iron oxide sometimes forms lumps and in some cases the quartz 
acts as a cement, but it is unusual for the gossan to be massive except 
where the primary jaspery quartz predominates. Often this is merely 
brecciated and recemented by secondary quartz. In general, masses 
formed chiefly of secondary quartz are rare but occur to some extent in 
the United Verde Extension. Possibly this difference is significant in 
connection with the fact that the gossan of the United Verde Extension 
was formed under conditions favoring secondary enrichment while the 
others were not. 

The small gold and silver values of the-primary sulfides are concen- 
trated sufficiently in the oxide material so that much of it is of commercial 
grade. The processes of oxidation increase the gold-silver ratio about 
five times, from about 145 to about 145 by weight. Sometimes a thin 
layer of high-grade silver ore in which native silver is conspicuous 
immediately overlies the sulfides. 

The oxide ore of the United Verde carries about 1 per cent. copper, 
mostly in the form of finely divided cuprite. Copper carbonates are un- 
usual in the gossan material though some of the copper lost from the United 
Verde sulfide mass is probably to be found in the small carbonate deposits 
in the limestones and Tertiary conglomerate to the east of the fault. 
Some of the limestone ore was mined from the Jerome Verde shaft in 
the early days and the Dundee-Arizona Co. has been shipping some of 
the conglomerate. It is said that copper carbonates were important 
locally in parts of the United Verde mine now inaccessible. 

Small portions of the Copper Chief-Iron King oxide mass contain 
copper carbonates and some portions are high in lead. Both copper and 
lead carbonate ore have been shipped from the Copper Chief. The 
presence of lead in the gossan at the Copper Chief was difficult to under- 
stand until it was discovered that sulfides similar to those of the Copper 
Chief in the United Verde often carry traces of galena. Copper carbo- 
nates are practically absent from the gossan material of the United Verde 
Extension mine. Presumably this gossan material was formed before 
the Paleozoic limestones were laid down. The relative abundance of 
carbonates in the oxide material developed in post-Paleozoic time at the 
United Verde and Copper Chief is evidently due to the influence of the 
limestones on the character of the ground-water solutions. 

The oxides of the United Verde Extension also differ from those formed 
more recently in that a much smaller proportion carry commercial quan- 
tities of gold and silver. Perhaps the Paleozoic limestones are also 
responsible for this difference, although the known erratic distribution 
of the precious metal values in the primary sulfides may be a sufficient 
explanation. If the presence or absence of overlying limestones is a 
significant factor, it still does not prove that the overlying formations 
contributed gold and silver to the oxide material. The difference may be 
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due to change in the chemical character of the ground-water solutions. 
A concentration of the values in the primary sulfides is believed sufficient 
to account for the oxide values. 

Chalcocite Zone.—The sulfide ore of the United Verde Extension 
consists chiefly of chalcocite and pyrite and varies from practically pure 
chalcocite to material that is largely pyrite. More or less quartz is often 
present. Small quantities of chalcopyrite, which seem to be secondary, 
and a little bornite have been observed. The precious-metal values 
are somewhat higher in the chalcocite ore than in the primary ore. 

The great mass of gossan material from which the copper has been 
almost entirely removed, which overlies the chalcocite, the typical 
“sooty” character of part of the sulfide, and the associated kaolinization, 
together with the microscopic evidence, are sufficient to establish the fact 
that the chalcocite is of secondary origin. . 

As has been pointed out,” the microscopic relation between the pyrite 
and the chalcocite corresponds to that most commonly exhibited between 
the pyrite and chalcopyrite of the primary ore in the United Verde. 
Thus, it would seem that the chalcocite has been developed largely from 
chalcopyrite rather than from pyrite and the primary sulfides should 
be about one-half as rich in copper as those in the secondary zone. 
As would be expected, however, there is evidence to indicate the replace- 
ment of some of the pyrite. 

Throughout a small area, more or less distinct from the principal 
mineralized area of the United Verde, where disseminated pyrite seems 
to have been more abundant than usual in the porphyry and the rock 
unusually schistose, a mass of low-grade ore has been blocked out. 
This is valuable because it provides the additional siliceous material 
required in the smelting operations. The copper values appear to be 
almost entirely due to the secondary enrichment, and extend from near 
_ the surface to below the 600-ft. level. At present, oxidizing conditions 
prevail to the bottom of the chalcocite. This suggests that the chal- 
cocite was formed before the relative uplift of the area by faulting. As 
the only previous erosion of the porphyry was in pre-Cambrian time, 
the secondary sulfide enrichment was probably pre-Cambrian. 

The vertical distance from the bottom of the Cambrian sandstone 
to the lowest important chalcocite in the United Verde mine is about 
800 ft. There is reason to suppose that the chalcocite zone there was at 
one time comparable to that of the United Verde Extension. If so, 
it must have been developed in pre-Cambrian time. The evidence of 
the pre-Cambrian age of the chalcocite in the United Verde Extension 
mine is satisfactorily conclusive. 


The pre-Cambrian dikes that cut the United Verde ore deposit, the 


12 Marion Rice: Petrostaphie Notes on ans One Deposits of 
Trans. (1920) 61, 60-65. posits of Jerome, Ariz. 
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similarity of the three occurrences described, the lack of similar primary 
mineralization in the Paleozoic formations, the ferruginous material 
in the Cambrian sandstone, and the apparent truncation of the United 
Verde Extension deposit by the base of the Cambrian establish the pre- 
Cambrian age of all three schist replacement deposits. 

Granting the pre-Cambrian age of the mineralization, the United 
Verde Extension ore deposit must have been exposed to the erosion period 
that preceded the deposition of the Cambrian sandstone; since that time, 
it has remained deeply buried. It is highly probable that a large part of 
that erosion period was favorable to secondary enrichment. There is 
no reason to suppose that the processes of late pre-Cambrian time differed 
materially from those of Paleozoic time. The composition and struc- 
tural relations of the oxide and sulfide zones are precisely what would be 
expected if they were developed by erosion on the pre-Cambrian surface. 
Overlying the main chalcocite body, the oxide material extends about 
450 ft. in a vertical direction below the Cambrian sandstone. 

If the secondary sulfide enrichment that developed this chalcocite did 
not take place in pre-Cambrian time, it must have been accomplished 
while the deposit was deeply buried. It is conceivable that small quan- 
tities of oxide material and chalcocite might have been developed since 
the burial of the deposit. That the enormous masses of typical oxidized 
gossan material and chalcocite which are present could have been so 
formed appears altogether impossible. We have then an important 
example of secondary enrichment that took place in pre-Cambrian 
time. 

At the Copper Chief, there is a layer, a few inches in thickness, of 
black sooty chalcocite and disintegrated pyrite overlying the primary 
sulfide in some places; this material carries high silver values. This 
slight enrichment may be related to the present oxidation. 

Extensive kaolinization has affected the rocks adjoining the masses 
of chalcocite in the United Verde Extension. ‘The original character of 
the rocks is offen completely masked. Alunite, a mineral often found 
associated with secondary sulfide enrichment, is not conspicuously 
developed in this instance. . 

The small andesite dikes that cut the primary sulfide masses in the 
United Verde are affected by kaolinization similar to that related to the 
chalcocitization. This alteration extends to the deepest levels of the 
mine, and has been referred to by previous observers as necessarily 
related to the primary mineralization. This alteration seems to be 
growing weaker in the lower levels, and conditions have been peculiarly 
favorable to a deep-seated ground-water circulation since the fault- 
ing caused the relative uplifting of the southwest side of the valley. 
Gypsum crystals, evidently deposited from ground-water solutions, are 
not unusual in the lowest levels of the mine. Very similar alteration 


20 GEOLOGY AND ORE DEPOSITS OF JEROME DISTRICT 


has resulted from the mingling of surface water with sulfur gas from 
the burning fire stoepes. The burning of sulfides may be looked upon as 
surface oxidation speeded up. Thus, it is believed that the kaolinization 
of the dikes is the result of an unusually deep circulation of the acid 
solutions resulting from surface oxidation. However, so far as known, 
no chalcocite has been developed in connection with this alteration. 

Primary Sulfide Zone.—Quartz, pyrite, chalcopyrite, sphalerite, 
specularite, dolomite, calcite, bornite, tetrahedrite, and galena have 
been recognized as belonging to the primary mineralization. No doubt 
further microscopic and chemical study will add to this list. The 
main sulfide masses are composed predominantly of pyrite, while quartz 
is, in general, most abundant in the peripheral areas. In addition to the 
more siliceous character of the marginal phases, in the United Verde all 
the larger masses of relatively pure quartz occur between the massive 
sulfides and the diorite which forms the hanging wall of the mineralized 
area. 

Some of this quartz nearly always separates the sulfides from the 
diorite. This is the characteristic jaspery quartz, masses of which occur 
in many parts of the district. It consists of medium or fine-grained 
jaspery quartz, usually gray, red, or black in color, and usually contains 
numerous very small specularite veins, and sometimes shows a scattering 
of small pyrite cubes. In the United Verde, it is intimately related to 
the sulfide mass with which it is associated in three ways. Usually this 
quartz is brecciated and cemented by sulfides, occasionally brecciated 
fragments of the massive sulfides are included in what appears to be the 
same quartz, and occasionally there seems to be an actual graduation 
from one to the other. These relations, together with the position of the 
quartz against the diorite hanging wall, where replacement would be 
expected to start, indicate that the development of the quartz was an 
early phase of the ore mineralization. 

Similar quartz often occurs in lenticular masses in the green schists 
associated with very little sulfide matter; it was at first believed that 
they were formed with the greenstones after the fashion of the Lake 
Superior jaspilites. Banded, hematitic, iron-stained, and often highly 
folded jasper has been found with the bedded sedimentaries near the 
Jerome district, which is identical in appearance with the banded 
jaspilite of the Lake Superior region. However, the jaspery quartz of 
the lenses in the greenstone differs materially from the known sediment- 
ary jasper and is identical with that associated with the sulfide mineraliza- 
tion in the United Verde. This jaspery quartz is associated with all 
three of the schist replacement ore deposits, particularly in the United 
Verde where there is probably more of this quartz than in all the rest of 
the district. In addition, the great majority of the masses not associated 
with sulfide mineralization appear to be related either to United Verde 
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diorite or quartz porphyry contacts. Thus, it is believed that this 
jaspery quartz is, in general, a phase of the ore mineralization, but a 
more widespread phase than that which developed the bulk of the sulfides. 

Nevertheless, masses of jaspery quartz of seemingly identical appear- 
ance with those believed to be related to the ore mineralization in the 
Jerome district are also found in the Lake Superior region associated with 
greenstones, which are very similar to those of the Jerome district. This 
similarity of appearance and association is sufficiently striking to make 
one hesitate in expressing too positive a conclusion regarding the origin 
of much of this quartz. Though related to the ore deposition, the jaspery 
masses at the surface, where clearly unaccompanied by gossan indicating 
important sulfide mineralization, would be very unlikely to show more 
sulfide matter at depth. This fact has been demonstrated by a good 
deal of fruitless exploratory work. 

The sulfide phase of the primary mineralization developed large 
bodies of nearly massive sulfides in which pyrite greatly predominated. 
Much of this material has the appearance of pure sulfides, but nearly all 
of it contains at least microscopically intergrown quartz. There are all 
gradations to the phases in which quartz predominates, which are most 
often found near the margins of the sulfide masses. 

Chalcopyrite is the most important and, next to pyrite, the most 
abundant of the primary sulfides. It occurs with the other sulfides in 
all proportions. Where there is sufficient chalcopyrite, the sulfides are 
mined as copper ore. The shape of the richer portions of the sulfide 
mass seems to have been influenced by the structure of the schists that 
the sulfides have replaced. All the massive sulfides may be considered 
low-grade ore, although only a small portion, less than one-fifth, is of 
commercial grade under present conditions. No doubt part of the pri- 
mary sulfide mass of the United Verde Extension is not of commercial 
grade though it is probable that a larger proportion of commercial ore will 
be found than in the United Verde mine. The United Verde sulfide mass 
is, however, much larger. 

Sphalerite is the third sulfide in abundance though much less abund- 
ant than the chalcopyrite. The United Verde ore averages less than 2 
per cent. zinc. Throughout most of the less siliceous portion of the sulfide 
mass, sphalerite occurs only as occasional thin lenticular bands corres- 
ponding to the former schist cleavage. Traces of galena are often found 
with the sphalerite in these bands. Most of the sphalerite occurs where 
the material is rather siliceous, in banded material with pyrite and chalco- 
’ pyrite or almost alone with fine-grained quartz. - In this siliceous mate- 
rial, the sphalerite is not accompanied by galena. 

The primary sulfides average from 1 to 2 oz. of silver and from 0.02 to 
0.04 oz. of gold per ton. The highest silver values are found with the 
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The specularite occurs locally intergrown with pyrite and quartz, 
and in much of the quartz where pyrite israre. The pyrite, chalcopyrite, 
and sphalerite are intergrown in such fashion as to indicate their essen-- 
tially contemporaneous development. These earlier sulfides and quartz, 
however, are in many places full of tiny cracks filled with chalcopyrite of 
a later phase of the mineralization. Evidence of any replacement of the 
earlier sulfides by the later has not been found. This later chalcopyrite 
is often associated with intergrown dolomite or calcite and quartz, 
sometimes with a little sphalerite, and very rarely with tetrahedrite. 
Sometimes the intergrown quartz and carbonate form considerable 
masses without much sulfide. Rarely primary bornite is found, which 
probably belongs with this phase of the mineralization. 

It is believed that the brecciation and later chalcopyrite mineraliza- 
tion has not been very significant in determining orebodies in the massive 
sulfides, but it is probable that most of the orebodies in the adjoining 
masses of the black chloritic schist were the work of this later minerali- 
zation. The typical schist orebodies do not usually include much pyrite, 
and the chalcopyrite is associated with the intergrown quartz and carbon- 
ate. The andesite dikes that cut the orebodies have been affected by 
this late phase of the mineralization in rare instances. 

It has been suggested that solutions related to the intrusion of these 
dikes may have brought about the redeposition and concentration of the 
chalcopyrite. The writer has found very little evidence in support of 
this view. Possibly there is some relation between the occurrence of the 
dikes and of the latest and richest phase of the schist-replacement miner- 
alization. This has not been demonstrated, however, and the andesite 
dikes are found in many localities where there is very little copper 
mineralization. 

The fissure veins, such as those developed on the Brookshire and 
Grand Island properties, are related to this phase of the mineralization 
or to a still younger one. The vein filling consists of quartz, siderite or 
ankerite, pyrite, chalcopyrite, specularite, and tetrahedrite, with good 
gold and silver values. The structure is coarsely crystalline and there is 
no banding. 

On the Shea property, a vein is being explored that is composed of 
quartz, pyrite, arsenopyrite, siderite or ankerite, and tetrahedrite, with 
traces of bornite. The tetrahedrite carries high silver values, and some 
ore has been blocked out. The relation of this vein to the others is 
not known. 

There appear to have been three closely related, yet more or 
less distinct, phases of the mineralization that developed the schist- 
replacement orebodies. The first and most widespread formed the jas- 
pery quartz. The second formed the massive sulfides, including most 
of the chalcopyrite. The third added somewhat to the richness of the 
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massive sulfides and was largely responsible for the outlying orebodies 
in the schist. The difference between the central and outlying portions 
of the massive sulfides of the second stage of mineralization may have been 
due to higher temperatures in the central portions. The sericitic altera- 
tion of the quartz porphyry and the development of the black chlorite 
are the only rock alterations that may be related to the primary minerali- 
zation. The relationship, however, does not appear to be a close one. 


Structural Relations 


United Verde.—The structural conditions that determined the locali- 
zation of the United Verde mineralization seem to have been particularly 
favorable. The concave margin of the United Verde diorite formed a 
steeply pitching, inverted trough of relatively impervious material, 
such as would tend to draw together and localize the deep-seated solutions 
in their upward course. . 

The United Verde diorite was intruded approximately along the con- 
tact of the quartz porphyry and the pre-Cambrian bedded sediments 
with a general northeast-southwest trend. It is the quartz-porphyry 
side of the old contact between the porphyry and the bedded schists 
that lies on the under, or southeast, side of the diorite. However, be- 
cause of irregularities in the old contact and the curve in the diorite 
contact, this curve was largely occupied by a mass of the pre-Cambrian 
sediments. Also, this curve in the margin of the diorite wraps around the 
end of the most schistose portion of a large schistose area of the quartz 
porphyry. The sedimentary material under the diorite trough was 
largely altered to the black chloritic schist. Thus, the diorite wall 
favored the localization of the solutions; the diorite contact and the per- 
meable quartz porphyry-sericite schist favored the penetration of the 
solutions; while the less permeable but most replaceable black schist 
favored substitution. 

The greater part of the material under the curve in the diorite hanging 
wall, including some of the schistose quartz porphyry as well as the black 
chloritic schist, was completely replaced by a large irregular mass of 
quartz and sulfides having a form like the filling of an extremely irregular 
pipe, a pipe with each cross-section somewhat different from the next. 
Tongues of the black schist, projecting to the south into the porphyry, 
which were not completely replaced were more or less mineralized. 

United Verde Extension.—The main sulfide mass of the United Verde 
Extension ore deposit seems to have an irregular pipe-like form similar 
to that of the United Verde. This mass is almost entirely surrounded 
by quartz porphyry and seems to have been localized by a fissure or shear 
zone nearly at right angles to the normal trend of the schistosity of the 
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A sulfide mass that is probably a tongue projecting to the north from 
the main sulfide body lies against a hanging wall of United Verde diorite; 
this diorite may have had some structural influence on the main body. 
Most of the sulfide body of the United Verde Extension carries pyrite 
and was, before enrichment, a pyrite-chalcopyrite intergrowth corre- 
sponding to the principal sulfide mineralization phase in the United 
Verde; therefore, it could not have been entirely the work of the youngest 
or chalcopyrite phase. Thus, if the east-west fracturing or shearing 
in the United Verde Extension preceded the mineralization, it cannot be 
correlated with the formation of the breaks occupied by the andesite 
dikes. There is no indication of pre-mineral cross fracturing in the 
United Verde. 

There appears to have been a local change in the direction of the 
schistosity of the quartz porphyry where the main sulfide mass is situated. 
This change was probably not related to the east-west fracturing and 
may have been important in localizing the mineralization. In that case, 
the east-west break may not be entirely pre-mineral but may correspond 
to the dike fractures that were formed before the final stages of the miner- 
alization period. There has also been some post-Paleozoic movement 
along this break. 

Copper Chief.—The original sulfide mass of the Copper Chief-Iron 
King deposit was formed at the contact of the granitic porphyry which 
intruded rather siliceous and not very schistose greenstones. Schistose 
portions of the fine-grained margin of the granitic intrusive furnished 
the material chiefly replaced. 

The outcrop of the deposit is much smaller in area than the greatest 
cross-section of the sulfide mass and, similarly, the mass is shown to pinch 
to almost nothing in the lowest mine workings. Thus, it appears that 
the Copper Chief deposit represents an exceptional swell in a very small 
channel of mineralization. 


Genetic Relations 


The localization of the most important mineralization of the district 
by an inverted pitching trough rather than a normal one is strong evi- 
dence that the mineralizing solutions came from below rather than from 
above. Furthermore, the similarity of this mineralization to others 
known to be the work of juvenile or magmatic solutions places the burden 
of proof upon any one who would assign to them a different origin. 
Therefore the source of the mineralizing solutions is to be sought in an 
igneous magma. 

The United Verde diorite seems to be most closely related in time and 
space with the two large ore deposits of the district. However, there 
does not appear to be any United Verde diorite near the Gomer Chief 
or similar diorite related to a number of pyrite- chalcopyrite schist- 
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replacement copper deposits farther south, in the Bradshaw quadrangle, 
which are believed to have a common origin with the schist-replacement 
deposits of the Jerome district. The Bradshaw granite best meets the 
requirements on this basis. The facts outlined make it seem reasonable 
to consider the Bradshaw granite and the pre-Cambrian intrusives — 
younger than the Bradshaw granite as all related to a single period of 
batholitic intrusion and regional dynami¢ metamorphism. Looking 
upon the United Verde diorite as a late phase of the Bradshaw granite, 
the logical conclusion is that the mineralizing solutions that formed the 
deposits of the Jerome district and the other schist-replacement copper 
deposits of the Yavapai schist belt originated in the magma reservoirs 
of the Bradshaw granite. This explains the apparent preference of the 
jaspery quartz masses for quartz porphyry as well as diorite contacts, 
and perhaps also numerous minor showings of mineralization which 
seem to be related to quartz-porphyry contacts. In this latter case, 
however, the relation may be entirely a structural one. 

Important ore deposits are usually related to apophyses or outlying 
porphyritic phases of batholitic intrusions rather than along the walls of 
the main masses. Thus, if the above relation to the Bradshaw granite 
is correct, the Jerome district is more favorably located for ore deposits 
than the area farther south in the central portion of the batholith. 


PROSPECTING IN THE JEROME DISTRICT 


It is believed that with the present knowledge of surface indications 
underground exploration is, in general, only justified by promising surface 
showings. Where the surface of the ore-bearing formations is covered 
with material younger than the mineralization, in a district where im- 
portant ore deposits have already been found, underground exploration 
is sometimes justified in the absence of such indications. The assump- 
tion that this is true in the Jerome district is responsible for much of 
the activity of the prospecting companies. 

The experience gained by prospecting and geologic study has estab- 
lished certain points of importance in connection with further prospecting. 
In exploring the pre-Cambrian formation beneath the Paleozoic cover, 
the character of the rocks encountered may be the chief factor in guiding 
the work. Large masses of well developed schist are essential to the 
occurrence of important orebodies of the schist-replacement type. The 
nearly black, chloritic schist and the light-colored, sericitic, quartz-porphy- 
ry schist are the most favorable varieties. Contacts between the schist 
and a relatively massive and impervious formation are favorable locali- 
ties, especially where the impervious material forms a hanging wall to the 
schist. Reéntrant angles or embayments in such a contact are most 
favorable. Possibly where the impervious hanging wall consists of a 
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mass of United Verde diorite and where the andesite dikes are abundant, 
conditions are more favorable than otherwise, but this is open to question. 
The foregoing considerations also apply to prospecting where the pre- 
Cambrian formations are exposed at the surface, but in this case have 
relatively little weight in the absence of extensively developed gossan 
material. aye 

Iron oxide weathered from the highly ferruginous Cambrian sand- 
stone and deposited in the underlying formation has sometimes been 
mistaken for gossan material. Similarly the iron-staining developed 
by the weathering of the more chloritic rocks of the Jerome district has 
been incorrectly referred to as evidence of mineralization. Much un- 
profitable work has been done exploring the areas beneath surface 
exposures of jaspery quartz. Where there is no gossan or other evidence 
of important sulfide mineralization, these quartz masses do not warrant 
exploration. 

Tertiary ‘“Malpais’ dikes, as they are called, have been found in 
many of the mine workings of the Jerome district. These dikes are 
dark brown to black in color and are often porphyritic or amygdaloidal; 
while the small pre-Cambrian dikes are nearly all light gray to green 
in color. Crustified quartz veins and silicification of the wall rocks asso- 
ciated with the Tertiary dikes have sometimes been confused with the 
pre-Cambrian mineralization. 

The writer wishes to acknowledge indebtedness to H. V. Winchell 
for helpful suggestions and discussion, and to the officials of the United 
Verde Copper Co. for the liberal policy pursued in connection with the 
geologic work. 
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Geology of Pachuca and El Oro, Mexico 


By Horace V. Wincuett, Minneapouis, Minn. 


(New York Meeting, February, 4921)) 


AN EXAMINATION of the Pachuca! and El Oro districts in July, 1920, 
although cursory and incomplete, disclosed facts of more than passing 
interest to the student of ore deposits; and inasmuch as the literature 
on these districts is limited and some of their features are little under- 
stood, a brief account may prove valuable as reconnaissance observations 
to be amplified by more thorough and competent observers in the future. 
Where no complete monograph of important mining camps has been 
published a partial presentation of the data is often useful, as it some- 
times leads to fuller and more accurate descriptions, by stimulating 
discussion. 

The following notes are presented with the consent of A. F. Main, 
managing director of the El Oro Mining and Railway Co., whose 
fund of information and wide acquaintance with both districts alone 
made it possible to cover so much ground in a short time. I have also 
to acknowledge gratefully the aid of C. A. Lantz and D. 8. Calland of 
the Santa Gertrudis and Real del Monte companies, respectively, in 
connection with permission to inspect geological features of interest in 
their mines. 


Pacuuca, Hipaueo, Mex. 


This mining camp has been described by Ezequiel Ordofiez? and by 
A. F. J. Bordeaux.? Reported to have been discovered in 1522, it has 
produced silver valued at between $250,000,000 and $375,000,000. 
Subsequent to the discovery here, by B. de Medina, of the patio process, 
in 1557, its production was increased, and now, using cyanidation, the 
output of the camp is nearly one-sixth of the production of the world. 


Topography and Climate 


The Pachuca district consists of a series of mountains and valleys, 
the minor features of which extend in an easterly and westerly direction 
and reach elevations of 8000 to 10,000 ft. (2438 to 3048 m.) above the 


1A map of this district has been placed in the Engineering Societies Library. 
2 Mining District of Pachuca, Mexico. Trans. (1902) 32, 224. 
3 Silver Mines of Mexico. Trans. (1908) 39, 360. 
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sea. The range as a whole constitutes a continental divide; its axis runs 
northerly and southerly and separates the waters that flow westerly 
into the Pacifie Ocean from those flowing easterly into the Gulf of Mexico. 
On the north and east, the surface falls rapidly down to the tierra caliente 
and is cut by deep cafions. In this warm country, about 4000 ft. 
(1219.2 m.) below the summit is a cafion 2500 or 3000 ft. (762 or 914 m.) 
deeper that drains the region on the eastern slopes; here are raised coffee 
and such tropical fruits as bananas. Dense forests, heavy undergrowth, 
and much soil cover the land. Cloudy weather prevails over a large part 
of the year; the abundant rains do not run quickly off but are held in the 
soil and in the vegetation that conceal the underlying rocks. 

On the western slope we are almost immediately in different atmos- 
phere and country; the vegetation is relatively sparse and the conditions 
semi-arid. The rocks are either bare or covered with laterite; they are 
often weathered and rotted to a considerable depth and the eye has an 
unobstructed view over large areas. The sky is clear, the sun beats 
hotly down, and although there are frequent showers in the afternoon, 
sharply limited to portions of the area, the waters either run off quickly 
or are rapidly absorbed by the rotted rocks. 

According to the best weather data obtainable, there is a marked 
difference in the amount of rainfall on the two slopes, within the few 
miles occupied by the operating mines. At Pachuca, the average rainfall, 
for the years 1909 to 1912, inclusive, is given by Mr. Lantz as 11 in. 
per annum; according to Mr. Calland, the records of the Real del Monte 
Co. show at Loreto, where the Pachuca mill is situated, a precipitation 
of 21.22 in. (53.97 em.); at the village of Real del Monte, 32.76 in. 
(83.2 cm.); and at Velasco, about 3 mi. (4.8 km.) north of the Guerrero 
mill of the Real del Monte, 59.33 in. (150.7 cm.). These facts are 
mentioned because they suggest a difference in the chemical activity of 
surface waters, which as will be explained later seem to have played an 
important part in the genesis of these extensive ore concentrations. 


Geology 


We have to do here with Tertiary eruptives similar to those that 
contain so many of the mines of Mexico and the southwestern part of the 
United States. The underlying basement on which these volcanics 
were deposited is probably Cretaceous sediments, but none were ob- 
served in the area covered by these notes. 

The oldest rock seen is the older andesite. This is a thick flow of 
inconstant texture and varies from a massive rock with few phenocrysts 
to a highly porphyritic mass in which are many whitened feldspars and 
some altered pyroxenes with occasional biotites. Toward the north and 
west this typical andesite is succeeded by a quartz andesite, or dacite, 
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much more siliceous, lighter in color and with many quartz phenocrysts 
ranging in size from 2 to 1¢ in. (0.79 to 3.175 mm.) in diameter. 
Whether the dacite is a phase of the older andesite or a separate flow 
was not ascertained. No definite line of contact was seen. Both of 
these rocks contain fragments of darker fine-grained andesite and both 
at times exhibit marked flow structure. They can hardly have been 
intrusives, for there is no remnant of any covering rock. Moreover, 
at times the vesicular or amygdaloidal texttire characteristic of rocks 
cooled near the surface is found. 

The older andesite appears on the surface over the greater portion 
of the area thus far developed by mining operations. It can be traced 
continuously from a point more than 1 mi. (1.6 km.) east of the Guerrero 
mill of the Real del Monte Co. to a point west of the Bordo shaft, where it 
passes beneath later eruptives, about 12 mi. Its width on the surface 
is much less, since its northern margin is south of the northern limit of 
underground mining operations and may be seen just north of the valley 
in which are situated the Paraiso and Santo Tomas shafts. Its southern 
limit of exposure was not traced. 

Within this older andesite are east-west zones of extensive and 
profound thermal alteration in which the rocks have been altered over 
areas probably several miles long and often hundreds of feet wide. The 
altered rock is softer and lighter in color than the fresh andesite and 
carries occasional pyrite crystals, with calcite films and veinlets, and 
even quartz incrustations. It is in these altered zones in the older - 
andesite (and dacite) that the important ore deposits have been found 
and developed. 

The succeeding rock is later andesite. This consists of flows, breccias 
and tuffs, all highly porphyritic and generally less massive than the 
older andesite. It is, however, sometimes thick-bedded and dense and so 
similar in appearance as to be distinguished with difficulty except on 
weathered surfaces. It weathers in various colors from reddish brown to 
bluish or purplish gray and covers large areas north of the actively mined 
district. In places, only a thin shell of this rock is left; elsewhere shafts 
eo down through it into the lower andesite. In the Girault tunnel, the 
contact is well exposed; near the Trompillo shaft there is a steep fault con- 
tact between the two formations with the Vizcaina vein lying between. 
This later andesite has not been considered promising ground for explora- 
tion and has produced but little ore. Whether this prejudice is based 
on its actual poverty or not is a question that can be answered only by 
future and deeper development, where this later formation attains great 
thickness. So far as I could learn, the only workings in it are compara- 
tively shallow (at least in the central portion of the camp) and do not 
attain depths where, even in the older andesite, valuable orebodies are 


first encountered. 
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Still younger, and overlying the later andesite, is rhyolite. This 
rock is cream colored and occurs on the surface in thin flows and tuffs, 
often much weathered and cut by small arroyos. Rhyolite or quartz 
porphyry dikes of the same material are also seen on the surface and 
underground throughout the district from the Santa Gertrudis north to 
the Capula and from the crest of the main divide above Real del Monte 
west to and beyond the Bordo. These dikes have various strikes and 
dips but the larger and more continuous ones strike and dip parallel to 
the main productive vein systems. On the surface and underground 
these rhyolite flows and quartz porphyry dikes are cut by the vein fis- 
sures, which are sometimes particularly well mineralized and contain 
large stopes where they abut against or rest upon the dikes. At Capula 
the vein, carrying ore in two or more strands, is in a quartz porphyry 
dike of great longitudinal extent and from 50 to 100 ft. thick dipping 
southerly about 50°. 

Cutting later andesite, but of undetermined age relation to the 
rhyolite, is basalt. This rock is seen in east-west dikes from 5 to 40 ft. 
(1.5 to 12.2 m.) thick and a general northerly dip in the country west of 
the Pachuca mineralized area. It is not much weathered. It stands up 
in bold outcrops and is dense and tough and contains abundant olivine 
phenocrysts. The later andesite near these dikes has been weathered 
and oxidized, and the red belts have sometimes been mistaken for veins. 


Vein Systems 


So far as could be observed, all the veins of the Pachuca camp belong 
to the same general period of fracturing. Although some veins terminate 
against or are faulted by others, the evidence tends to show that all of the 
productive veins thus far developed were formed and primarily mineral- 
ized at one period, and from the same agencies and structural disturbances. 
Nevertheless there are two systems of veins; one striking east and west 
and one striking north and south. The east-west veins are said to have 
been first discovered and worked, although the north-south veins, which 
are rich and wonderfully productive, have also been worked for many 
years. The latter occur in the eastern part of the camp, largely in the 
property of the Real del Monte Co. Most of the east-west veins have 
numerous branches extending both northeasterly and northwesterly, 
forming what has been termed “‘linked vein” structure, quite typical of 
rock fracturing on a large scale. Some of the branches extend through- 
out the intervening space between the stronger east-west veins; others 
apparently die out before reaching any great distance. The full extent 
of the north-south vein system has not yet been disclosed, nor is it known 
how many such veins remain to be discovered. ‘They seem to terminate 
on the south against the great Vizcaina fissure, although the Dios te 
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Guie is said to be displaced by the Vizcaina and to extend a short dis- 
tance south of it, without however containing much ore. 

The principal veins of the east-west system are the Santa Gertrudis, 
Fresnillo, Analcos, Vizcaina, Maravillas, Santa Ana, and Polo Norte. 
La Corteza and El Lobo veins strike northwesterly, while the Veta del 
Tajo, Cristobal Colon and Florencia strike to the northeast. 

So far as developed, the north-south veins, in their order from west 
to east, are the Dios te Guie, San Sabas, Purisima, Santa Ines, Santa 
Brigida, and Veta de la Reina. The stoping width of these veins varies 
from 3 to 40 ft., and some of the oreshoots, such as that in the Purisima 
(N-S) vein are 400 m. long. The large east-west veins contain some of 
the longest oreshoots ever developed, reaching 1000 m. in the Santa 
Gertrudis vein and as much in the Vizcaina. The horizontal dimensions 
of the oreshoots generally exceed the dip length. The bearing of this 
fact on the question of ore genesis will be suggested later. The dip of the 
east-west veins is generally to the south, at angles of from 65° to 80°. 
Local north dips are not uncommon. The north-south veins dip both 
easterly and westerly; it is said that the former are the more productive. | 

The veins occupy planes of fracture and zones of shearing and are 
composed of crushed country rock more or less completely replaced 
by quartz and other vein minerals. The best veins, from the standpoint 
of productivity, are in and course through the zones of greatest rock 
alteration, and yet there was occasionally observed a belt or barrier of 
fresher looking rock just before coming to a vein. Such a belt lies just 
east of the east-dipping, north-south Purisima vein. 

There are evidences of two generations of quartz deposition. The 
first-period quartz, which replaced the broken andesite and often pre- 
sents a banded or curved structure suggestive of its deposition around 
rock fragments, is white and bony or ivory-like. Upon and around this 
white quartz and in its interstices is a darker, later quartz carrying silver 
minerals with pyrite and a little galena and, still rarer, crystals of blende 
and chalcopyrite. Where not replaced by quartz, the vein filling is 
sericitic or kaolinic. The quartz is usually broken into JS NG 
especially where the veins are wide, but is sometimes solid and frozen 
to the hard country rock. Some veins have good walls; some are in 
“bad ground;” some are accompanied by well defined planes of movement 
on one or both walls or in the veins themselves. The best and most 
abundant ore seems to be in those veins that are quite open to the passage 
of ground water. There is not a great flow of water, considering the 
length of underground development. As the rainfall at Pachuca is so 
much less than that at Real del Monte, it is probable the eastern mines 

r than those in the western camp. ra: 
Se oe aa and significant fact that on the western slope oxidation 
extends to the lowest productive levels, about 2000 ft. (610 m.) from 
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the surface. This is not intended to imply that no sulfide minerals 
remain. The sulfide of silver, argentite, is the principal ore mineral, 
and pyrite is quite abundant; but the quartz is honeycombed, rhodonite 
and rhodochrosite are more or less altered to psilomelane and pyrolusite, 
horn silver is apparent and calcite coatings are found on the joints and 
in cavities. The effect of weathering is naturally greater as one ap- 
proaches the surface, and indeed, not only the silver but the quartz 
itself seems to have been dissolved out of the upper portion of the veins 
and carried downwards. It is only occasionally that quartz and ore 
persist upwards to the grass roots. Few stopes extend high enough to 
make their presence known by surface settling, and the average pros- 
pector acquainted with the camp states without hesitation that good ore 
can hardly be expected short of 400 or 500 ft. (120 or 150 m.) in 
depth. This has a familiar sound, but seems to have more than an 
element of truth here. Long oreshoots, already fully explored and mined 
upwards to their terminations sometimes have tongues projecting to the 
daylight; but the average line of the upper margin of the long shoots 
is perhaps 150 m. from the surface. Indeed, there seems to be a general 
parallelism between the surface topography and the configuration of the 
oreshoots below. This rule may possibly not hold where there is a 
considerable thickness of recent volcanics, even though such rocks are 
cut by the vein fissures. It must be admitted that there is no rule with- 
out exceptions and that no general statement is applicable to every vein 
in the district. There are stopes that reach the surface; there are ore- 
shoots that do not persist downwards; there are veins whose production 
has come from within 500 ft. of the present surface and others that are 
chiefly barren to that depth and productive below it. Nevertheless 
there is a remarkably persistent general relation between the surface and 
the upper limit of the pay ore. 

This relation becomes still more striking when we consider also the 
termination of the ore downwards. There seems to be little doubt in the 
minds of those familiar with Pachuca that the mineralization has a rather 
abrupt and very definite termination in several fully explored mines, and 
that the productive area of the veins is confined within a vertical range of 
about 2000 ft. (610 m.).. Moreover, in no one oreshoot is the full 
extent of this zone mineralized. The average height of the pay-ore zone 
is perhaps 1500 ft. (457 m.), in many cases less and in a few cases more. 
My knowledge of the conditions that prevail at the bottom is largely 
gained from others. It is common knowledge, however, that the veins 
scatter, the quartz diminishes, the values fall off rapidly and only 
occasionally are found any sulfide or base minerals such as blende and 
galena. This general situation is not in any way exceptional for veins in 
Tertiary eruptives, but the explanation may not always be the same nor 
the geological record so easily read. 


my 
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Origin of Ore 

In considering the possibilities of a mining district an understanding 
of its geology and something as to the probable genesis of its ores is 
valuable as a guide in explorations and in appraising its future. The 
facts given may be summarized as follows: 

1. The country rock is a series of Tertiary volcanics. 

2. The vein fissures cut the entire series from the oldest to the 
youngest. 

3. Parallel to the veins are quartz porphyry dikes of considerable 
extent. These are not universally known, but are in sufficiently constant 
association with the veins to be taken into consideration as possible 
agents in ore genesis. 

4. The country rock is not only widely sheared and fissured but 
presents evidence of profound alteration by thermal waters over wide 
zones. 

5. The country rock is still further altered by weathering from the 
surface down to considerable depth. 

6. The veins are largely quartz, but this quartz seldom comes to 
the surface and never in such quantity as in the veins underground. 
This statement is true of veins and their outcrops whether found on the 
crests of mountains or in deep valleys. In other words, both quartz and 
ore lie for the most part some distance below the surface. 

7. Oxidation and leaching persist to the lowest levels of silver en- 
richment. Horn silver, native silver, and argentite (the latter greatly 
predominating) are the ore minerals. They occur in white quartz, which 
is itself secondary, or as incrustations or cavity fillings together with 
pyrite and an occasional speck of chalcopyrite and galena. For the 
most part, oxides of iron and manganese are present though in diminishing 
amount as depth is gained. 

8. There are seldom any massive sulfide orebodies in the veins be- 
neath the oxidized ore, nor are there in the upper levels the large masses 
of oxidized material that often indicate the former presence of heavy 
sulfide bodies. 

9. The major axes of the oreshoots are more nearly horizontal than 
vertical; so much so that the Pachuca camp is almost unique in this 
respect. 

10. The vein quartz dies out downwards, and even large veins dwindle 
into a series of scattered and unmineralized stringers. . 

11. All the mineralized veins belong to one general period and contain 
the same kind of ore. The products of the camp are silver and gold in 
the ratio of about 5 gm. of gold to 1 kg. of silver. 

With reference now to the richly productive portion of the Pachuca 
camp, the history of ore formation may well have been somewhat as 


follows: 
VOL, LXvi.—3. 
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Having accumulated in large mass, the andesites, both older and later, 
slowly cooled, and. zones of shearing were produced by shrinkage and 
subsidence. Through the multitude of cracks and fissures, vapors and 
hot waters penetrated the rock and effected widespread alteration, de- 
positing at the same time barren pyrite in disseminated crystals over 
zones of considerable width. When these fissures extended to sufficient 
depth there was another outburst of magma, this time quartz porphyry 
and rhyolite, followed by the usual period of hot-spring activity. At this 
time the first quartz was deposited in and along the fissure already formed 
and replacing and silicifying the broken andesite along the shear zones. 
The period of subsidence and fracturing was not yet at an end, for the 
quartz porphyry itself, after cooling sufficiently, was fractured and 
fissured and somewhat mineralized. 

Then, with the dying down of fumarolic and hot-spring activity, 
came the opportunity for surface waters, which up to this time had been 
operating solely on the exposed surfaces, to begin working their way 
downward along the fissures and shear zones, oxidizing and dissolving 
the scattered sulfides and carrying them to new resting places at lower 
levels. It is not known how much erosion has taken place since these 
Tertiary rocks were formed, but that it may well have been thousands 
of feet is shown by the depth of the valleys in the immediate vicinity. 

On the western slope of the mountains chemical changes are rapid 
and with an already altered rock on which to operate the upper parts of 
the veins were constantly and successively oxidized, leached of quartz, 
silver minerals, pyrite and gangue minerals while the surface was eroded 
and carried away. Always the values were held in the veins and carried 
downward in advance of the dissipating forces of erosion, and times 
without number the little films of argentite that had been deposited at a 
safe depth and were becoming endangered by the slow approach of the 
surface, were removed still deeper. In this way we have the cumulative 
result, first, of ages of primary deposition during which perhaps no 
commercial orebodies were formed, and, second, of a long period of 
weathering under a hot sun and climatic conditions distinctly favorable 
to secondary enrichment. 

The proof of the theory is in the character of the minerals, the leaching 
and other evidences of the work of descending waters, as well as the 
shape of the oreshoots, their correspondence-with the topography of the 
surface, the paucity of quartz at grass roots and its diminuendo habit 
beneath the ore accumulations. In short, all the broad phenomena of the 
district seem to be in accord with this theory and with no other. It is 
supported by both the positive proof and the negative facts, by the min- 
erals found as well as by those that are not present; it is a most excellent 
example of the formation of large and deep orebodies by secondary sulfide 
enrichment. But there are other features of interest. 
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Climatic Effects 


Like forces working on similar materials under similar conditions, 
for an equal length of time, may be expected to produce similar results. 
Thus, with equal precipitation and evaporation over the entire district, 
uniform surface gradients on both sides of the divide and similar rocks 
uniformly sheared and fissured so as to offer equal receptivity to drainage, 
there would probably result a similarity in topography and in the subterra- 
nean products of weathering agencies. Where the materials are similar 
but the conditions are known to vary, it is reasonable to attribute heter- 
ogeneity of products to such variance of.conditions ; and where the rocks 
are different, different products may be formed by the operation of 
similar forces under similar conditions. At Pachuca, the rocks are, in 
general, similar mineralogically and structurally; the operating forces are 
similar, although not of equal intensity nor volume; the time factor is 
practically constant; but the products have a wide variance in different 
portions of the district. 

Reference has been made to the marked difference in the annual 
precipitation on the western and eastern slopes of the continental divide, 
but its effect has not been fully described. The first result to be noticed 
is in the different sculpturing of the surface. On the eastern slope the 
topography is rougher, the slope gradients are steeper, the changes in 
elevation more frequent and abrupt. On the western slope there are 
many long, smooth, gently sloping hillsides and but comparatively few 
sharp and deep cafions. As a consequence, the rainfall, if equal over the 
two areas, would run off faster on the eastern than on the western slope, 
and 4 smaller amount would percolate downward into the rocks. But 
with the much greater rainfall on the eastern slope, it might be expected 
that the effect of surface waters would be at least as great, and oxidation 
as deep in Real del Monte asin Pachuca. In fact, considering alone the 
much greater precipitation, one would expect deeper and more intense 
oxidation. But the reverse is the case. Sulfide minerals are rarely 
found within 300 ft. (91 m.) of the surface in the western part of the 
camp, while they are abundant within 70 ft. of the surface about 1 mi. 
(1.6 km.) east of the Guerrero mill, on the eastern side of the range. It 
is probable, as already stated, that there is more water in the mines and 
in the ground generally, on the eastern than on the western slope. Why 
then is there such a marked difference in the depth to which oxidation 

nded? 
aaa many factors enter into the problem. It is evident at a 
glance that erosion is more rapid, and that it nearly keeps pace with 
_ oxidation, on the eastern slope. But there are other reasons why 
sulfides in that section are so much nearer the surface. It may be eX- 
plained in part by the fact that the rain waters are not soactive chemically 
after soaking through the soil. There is perhaps not enough difference 
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in temperature to make any material difference, although such difference 
probably exists. It is perhaps more largely due to the fact that the rank 
vegetation that covers the eastern foot hills deprives the rain of its 
oxygen and hence the underground waters in that section are compara- 
tively inert. In this respect the Pachuca camp offers a rare example of 
the effect of differing climatic conditions on the depth and character of 
mineralization in veins. 

In another respect, also, it is interesting. Many observers here and 
in other districts have noted the fact that there is oxidation below the 
present water table and have attributed the phenomenon to a change 
of water level in comparatively recent time. This does not appear to be 
the only, nor indeed always the more probable, explanation. Where, 
as is probably the case here, the entire volume of ground water is slowly 
moving downward, and yet is ever renewed by annual rainfall, there 
must be oxidizing action until all the oxygen is consumed, and thus, 
even below the surface of the subterranean water table, extending down- 
ward perhaps several hundred feet, the sulfide minerals will become 
oxidized. It is only stagnant water or water that has performed. its 
work and become exhausted, that is inert. Where there is an outlet 
at some greater depth and the waters are descending, the work of oxida- 
tion may and frequently does proceed far beneath its apparently 
stationary level. 


Ex Oro, State oF Mexico 


For his data on El Oro, the writer is indebted not alone to his personal 
examination but to a report on the camp by Waldemar Lindgren, written 
in 1913. From this report are taken the following more general state- 
ments, in order to lay the foundation for points that seem to be of special 
interest to the economic geologist: 

“The district of El Oro is situated on the high plateau of Mexico 
near its western edge, at an elevation of about 10,000 ft. (3048 a 
On this part of the plateau broad valleys are separated by irregular 
groups of mountains rising 2000 to 3000 ft. above the depressions. ‘The 
valleys are filled with volcanic tuff and detritus. The mountains are 
largely built up of volcanic flows, mainly andesite, but at many places 
the underlying older rocks are exposed. The latter consist of caleareous 
shales of Cretaceous or Jurassic age and in places contain an older series 
of igneous rocks intruded into the shales and exposed by erosion. 

“The geological sequence is then as follows: 

1. Calcareous shale with some sandstone and limestone. 

2. Older Tertiary igneous rocks intruded into or poured out on these 
sedimentary shales. 

3. Formation of fissure veins intersecting shales and older igneous 
rocks. 
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4. Epoch of erosion. 

5. Late Tertiary and recent igneous rocks, chiefly flows of lava and 
tuffs, resting on eroded shales, older igneous rocks and veins and showing 
no mineralization. 

6. Recent epoch of erosion. 


The Formations. 


“Later Andesite—The younger surface Reve are mostly massive, 
dark gray hornblende-andesites which are oxidized and disintegrated near 
the surface, but show no mineralization, nor do they contain pyrite. 
Toward the valley agglomerates and tuffs gradually take the place of the 
massive rocks. Where the contact with the shales is exposed by mining 
operations, a few feet of reddish stratified material of fragmental origin 
often rest directly on the shale. 

“The thickness of this lava is manifestly affected by the recent erosion. 
Along the San Rafael lode, south of North shaft, it is less than 200 ft. 
(60.9 m.), but north of this point it increases to 400 ft. (121.9 m.) and 
at Tiro Hondo and San Patricio shafts it is about 600 ft. Under the 
summit of the hill the thickness is 1000 ft. Dikes and intrusive necks of 
this lava are found in the adjoining Esperanza mine. 

“The Older Andesite—The older andesite is a greenish dense rock 
which has been greatly altered by the vein-forming agencies and now 
contains much pyrite, calcite and sericite. It occurs as thick intrusive 
sheets, or as irregular masses in the black shales, also as smaller dikes. 
On the property of the El Oro Co. none of this rock reaches the present 
surface or the old surface underneath the younger andesite, but it forms a 
thick flat body which is about 600 ft. thick; it was first encountered in 
the northern part-of the property along the San Rafael vein about 600 
ft. below the capping. Farther south it lies deeper, being near the 
Interior shaft at about 900 ft. below the capping; and in the Carmen mine 
its top lies again about 800 ft. below that surface. The lower contact 
with the shales has been found inthe northern part of the mine. Through- 
out, this andesite sheet, or sill, is faulted by the fissure of the San Rafael, 
the vertical throw being, in the vicinity of the Somera shaft, about 
670 feet. 

‘Down to about the 1300-ft. level, the andesite appears only in the 
foot wall. Below the 1300-ft. level, it begins to appear in the hanging 
wall, and continues to form that wall down to the 1600-ft. level, the 
lowest point reached.” (Since Doctor Lindgren’s examination the 
mine workings have developed ground far beneath the lower margin 


of this sill). 
“The older series of andesite is represented both by intrusive rocks 


and lava flows. gee: 
‘The Sedimentary Rocks——The predominating rock is a black, bitu- 
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minous shale, well stratified and often containing much calcite, in fact 
grading into a calcareous shale and occasionally into a black granular 
limestone. In places the shale contains embedded masses of a dark gray 
friable sandstone, This sandstone is more abundant in the deep levels, 
and is typically present at the station and crosscut of the Somera shaft 
on the 1300-ft. level. When examined in the field this rock was held to 
be of tuffaceous origin, but the microscope has shown it to be a pure 
quartzose sandstone. ; 

‘ The sedimentary rocks lie horizontal, or at slight dips that exhibit 
no marked irregularity. A total thickness of 1300 ft. of strata is exposed 
in the workings.” 


The Veins 


We have at El Oro a series of veins bearing gold and silver minerals 
in a quartz-calcite gangue. These veins are fissures that were filled by 
replacement and infiltration. Some of them are evidently fissures of 
considerable displacement. They cut through the black shales and 
through the sill of andesite that was intruded horizontally into these 
shales, and which, as a natural consequence, is both overlain and under- 
lain by the shale beds. After the veins were formed and mineralized, 
they were subjected to the action of surface waters for a considerable 
time, and an unknown extent of their upper portions was removed by 
erosion. They are oxidized to the depth of nearly 1000 ft., and their 
silver content at least was secondarily enriched by the action of descending 
waters. The general strike of the veins is about north 30° west, and 
their dip at varying angles to the west. They have branches in both 
foot and hanging walls, but more numerously in the latter. 

After a long period of weathering and erosion the country was covered 
by more recent lava flows, which were in turn weathered and eroded until 
in some localities the underlying shales and one vein, the first discovered 
Descubridora, are exposed on the surface. These lava flows and volcanic 
tuffs are not penetrated by the veins which cut the underlying rocks. 

The veins are, in turn, cut and displaced by north-dipping east-west 
faults. These faults are unmineralized, except by a little calcite, which 
may be of recent deposition. Their general effect has been to step the 
country down to the north. The direction of movement along several of 
these faults has been diagonally downwards to the east. 

The andesite sill varies in thickness from 400 to possibly more than 
700 ft.; it has been cut and displaced by the vein fissures with throws of 
several hundred feet. 

The most productive orebodies have been found in the veins where 
they lie within the shale overlying the andesite sill and adjacent to it 
where, by reason of faulting movement along the vein fissures, the shale 
is brought in opposition to the andesite. There is also some ore found 
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where the veins lie wholly in andesite, but not in large quantity anywhere 
above the lower margin of the lower faulted segment of the sill. Develop- 
ments indicate that the veins are not enriched for any distance below the 
andesite. Quartz indeed is found to persist for some distance beneath 
it, but with diminishing tendency downward, and with smaller oreshoots, 
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The quartz scatters in stringers of diminishing strength and dies out. 
The lower stretches of the veins contain some of the baser sulfides, such as 
blende and galena. | 
The commercial orebodies occur in long relatively horizontal ore- 
shoots better mineralized in the upper levels. Some of these shoots have 
been definitely bottomed while others are still being pursued through 


their downward reaching lobes and tails. 
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Origin of the Ore 


It is seldom that the facts observable suffice to point strongly to a 
particular mass of eruptive rock as the source of vein mineralization. 
In this respect El Oro is of particular interest. The position of the ore- 
bodies in the ground and their relation to the andesite sill, the dwindling 
of the quartz and mineralization downward suggest that this was the 
fountain head of ore deposition. There is nothing to suggest the presence 
of other sills or masses of intrusive rock and many facts that lead one to 
doubt their existence. This holds true of all the veins thus far developed. 
They are large and rich above the sill and poor and small or entirely 
pinched out beneath it. This could hardly be the case if they had been 
formed from solutions rising from greater depth. Further careful study 
should prove or disprove the integrity of this theory. It is at least 
useful as a working hypothesis for it not only suggests the futility of 
costly exploration beneath the sill but at once shows the attractiveness of 
territory overlying the sill still unexplored and now covered by later 
andesite, which caps the vein-carrying shale formation. 


Value of Geological Study 


In these two camps, we thus find geological data that encourage 
further exploration and indicate where it is most likely to be successful, 
while in many camps are found facts that, properly interpreted demon- 
strate the utter folly of large expenditures in the search for orebodies, 
the existence of which is extremely problematical. Such explorations 
are now in progress in some of the older western mining camps and 
hundreds of thousands of dollars are being expended in utter defiance of 
the easily read geological history of the districts wherein such work is 
being prosecuted. 


DISCUSSION 


Freperick MacCoy,* Mexico City, Mex. (written discussion).— 
There have been several instances in the history of the mines on the 
Vizcaina vein, when water was quite a problem. ‘To the north of this 
vein there are zones of andesitic breccia, which retained large quantities 
of water. One of these zones was cut, in December, 1895, by a crosscut 
in the Camelia mine, on the 290-meter level. The flow reached 3600 li. 
per min., making a total flow in the San Rafael, Camelia, and Sotol mines 
of 5000 li. permin. As the capacity of the pumping equipment was about 
3000 li. per min., the water rose rapidly until June, 1896, when the ad- 
ditional pumping equipment was able to control the flow. Constant 
pumping for three years was required, in the San Rafael, before the 


* Director General, Nevocineian Minera de San Rafael y Anexas, S. A. 
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bottom levels were reached; then it was found that these levels in greater 
part had to be re-opened, in many places counter driving at some distance 
from old workings. 

In 1906, another body of water was cut, but bulkheads had been con- 
structed in anticipation of such an occurrence. 

The San Rafael mine is driving exploration crosscuts to the north of 
the known district, and because of the possibility of encountering other 
reservoirs of water, maintains a pumping equipment sufficiently large to 
take care of 6800 li. per min. The present flow in San Rafael is 2000 li. 
per min., all coming from a drift 450 m. long. * 


Rosert Hawxuurst, JR., San Francisco, Cal. (written discussion).— 
The first part of the paper is a timely reminder that to secondary enrich- 
ment is due the economic value of orebodies in many gold- and silver- 
bearing veins that occur in Tertiary eruptives, and hence, when such 
conditions prevail, of the futility of searching for profitable ore below 
the zone of alteration. 

I cannot agree with Mr. Winchell that rain waters are rendered inert 
by contact with vegetation, howeverrank. On the contrary, the capacity 
of such waters for solvent action is thereby increased through the absorp- 
tion of additional carbonic acid, which is supplied by decaying vegetal 
matter. Evidence of this is found in the familiar “sour” soil, of newly 
cleared land in humid climates, which requires an alkali treatment to fit 
it for cultivation. The difference in depth of the oxidized zones, at Real 
del Monte and Pachuca, is fully explained by the higher water table and 
the increased rapidity of erosion, in the district of greater rainfall. 
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General Geology of Catorce Mining District 


By Cartes Laurence BAkeR, BERKELEY, CALIF. 


(Wilkes-Barre Meeting, September, 1921) 


Tur district of Catorce, San Luis Potosi, ranks among the first half- 
dozen silver-producing camps of Mexico. Mining has been more or less 
continuous there for 150 years. The large producing mines, Mapimi, 
Mazapil, Palomas, Musquiz, Minas Viejas, now for the most part idle 
or abandoned, are grouped around the head of two valleys: one, which 
drains to the west, falls 2000 ft. (610 m.) in 414 mi. (7.2 km.) between 
the main Catorce and the western foot of the range and is characterized 
by steep cafion walls; the other, east of the main town of Catorce from 
which it is separated by a high divide, heads in a number of steep tribu- 
taries above the basin in which lies the town of Potrero and flows nearly 
north for 10 mi. (16 km.) to the northern base of the range; below 
Potrero, it has for the most part gently sloping valley walls and a broad 
valley floor. 

The Sierra Catorce is the highest range of the region, the summits 
reaching altitudes of over 11,000 ft. With the exception of a few cliffs 
of the erosion escarpment of the lower limestone and the cafion walls 
below the main town of Catorce, which is the highest town in Mexico, 
the gently rounded slopes are characteristic of a maturely eroded moun- 
tain range composed of folded sedimentary rocks. As is usual in desert 
regions, the heavy-bedded limestones are the most resistant to erosive 
forces. Folded into anticlines, they form the mountain ranges; and the 
intermontane valleys and basins, originally carved out of less resistant 
shales, clays, marls and sandstones, are covered by debris forming a 
mantle with surface gradually rising upwards toward the hills. In 
time, the debris buries, in deposits formed from their own ruins, all but 
the highest summits of the original mountains; some of this region has 
already nearly reached this stage. Most of the debris is firmly cemented 
by calcium carbonate (caliche). Solution of the limestone by meteoric 
waters afforded the supply of lime carbonate, which has been redeposited 
upon evaporation of the waters as a cement binding the boulders, pebbles, 
and finer detritus. 

According to tradition, the higher portions of the Sierra Catorce 
were forested with pines and cedars but none remain within the mining 
district, although cedar is found farther south in the range. The vegeta- 
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; tion consists of grasses, in the higher and more humid places, and of. 

_ bush and scrub, in the lowlands and on the steeper slopes. The char- 
acteristic plants are yuccas and other agaves, cacti, acacias, and creosote 
bushes (gobernadora). In vegetation, topography, prevailing hues of the 
desert landscape, the Catorce region greatly resembles parts of Nevada 
and the Mohave Desert. 


Previous INVESTIGATIONS 


The earliest geologic study of Catorce appears to have been made 
by Joseph Burkart, who visited the camp about 1830. In his book} 
he gives a cross-section that is surprisingly accurate in its lithologic 
observations. Humboldt mentions Catorce but never saw it. The 
first discovery of Jurassic strata at Catorce was made by the Russian 
paleontologist, Nikitin. Castillo and Aguilera? described some fossils 
and give some notes on the sedimentary rocks. S.J. Lewis’ has recently 
published some notes on the ore deposits of Catorce. 


Metamorpuic Rocks 


Metamorphic rocks are exposed in the cafion from the main town 
of Catorce westward to near the cafion’s mouth. They may also be 
exposed in the cafion farther south, which extends southwest from Alami- 
tos Diaz and Mantanzas. The metamorphics are divided into two series; 
the relationships between the two are unknown. The probably older 
series outcrops between the Purisima tunnel and the main town of 
Catorce. It consists mainly of sericitic and talcose schists (green in 
color with fairly well defined schistosity), greenish rocks (probably 
originally porphyries), and some thin layers with the appearance of 
andesitice tuff breccias. A less metamorphosed series probably forms a 
steeply dipping anticline with axis in the vicinity of the lower town of 
Catorce and outcrops between the Purisima tunnel and the exposure of 
the unmetamorphosed sedimentaries near the mouth of the cafion. 
These rocks are mainly green or purple arenaceous or shaly rocks (possi- 
bly tuffaceous at least in part), weathering in splinter-like forms, and 
interbedded with rusty-brown conglomeratic quartzites having rounded 
quartz pebbles and a matrix of clear quartz. ‘This series was originally 
partly or entirely sedimentary. Metamorphism of this series is by no 
means extreme, although incipient slaty cleavage or schistosity is devel- 


1“ Ayfenthalt und Reisen in Mexico in den Jahren 1825 bis 1834.” Stuttgart, 


1836. | 
2 Fauna Fosil de la Sierra de Catorce. Boletin 1, Instituto Geologico de Mexico, 


~ (1895). 
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oped in the less compact rocks. Both these series are injected with 
veins, stringers, and lenses of quartz. 

The age of the metamorphics is not known; they might in part be as 
old as pre-Cambrian or as young as Jurassic. Rocks very similar to 
both series have been described by Dr. Carl Burckhardt, as the lowest 
exposed at Zacatecas, another famous Mexican silver camp. The 
younger of the two metamorphic series at Zacatecas has been shown by 
Burckhardt to be marine Upper Triassic, but the age of the older series, 
or the sericitic schists, at Zacatecas is unknown. The oldest rocks 
exposed in the silver camp of Guanajuato bear some resemblance to the 
younger metamorphic series of Catorce. 


UNMETAMORPHOSED SEDIMENTARY Rocks 


The sedimentary rocks overlie the metamorphic rocks with strong 
angular unconformity. From base upwards a generalized section of 
the sedimentary rocks follows: 

1. Conglomerate, purple, green or brown, coarser below and finer 
above; the water-worn pebbles are chiefly quartz, of the underlying 
metamorphic series, and crystallines. The matrix is mostly quartz 
sand, firmly cemented. The conglomerate forms a prominent bench in 
the cafion walls. Its thickness is at least 100 ft. (80.5 m.). 

2. Sandstone, argillaceous, below and shales, arenaceous, above; 
irregularly colored green, purple, brown or yellow. Strata exhibit a 
tendency to finely spaced jointing, which might lead to false supposition 
of true bedding-planes. Its thickness is about 400 ft. (122 m.). 

3. Shales, marly, below and caleareous marls with thin interbeds of 
limestone above; grades upward into limestone; color gray, weathering 
pinkish or yellowish. Its thickness is perhaps 100 ft. (30.5 m.). 

4, Limestone, heavy bedded, dark gray or dove-colored, fine-grained 
(as are all the limestones) ; has nodules and lenses of dark chert. Fossils 
are probably of lower Upper Jurassic (Oxford).4 All the more produc- 
tive ore deposits appear to be in this limestone. The limestone forms a 
prominent cliff in the north wall of the cafion near its mouth, crosses the 
cafion at its mouth, forms the summits rimming in the basin of the 
main town of Catorce, forms the top of the cafion walls below Catorce 
and is the lowermost limestone exposed in the cirque-like valley head 
above Potrero. Its thickness is at least 900 to 1000 ft. (274 to 
305 m.). 

5. Marls and thin limestones interbedded, with nodules of phos- 
phatic(?) limestone; some of the limestone is rather coarse-grained; dark 


‘Preliminary studies of the fossils have been made by Dr. Carl Burckhardt and 


Dr. Emil Boese; the latter accompanied the writer during the four days spent in 
the field. 
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blue-gray, weathering to pinkish or ashy. Fossils of brachiopods 
(rhynchonelloids), pelecypods, and ammonites. Its thickness is about 
100 ft. (30.5 m.). 

6. Limestones, dark gray, medium- to thick-bedded, with nodules and 
lenses of black chert; ammonite fossils. Its thickness is at least 600 ft. 
(183 m). 

7. Limestone, thin-bedded, with layers of marl, blue-gray, and nodular 
chert; the upper beds are limestone with thin layers of black chert and a 
relatively larger proportion of whitish marls; ammonites of upper Lower 
Jurassic (Portland). Its thickness is about 700 ft. (213.4 m.). 

Members 4 to 7, inclusive, apparently give a complete section of all 
the Upper Jurassic. Middle Upper Jurassic (Kimmeridge) ammonites 
are found in the collections made. These members mainly outcrop in the 
drainage basin of the arroyo that runs north from Potrero. 

8. Limestone, medium- to heavy-bedded, dark blue-gray, with chert 
nodules; ammonites of the Valangian division of the Neocomian (Lower 
Cretaceous). The upper limestones are thinner bedded, with thin 
layers of marls and fine sands, weathering pinkish, and containing 
Hauterevian (Lower Cretaceous) ammonites. It outcrops on east side 
of valley of Potrero where strata are sharply upturned and shattered, 
in lower walls, near mouth, of tributary gorge at least 1 mi. below the 
Refugio mine. Basal beds of this member may yield lowermost Creta- 
ceous fossils. There may be higher Cretaceous strata to the east, but 
they do not appear to outcrop within the area of the mining district. 


STRUCTURE 


In general, the upper sedimentary series is folded into a rather broad 
dome. The strata dip westwardly from the upper town of, Catorce 
and disappear under alluvium at the western foot of the range. The 
dip generally is eastward from the divide between upper Catorce and 
Potrero as far as the eastern divide of the valley running north from 
Potrero. There are a number of minor flexures in the broad domical 
structure and also quite a number of faults of only medium amounts of 
displacement. A number of these faults are easily seen in the bluffs 
around the upper town of Catorce, where the highly colored members of 
the sedimentary series are faulted against the limestone. All faults 
noted are of the gravity (normal) type. Most of the upper town of 
Catorce lies on a sunken block at or near the summit of the dome, the 
sides of the sunken block being formed by faults. 


Iannous Rocks 


1. Basalt or basic andesite forms a plug about 1 mi. northeast of 
the upper town of Catorce; it is found on the top of the ridge. The 
intrusive cuts the highly colored shales and sandstone member on the 
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southwest and the limestone on its other sides. The limestone strata 
are locally turned up at the contact and the color of the limestone has 
been changed to pink. One specimen of the igneous rock contained 
fragments of the arenaceous shale. The intrusive is very dark gray, 
almost black, and varies in texture from dense, aphanitic, and compact to 
amygdaloidal and agglomeratic. A smaller mass of what appears to be 
a similar rock was noted just west of the Potrero-Cedral road at the 
lowest crossing of the arroyo running north from Potrero. 

2. Porphyry dikes, probably of quartz-monzonite or a related rock, 
cut the sedimentary series in a general north-south direction. The 
dikes vary in width from at least 1000 ft. (304.8 m.) almost to the size 
of stringers. ‘They may possibly be offshoots of one main dike, toward 
which they are said to dip from both sides. They have phenocrysts of 
feldspar, often twinned, of varying sizes up to 2 in. (5 cm.) across. 
There are smaller phenocrysts of quartz up to 14 in. (1.27 cm.) across. 
The feldspar phenocrysts have sharp crystal faces and outlines; the quartz 
ones do not. The ground mass is finely crystalline. The dike rock is 
always altered to a greenish, yellowish-green or brownish-green, and the 
feldspar is extensively kaolinized. The porphyry is less resistant to 
erosion than the sedimentary limestones; hence the outcrop of a dike 
can be traced by a depression of the surface, generally either an arroyo 
or a shallow trench. ‘There was not the slightest trace of contact meta- 
morphism visible to the unaided eye at contacts of the dike rock with 
any of the sedimentaries. 

Spurr and Garrey have described two bodies of quartz-monzonite- 
porphyry near.a large fault with at least 1500 ft. (457 m.) displacement 
at the eastern base of the Cerro del Fraile, about 9 mi. (14.5 km.) east 
of Potrero. At this place is situated the Dolores mine, a contact-meta- 
morphic deposit of copper minerals. There is a possibility that a deep- 
seated intrusive igneous mass underlies the Catorce district and that the 
dikes may be apophyses of this mass. 


MINERAL DEposits 


The primary gangue minerals are calcite, quartz, rhodochrosite, and 
possibly some others, including anhydrite. The primary ore minerals 
are mainly sulfides of iron, iron and copper, lead, zinc, arsenic, antimony 
and bismuth. Mercury suleden are found south of the main district. 
Subsequent alteration of the sulfides formed, principally in the oxidized 
and leached zones, the haloid silver minerals, the double salts of silver, 
and possibly even more complex silver minerals. 

The main deposits are fissure veins in limestone No. 4 of section; the 
intersection of veins were the sites of rich bonanza oreshoots. The 
fissure veins are probably not all along fault lines. Some of them may 
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follow joint planes. There are also quite a number of pocket deposits, 
as in the other regions of limestones in northeastern Mexico. Most of 
these pockets occupy the sites of former solution channels and cavities. 
No deposits appear to have been found in the shale in which, from the 
incompetent nature of the rock, there probably could not have existed 
open fissures or channels. However, mineralizing gases may have pene- 
trated these arenaceous shales and encountered more favorable conditions 
(physical, chemical, or both) in the overlying limestones. According to 
R. deW. Armit, general manager of the Dolores and Refugio mines, 
the dikes are later than the veins, the latter being cut by the former. 
Judging from the physiographic history of the region, the primary ores 
were originally deposited probably about 10,000 ft. (3048 m.) beneath 
the surface. 


DatTE OF MINERALIZATION 


No data bearing directly on this problem can be procured within the 
limits of the Catorce district. There appear to be two probable epochs 
of mountain-building in this part of Mexico, the one at approximately 
the end of the Cretaceous (Laramide) period and the other about the 
middle of the Tertiary. The evidence for the first epoch is a reported 
folding and subsequent erosion of the Cretaceous before the deposition 
of the Eocene along the foot of the eastern flanks of the Mexican Cor- 
dillera, not more than 100 mi. (160.9 km.) east of Catorce. The evidence 
for the mid-Tertiary mountain folding is based on three things: (1) 
mountain folding of known mid-Tertiary date in New Mexico; (2) 
a similar state of physiographic development in the same kinds of rocks 
and in substantially the same climate in both northeastern Mexico and 
in New Mexico; (3) the occurrence of pebbles of rhyolite in probable 
later Miocene marine strata of the Gulf coastal plain of the State of 
Vera Cruz, the eruption of the rhyolite being assumed to have been 
contemporaneous with or only slightly later than the mountain folding. 
The physiographic evidence is perhaps the best, for the present mountain 
ranges of sedimentary rocks in northeastern Mexico are anticlines. To 
be sure, the rocks of the mountains are limestones, most resistant in the 
arid climate, but the fact that the mountains are still the anticlines and 
the intermontane depressions the synclines call for a stage of topographic 
development that it hardly seems possible could have taken more than 
half the entire Cenozoic time to bring about. 

The basalt or basic andesite may conceivably have been intruded at 
any one of several times between the Cretaceous and the present, for 
those rocks were erupted in the Mexican region at different dates during 
the Cenozoic era. But the dike rocks belong to a petrographic province 
of rocks of like composition that are found all the way from the San J van 
Mountains of southwestern Colorado to central Mexico, the intrusion 
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of which appears to have been substantially contemporaneous with 
mid-Tertiary deformation, and which are viewed by practically all their 
students, although not on absolutely conclusive evidence, to be about 
middle Tertiary in age. However, we do not know that the Catorce ore 
deposits are genetically related with either of the visible intrusive rocks. 


PosstpLE LOCALIZATION OF LIMESTONE ORE Deposits oF NoRTH- 
EASTERN Mexico IN ANTICLINAL STRUCTURES 


All the workable ore deposits noted by the writer in the limestone 
rocks of northeastern Mexico (in the region east of the great territory 
of extrusive and intrusive rocks of the misnamed Mesa Central) are in 
anticlinal structures. However, it must be said that ore deposits may 
occur in the synclines where there is little hope of discovering them; for 
the synclines occupy the low lying areas where the bed-rocks are covered 
with alluvial debris. The ore deposits noted are generally along the 
axes of the major anticlinal structures and subordinately in zones of 
minor crumplings within larger anticlinal structures. These are, first 
of all, places where there are open spaces in the rocks. In this respect 
they are possibly somewhat analogous to the saddle reefs of Bendigo. 
Second, the limestones were formerly overlain by several thousands of 
feet of upper Cretaceous rocks, which were largely shales. It is possible 
that ascending mineralizing solutions of gases may have penetrated 
the pervious limestones, reached the highest places in the structures, 
and there deposited the minerals under the overlying impervious shales. 
It is likely that there were more open spaces in the anticlines than in the 
synclines. Third, the chemical composition of the limestones may have 
been more suitable for deposition of minerals than sedimentary rocks of 
different composition. Fourth, the anticlinal axes were places of least 
resistance, along which the passage of igneous intrusions was facilitated. 
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The Dip Needle in Stratigraphy * 


By H. R. Avpricu,+ Mapigpn, Wis. 


(Lake Superior Meeting, August, 1920) 


THIS paper presents some of the results obtained during the field 
season of 1919 while mapping, in detail, the stratigraphy of the Gogebic 
Range in Wisconsin. The detailed stratigraphic section for the range 
was first published, in 1919, by W. O. Hotchkiss,! State Geologist. of 
Wisconsin. The idea of the continuity of the definite succession thus 
established was the result of underground work in the productive part of 
the range in Michigan and Wisconsin, where most of the required data 
also were obtained. The bulk of the range in Wisconsin is heavily 
covered by drift; in fact, there is but one satisfactorily exposed section 
across the entire formation, few partial sections, and only scanty out- 
crops of any size. Evidently mapping of the detailed members of the 
formation could only be established at a few points; andif from these small 
areas the unexposed portions were to be mapped by projection, the only 
apparent method for projection was straight-line interpolation modified 
or supported by data from the scanty outcrops and from test workings. 

It was found that by tracing a magnetic line, the position of which in 
the formation may be determined from test pits and outcrops, the projec- 
tion of that member through the drift-covered areas can be accomplished. 
The magnetic line serves as a datum horizon within the formation to 
which reference may be made in correlating outcrops and ledge matter 
thrown from test workings. The foot wall is easily located also, and 
from the two datum horizons thus available and the known proportional 
thickness of the several members in the type sections, outcrops and arti- 
ficially exposed ledges can be correlated by lithological characteristics. 
As a result, the tracing of magnetic lines became the basis of our work on 
the stratigraphy and we were able to carry the mapping of detailed 
members throughout the length of the range. It was found that the 
magnetic horizon at the base of the Tyler slate was most easily followed 
by the dip needle; that discontinuity caused by cross-faulting could be 
established; that folding along the strike could be detected in a repetition 
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of this horizon; that cross-folding could be traced; and that zones of oxi- 
dation in connection with faults, a very important condition in relation to 
ore formation, could be detected. It was also clearly evident that there 
were limitations to the use of the dip needle. 


Tue Macnetic Datum Horizon 


The magnetic datum horizon established for control in mapping lies 
in the Pabst member at the base of the Tyler slate. To illustrate the 
magnetic relief of this horizon, a page from a field notebook has been 
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Pia. 1.—PaGcns OF FIELD NOTEBOOK, SHOWING DIP-NEEDLE READINGS AND CURVES. 


reproduced in Fig. la. The figures along the north-south line are read- 
ings on the dip needle taken upon a north-south traverse from a point 
in the Tyler to the foot wall. The Pabst beds were identified in an ex- 
ploration trench. In Fig. 1b, a curve of the dip-needle readings has been 
drawn to emphasize the sharp contrast between the attraction over the 
Pabst member, and that over the rest of the formation. The needle 
used normally reads 12° in areas of no attraction and on the curve the 
vertical ordinates give the variation from the normal reading. The ease 
with which a member giving rise to attraction of this type may be followed 
is evident. In the westward extension of the range, conditions affecting 
the contrast in attraction between that in the Pabst and the rest of the 
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formation are somewhat different and difficulties were encountered; 
weakening of the attraction at the location of cross faults increased the 
difficulties. However, for most of the distance from east to west the 
horizon was readily traceable. 


Cross Fauuts 


The existence of cross faults on the Gogebic Range is well known and 
their influence on the concentration of ores has been recognized. The 
detection of the faults when drift precludes their determination by other 
methods rests on the employment of magnetic instruments. That 
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this can be done is shown in Figs. 2, 3, and 4. To test the practicability 
of the method, work was done on an area where faulting was proved by 
mine workings and where test pits were sufficiently numerous and 
conveniently located to aid in interpretation. 
Fig. 2 shows the solution of the faulting at Penokee Gap by magnetic 
methods. Two and probably three blocks are present. Between the 
outer two, the area is in the valley of the Bad River where outcrops are 
iSsi mantle is heavy. 
a S sseocttis the determination of three faults by means of oe 
netic attraction, is explained fully to show the methods of arriving at the 
conclusions. The structure of this part of the Gogebic Range is simple. 
The dip is about 60° to the north, there is no folding whatever, oe a 
strike of any one member is so regular that, on the scale to ee this 
figure is drawn, its trace in the rock surface beneath the drift ah : gest 
jected with a straight-edge. The surface trace and the magnetic line 
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of the member followed by means of its magnetic attraction should be 
identical. If the formation is dislocated by a cross fault—and cross faults 
are known to be frequent on the range wherever mine workings make their 
direct observation possible—the line of magnetic attraction, which is the 
surface trace of the given member, will show this offset. 

In Fig. 3, the outer line marking the division between the Tyler and 
the Anvil is the line of magnetic attraction followed. Its regularity of 
strike and the ease with which it was traced by means of the dip needle 
require no comment. At three points within the limits of this area 
there was a repeated offset to the north, indicating as many cross faults. 
There was no departure from this method whether the magnetic horizon 
followed lay in the hanging wall or along the foot wall, as in Figs. 2 and 4. 
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Fia. 3.—D2rTERMINATION OF CROSS FAULTS BY MAGNETIC ATTRACTION. 


To determine the strike of the fault plane, additional data were re- 
quired which, in the case of the area of Fig. 3, consisted of test-pit data 
as shown, a knowledge of the strike of faults in properties not far removed 
and indications of such faulting contained in the level maps of the nite 
formerly worked on this property. 

In the case of the middle fault, the dislocation of the line of magnetic 
attraction indicated a fault. Faults in properties not far removed strike 
roughly parallel to the eastward pitching dikes, that is northeastward. 
The fault plane does not cut through the line of test pits on the conglom- 
crate and passes between the two north-south magnetic traverse just 
above the line of test pits. Therefore its location is established between 
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limits and is given the northeast strike as suggested by the strike of 
faults in nearby properties. One additional indication of this location is 
the weakening of the magnetic attraction along the east-west traverse 
through which the fault is drawn. This weakening is possibly due to 
oxidation of the magnetic components of this horizon by waters working 
along the fault. 

The fault on the west side of the figure was detected in the dislocation 
of the magnetic line. From examination of material thrown from the test 
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Fie. 4.—DrTeRMINATION OF CROSS FAULT, REPETITION OF MAGNETIC HORIZON B 
FOLDING. 


pits in the foot-wall area, the probable strike of the fault was established 
and found to agree with that of the middle fault. . 

The third fault was detected in the dislocation of the line of Mee 
tion, and since there were no further data in support, its strike was as- 

1] to the others. 

a eke foot wall in Fig. 3 is established by test-pit data es 
connection with the fault on the west side. In view of the regularity 0 
the formation here, we were justified in measuring the width of the forma- 
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tion between the magnetic horizon and the foot wall and projecting this 
across the faulted area. The objection to this arises from the observa- 
tion that a fault in the hanging wall is many times represented by a mere 
roll in the foot wall. The displacement of the foot wall in Fig. 4 was 
established by following this horizon by means of the magnetic attrac- 
tion, and this determination was supported by outcrops. 

Fig. 4 is a magnetic map of a portion of the range several miles west 
of that shown in Fig. 3. Mines are absent here, and there are no means 
for checking the determination from mine drawings. At this point it 
was far more convenient to follow the foot wall magnetically than the 
original horizon in the hanging. The fault is well shown by the magnetic 
attraction. The foot wall is projected westward to the fault by magnetic 
attraction supported by outcrop data east of the area presented and is 
picked up west by magnetic attraction supported by outcrops. 


LONGITUDINAL FOLDING IN THE HANGING WALL 


It has been stated that toward the west difficulties were encountered 
in following the Pabst horizon because of a lack of magnetic relief arising 
from more uniform distribution of magnetite throughout the Ironwood. 
Also, in the description of Fig. 4, it was stated that the foot wall was more 
readily followed for purposes of detecting faults than was the Pabst line. 
The magnetic conditions found in the hanging wall in the area of Fig. 4 
illustrate the present contention that repetition of the Pabst by longitu- 
dinal folding can be detected by the dip needle. Conversely, the repeti- 
tion of the horizon, as shown by magnetic attraction, can be explained 
as due to folding down the dip. This difficulty in interpretation of 
magnetic attraction was not explained definitely until actual exposures 
were found which showed the folds. 


Cross FoLpIneG 


In the west end of the range, deformation is greater than in the east. 
The turning of the magnetic line confirmed by topographic data and 
assisted by information from test pits permitted the mapping of cross 
folds west of Tyler’s Fork. 


ZONES OF OxipaTIOon ALona Fauit Zones 


The value of information concerning the oxidation of the formation 
along cross faults cannot be denied in the light of the influence faults 
have in concentrating the iron ores. In the following of the magnetic 
line, it was disclosed that when the attraction showed signs of considerable 
weakening a cross fault might soon be expected. In fact, many of the 
more certain faults show pronounced weakening of the attraction especi- 
ally on the east side. Fig. 2 illustrates this fact to a certain extent. 
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LIMITATIONS 


The writer makes no claim for the dip needle as an instrument for 
final solution of all problems. As an instrument auxiliary to the methods 
commonly in use for mapping and determining structures in a drift 
country, its possible utility is far greater than has been commonly con- 
sidered even in the iron-ore districts. A few of the more outstanding 
limitations may be cited. Attention has been called to the difficulties 
arising when the magnetic horizon has little or no magnetic relief. The 
difficulty here lies in the fact that several magnetic crests may occur at 
close intervals and the identity of any one can be established with 
certainty only when outcrops are found. This offers great difficulty, 
especially when cross faults are indicated because, due to oxidation or 
brecciation or other differential effects incidental to faulting, the identity 
of the magnetic datum may be lost in the local exchange of magnetic 
dominance among the several lines. In crossing the fault, it is difficult 
to make certain of picking up the proper line from the several that occur. 

In a formation having a gentle dip, the following of a sharp line is 
practically impossible since the trace of the bed in the surface, even 
though it enjoys excellent magnetic relief, is not a sharp line but a belt 
sometimes of considerable width. 

Extreme deformation by faulting and folding offers a handicap almost 
insuperable unless unlimited time can be spent and outcrops are available. 
This is especially true when the formation as a whole is uniformly 
magnetic. 


CONCLUSION 


The dip needle and its complementary instrument, the dial compass, 
offer a service to the geologist that has not yet been fully appreciated. 
This is due to two things. In the first place, some geologists have 
demanded that the magnetic instruments solve geological problems fully 
or not at all. In the second place, the fundamentals of the instruments 
and their use have not been understood. It is firmly believed that the 
use of the needle demonstrated here can be employed more widely and 
to good advantage by mining companies in the Lake Superior district, 
and that similar service can be rendered in other districts where the rocks 


are of different character. 
DISCUSSION 


H. R. Atpricu.—While magnetic instruments are not instruments of 
precision, by standardizing them frequently, with well known. bases 
and checking by other means, the dip needle and dial compass are 
capable of far greater use than they have at present. 
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W. O. Horcukiss,* Madison, Wis.—Mining engineers and geolo- 
gists are neglecting a most valuable means of following up details of 
geology of economic significance in the various mining districts. No two 
rocks are physically exactly the same in magnetite content and if we 
have instruments that will detect that difference, we can follow the 
contact between even such weakly magnetic rocks as shale and limestone 
by that magnetic difference. 

The difference in the magnetite content of rocks in many cases is 
sufficient for the rocks to be followed with a great degree of definiteness 
with the ordinary dip needle or dial compass. That particular property 
of rocks is the only one that at present can be detected through cover. 
Mr. Aldrich has done a fine piece of work in following, in considerable 
detail, in a covered area, the geology of the Gogebic Range in Wisconsin. 
This will save thousands of feet of drilling. But the method is applicable 
in other parts of the country as well. It is possible to trace almost any 
contact between an igneous rock and any other rock, as the difference in 
magnetite content is usually well marked in such cases. 


Cart Zaprre,{ Brainerd, Minn. (written discussion).—Any one 
contemplating a magnetic survey with a dip needle should study well 
the remarks under the heading ‘‘Limitations.””’ The dip needle is most 
helpful, but if its limitations are not fully understood it should be laid 
aside or left for the more studious to use. In the long run magnetic 
readings are, at best, only a guide. In some fields, they indicate what to 
leave alone; in others, they point to the place suitable to make a beginning 
for other work. Complete results are impossible unless other positive 
data are available, such as are obtained from outcrops, test pits, or mine 
workings. Conditions influencing variations on dip needles are so 
numerous that it is quite necessary to have outcrops, test pits, or mine 
workings to tell what the many possible and peculiar combinations in the 
readings may indicate, much less mean, and enable predicting the details 
of concealed structures with some degree of reliability. 

One has but to read carefully Mr. Aldrich’s presentation to note 
how regularly his interpretation of magnetic readings is really the inter- 
pretation of observations made on nearby outcrops or in the mine workings ; 
where the latter are lacking, his deductions lose rapidly in value because 
they lose in definiteness, regardless of the fact that the general structure 
in the Gogebic district is known to be far from complicated. 


Emit A. Kronquist,{ Duluth, Minn. (written discussion).—In his 
summary, Mr. Aldrich draws the following conclusions: (a) That dis- 
continuity of magnetic lines caused by cross faulting can be established ; 


*State Geologist of Wisconsin. 
| Geologist, Northern Pacific Ry. Co. 
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(b) that folding along the strike can be detected in a repetition of this 
horizon; (c) that cross folding can be detected; (d) that zones of oxida- 
tion in connection with faults can be detected. The writer agrees with 
these conclusions, but believes that interpretations based on magnetic 
work must be controlled by the limitations of such work. 

In the article referred to by Mr. Aldrich,? Mr. Hotchkiss proposed 
that the various horizons were rather constant and definite beds that 
could be traced for great distances from one erid of the range to the other. 
Various geologists and engineers doubt whether the stratigraphy, as 
suggested by Mr. Hotchkiss, can be projected forany appreciable distance. 
Many have found it difficult to trace these horizons from point to point, 
even in the best known parts of the district. The writer believes that 
the horizons of iron formation are lens-like in character, as are all known 
sediments, and vary rapidly in thickness from point to point, and that 


Fig. 5— ARRANGEMENT OF LENSES AND THEIR CORRESPONDING MAGNETIC LINES. 


definite beds do not maintain uniform characteristics except for relatively 
short distances. Fig. 5 shows the relation of magnetic lines to the 
boundaries of any given horizon under this condition of sedimentation. 
This consideration must be taken into account before assuming that 
Mr. Aldrich has been able to extend stratigraphic horizons from one end 
of the range to the other. 

To draw conclusions with the degree of certainty developed in the 
paper, it is necessary to take into account certain assumptions and 
certain limitations. In order to tie the crests of magnetic maxima into 
structural units one must assume that a given horizon is uniformly 
magnetic throughout, and that it is the same horizon and not one 10, 50, 
or 100 ft. stratigraphically above or below, which may locally be strongly 
magnetic. As a matter of fact, a given horizon usually proves magnetic 
for relatively short distances for any of the following reasons: 

1. A given horizon does not continue indefinitely because its original 
deposition was controlled by the prevailing conditions of sedimentation 
of that particular area. Its persistence is controlled by changes in the 


2Eng. & Min. Jnl. (1919) 108, 443. 
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shore line and the supply of sedimentary materials, and the shifting of 
lagoons, channels, etc. in shallow waters. 

2. The erratic distribution of the iron content and the carbonaceous 
material or other reducing agents in the original deposition of the iron 
formation would affect the subsequent nature of the formation. If it is 
assumed that metamorphism was equally effective throughout the horizon 
(which is never the case), portions of it would be more highly magnetic 
locally than others, depending on the original content and distribution 
of the magnetite-forming constituents. 
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3. Any horizons subjected to intense folding or intrusion are locally 
more highly metamorphosed than others. If it is granted that the 
magnetite-forming elements were originally equally distributed throughout 
a given horizon, given localities are bound to be more highly metamor- 
phosed than others, according to their position on the structural units. 

4, Although originally given horizons may have been uniformly 
magnetic for considerable distances along the strike, subsequent erosion 
and oxidation along fracture and fault planes may have rendered portions 
of the horizon relatively non-magnetic in contrast with other portions 
of the same horizon. Deep pre-glacial erosional valleys now filled with 
glacial drift would cause variations in the dip needle adreings, and if not 
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properly taken into account, would cause complication in connecting 
the various magnetic maxima. 

These limitations are generally recognized and have been encountered 
while doing magnetic work in all the Lake Superior iron districts, includ- 
ing the Wisconsin district under discussion. They must be taken into 
account before conclusions as to the geologic structure of any given 
area can be properly interpreted. 
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A careful study of Figs. 3 and 4 of Mr. Aldrich’s paper leads to the 
belief that these maps are either incomplete or that the structures have 
been worked up from other than the magnetic data. The conclusions are 
sound and logical, but the facts presented seem forced to meet the con- 
clusions. For example, in Fig. 4, west of the fault plane, the contact 
between the Pabst and the Anvil is marked by a strong magnetic crest, 
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with another crest at the base of the Pence. Immediately east of the 
fault, the upper magnetic crest has moved to the top of the Pabst and 
the lower magnetic crest has moved to the top of the Pence. In the 
extreme eastern end of the map, the upper crest is well out in the Tyler 
slate and the lower crest is well into the Anvil. These maximum mag- 
netic attractions are not in alignment with one another, and if one were 
to follow the conclusions as listed in Mr. Aldrich’s paper, he could have 
several faults cutting this area instead of one. 

In forming conclusions from magnetic data, it is always advisable to 
arrive at these conclusions by passing from the simple possibilities 
to the complex. Fig. 4 redrawn to show the possible simple connections 
of the magnetic maxima is shown in Fig. 7. With only the magnetic 
information at hand, it is easy to join the magnetic maxima in an entirely 
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Fia. 8.—MAGNETIC DISPLACEMENT NBAR FortuNE Laks MINE, CRYSTAL 
FALLS DISTRICT. 


different fashion from Mr. Aldrich’s, showing a simple and normal 
structure, with no faults. A study will show that the magnetic lines 
of the foot wall are continuous and parallel, whereas the magnetic lines 
in the upper portion of the formation are not continuous for even the 
short distance represented in the sketch. While doing detailed magnetic 
work on the Gogebic Range, the writer has many times found that the 
magnetic conditions were so complex that readings taken two feet apart 
would show extreme variations, variations which had no apparent 
relationship. 

The writer agrees that zones of oxidation can be detected along 
faulted and fractured areas, but he has observed many localities where 
this is not true. Figs. 3 and 4 are good examples of the latter. The 
westernmost fault plane in Fig. 3 (on the hanging) passes through an 
area of the highest magnetic attraction, as does also the easternmost 
fault; the central fault shows little if any loss of magnetic property. 


a 


Careful magnetic surveys are useful in following folded horizons, 
often outlining structures not appreciated from a study of limited 
outcrops. The Crystal Falls district offers many opportunities for a 
careful study of this type, often developing suggestions of structural 
conditions that are extremely important from an exploratory standpoint. 
The Crystal Falls district is a region of intense folding, with a normal 
amount of fracturing, and only minor slippage, with no faults of appreci- 
able magnitude. One example of an apparent displacement of a magnetic 
horizon may be cited as follows: A well defined magnetic line repre- 
senting the contact of the hanging-wall slates’with the iron formation 
at the Fortune Lake mine property can be traced slightly north or east 
from the SW. corner of Sec. 24, 43-33 to a point a little east of the western 
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inongahela 
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Fig. 9.— MAGNETIC DISPLACEMENTS NEAR TOBIN MINE, CRYSTAL FALLS DISTRICT. 


property line of the Ravenna mine, where this magnetic line ends 
abruptly. Continuing to the east, but with an apparent offset of approxi- 
mately 300 ft. to the south, this magnetic horizon can be traced inter- 
mittently for nearly a mile. Recent exploratory work has proved the 
existence of a large drag fold in this locality. The severe fracturing and 
the synclinal structure proved readily accessible to the movement of 
eround waters, causing oxidation. It is important to note that the con- 
tact horizon is non-magnetic in this particular locality. 
Another example of a displacement in a magnetic horizon will be 
found just north of the Tobin mine. A strong magnetic line can be 
traced eastward for 14 mi. from an outcrop of magnetic black slate at 
the old Monongahela mine to a point slightly northwest of the Tobin mine, 
where this line ends abruptly. A magnetic horizon is located 300 ft. 
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(91.4 m.) south and 500 ft. east, which in turn can be traced continuously 
for more than 14 mi. to the north and east, passing over an outcrop of 
material very similar to that found at the Monongahela mine. A study 
of the structural conditions in the western portion of the Tobin mine, 
however, indicates a large gentle synclinal structure associated with 
more or less fracturing, with no evidence whatever of appreciable move- 
ment by faulting, indicating that the magnetic horizon lost its magnetic 
properties on the crest of the anticline to the west of the Tobin syncline 
and resumed its magnetic properties on the crest of the anticline to the 
east of that structure—which, through oxidation and leaching by the 
movement of ground waters down the syncline, rendered the hanging- 
wall slate non-magnetic. 

A further example of apparent displacement in magnetic lines will 
be found in Section 20, 43-32, immediately south of the power plant. 
Three parallel magnetic lines can be traced from the western section 
line to a point approximately 100 ft. west of the Paint River, where these 
lines end abruptly; 700 ft. to the north another set of three parallel 
lines were encountered, the western extremities of which are sharp and 
abrupt. It is a peculiar coincidence that in these two sets of three 
parallel lines both sets are nearly equally spaced between the magnetic 
horizons. Without detailed information from the adjoining mining 
properties, one coming directly from the Gogebic Range would undoubt- 
edly place a fault plane through the area where these linesend so abruptly. 
But careful correlation shows that the last-mentioned lines are strati- 
graphically below the first-mentioned set, and that the sharp break in 
the magnetic lines is due to severe fracturing and subsequent oxidation 
and not due to faulting. 


H. R. Aupricu (author’s reply to discussion).—Mr. Kronquist says 
that the writer’s maps “‘are either incomplete or the structures have been 
worked up from other than the magnetic data,’ and that “the facts 
presented seem forced to meet the conclusions.” 

These points are well taken, for the maps are lacking in many of the 
features that, combined with the magnetic data, have been used to 
establish structure. For example, topography has been omitted and 
topography was of great assistance in determining structure in this work. 
Furthermore, outcrops beyond the limits of the maps gave the clue to the 
interpretation of the magnetic attraction in Fig. 4. In the same figure 
the cross fault is shown up by the dislocation of the jasper of the foot wall. 
Two outcrops are shown, one on either side of the fault, and with these 
in mind there is no reason for redrawing the magnetic lines as was done. 
The magnetic data have been used ‘‘for all they are worth” but none of 
the structures have been established on such data alone. 

In regard to Fig. 6, these faults are shown by test pits and confirmed 
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by mine blueprints. Before hoping to detect cross faults by magnetics, 
considerable experimentation was done on the surface of a property where 
faulting was shown by workings and test pits. In working westward it 
became more and more obvious that early prospectors had followed the 
same line of control we were following (magnetic tracing of the Anvil- 
Pabst contact) and that discontinuities were interpreted as offsets of the 
horizon by faulting. Test pits cluster around several such localities 
and extend from foot to hanging wall in several instances. In more than 
one instance, the test pitting still shows the cross faulting. 

It is the writer’s belief, as a result of the field work and the examina- 
tion of hundreds of specimens megascopically and microscopically, that 
the five subdivisions extend throughout the Wisconsin end of the Range 
and that they are substantially of uniform characteristics. The writer 
cannot agree with Mr. Kronquist’s statements that the Ironwood is of 
lenticular structure in any sense as represented by Fig. 5. Nor that all 
known sediments are similarly lenslike, vary rapidly in thickness from 
point to point, and do not maintain uniform characteristics except for 
relatively short distances. The greater number of differences between 
Mr. Kronquist’s ideas and those of the writer are inherent in the concep- 
tion of the original sedimentation of the Ironwood. 
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Rate of Formation of Copper-sulfate Stalactites 


By GranaAmM Joun MircHett, WARREN, ARIZ. 
(New York Meeting, February, 1921) 


In May, 1919, a crosscut on the 1400-ft. level of the Briggs mine, 
a Calumet, & Arizona property at Bisbee, Ariz., penetrated a deposit of 
pyrite and chalcopyrite that had replaced quartzite and limestone and 
was cut, especially in the quartzite, by numerous fractures. As the 
drift advanced through these fractured portions, they were found to be 
free from copper-sulfate minerals although ‘‘sooty’”’ chalcocite was 
present in the fractures and also as coatings and replacements of pyrite. 
However, sulfate soon made its appearance in certain fractures, filled 
them, and began to form stalactites. Several centers of incipient growth 
were noted for subsequent study, observations in the drift at frequent 
intervals during the past 17 months affording the opportunity of deter- 
mining the rate of formation of the stalactites. 

The one to attain the greatest growth during the period of observation 
measured 27 in. long and averaged 1 in. in diameter. A close study 
showed it to be composed of small interlocked crystals of chaleanthite 
radiating from a small central tube-like opening. The triclinic form of 
the crystals was evident with prism and pinacoid faces recognizable. 

Assuming that the supply of copper-sulfate solution was constant 
during the 17 months—and such an assumption is supported by the fact 
that the number of drops of excess solution falling, per minute, from the 
tip of the stalactite at the times of observation checked closely—the 
stalactite, it has been estimated, grew at the rate of 1.58+ in. per month. 


DISCUSSION 


Jamus I’. Kemp,* New York City.—J. S. Curtiss, in the mono- 
graph on Eureka, Nev., says that a stalactite formed in limestone grew 
»g in. in three weeks and continued to grow as long as it had a drop of 
water or solution at the lower end. Another grew at the rate of 3 in. 
in the same time. In the case cited by Mr. Mitchell, the growth was 
about 11¢ in. in three weeks. 

A year ago we had an instance of the formation of cubes of galena on 
a railroad spike. A mine in northeastern Oklahoma had been idle about 
two years but on account of pumping of neighboring properties, the 
circulation of water was active throughout the drift. A cube of galena, 
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about }4 in. on the edge, had formed on a railroad spike lying at the 
bottom of the drift. That led to quite a discussion on the rapidity of 
the growth of galena in the southeastern Missouri lead and zine district. 

Occasionally, we observe some peculiar and interesting things in the 
gash vein districts in Wisconsin and the neighboring parts of Illinois. 
I have one or two stalactites, with some pyrites, that are a little less than 
1 in. in diameter and 2 or 3 in. long, with a hole through the center, but 
they turn at right angles for about 14 in. at the lower end and grow in 
exact right angles to their original course. It is quite difficult to under- 
stand how the current of the water could, be turned at right angles. 

Our general feeling about the precipitation of ore minerals, as we 
have studied geology, has been to shorten the time that we thought was 
required; and, possibly, the formation of these soluble and oxidized 
compounds in newly opened ground will tend somewhat in that direction. 
Naturally, mine drifts drawing water at a high rate from the surround- 
ing and overlying rocks afford a much more rapid circulation than we 
can suppose to have occurred during the original deposition of the ores. 
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Judging the Quality of Portland Cement 


By R. J. Cotony,* New Yorx City 


(New York Meeting, February, 1921) 


Tur failure, or disintegration, of concrete in structures, even when 
the cement, sand, and coarse aggregate used have passed satisfactorily 
all tests and inspections, is not uncommon. Such failures occur even 
when proper methods of mixing and placing have been used and where 
weather conditions were correct. In these cases, the origin of the trouble 
must be sought in the cement; therefore some additional mode of deter- 
mining the quality of cement must be employed. 

The problem is to find a simple, usable, easily applied method that 
will supplement the standard tests. The solution of this problem in- 
volves a knowledge of the chemical composition of Portland cements, 
also of their constitution (or componental composition), as the behavior 
of a cement, when gaged, is dependent on the physical and chemical 
characters of the compounds of which it is composed, the proportions 
existing between them, and the fineness of grinding. It is likewise es- 
sential to know the character, behavior, and composition of the hydration 
products of Portland cement. 

The most promising method of attack makes use of chemical, me- © 
chanical, and petrographic methods. Chemical, by determining quanti- 
tatively not only the usual constituents, but the carbon dioxide and water. 
Mechanical, by determining the fineness with the air analyzer,! which 
separates into fractions of various grain dimensions all of that portion 
which in the ordinary sieve test passes the 200-mesh sieve and constitutes 
at least 75 per cent. of the total cement. These fractions may be further 
studied chemically and petrographically and micrometric measurements 
can be made of the grains. Petrographic, by the method of immersion, 
and by making thin sections from test pats of both neat cements and 
standard mortars. 

Normal Portland cement is composed of mechanical mixtures of 
definite chemical compounds having constant chemical and physical 
properties. In the order of their cementing qualities these are: Tri- 


* Instructor in Geology, Columbia University. 
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calcium silicate, 3CaO.SiO2, tricalcium aluminate, 3CaO.A1.0s, tricalcium 
ferrite, 3CaO.Fe,03, and calcium orthosilicate, beta form, 2Ca0.SiOy. 
In addition, there is a certain quantity (generally about 3 per cent.) of 
gypsum. The magnesia, MgO, is in a state of solid solution in the 
other components and is apparently without much effect in the quantities 
found in cements. Both potash and soda exist to a small degree, and 
flakes of quartz from the ball mills, metallie iron from the machinery, 
particles of semi-fused coal ash from the fuel, etc., are sometimes found. 

A long series of studies on the ternary system,’ lime-silica-alumina, and 
the system alumina-silica~-magnesia, as well as studies of binary systems 
of the same components, by physicists, physical-chemists and chemists 
of the Geophysical Laboratory, the Bureau of Standards, and different 
universities, and a comparison study of Portland cements have shown 
quite definitely that the three constituents that form the bulk of normal 
Protland cement—lime, CaO, silica, SiOz, and alumina, Al,O;—exist as 
fixed components with definite chemical composition and constant opti- 
cal properties. 

A study of the analyses of standard brands of normal Portland cement 
will show that their percentages of lime, silica, and alumina amount to 
over 90 per cent. Perfectly sound Portland cement has been made of 
these three constituents alone; hence if the percentages of these constitu- 
ents are recalculated to a basis of 100 per cent., neglecting the ferric 
and other oxides that are always present in small amounts, the resulting 
percentages may be plotted on the ternary concentration diagram. 

Points thus plotted will fall within a restricted triangular area within 
the diagram, with three compounds forming the apices of the small 
triangle; viz., tricalcium silicate, 3CaO.Si0z, tricalcium aluminate, 38Ca0. 
Al;O3, and dicalcium silicate (or calcium orthosilicate), 2Ca0.5i02, 
beta modification. Differences in the percentages of lime, silica, and 
alumina, within certain limits, do not cause the appearance of a fourth 
and new compound; they merely change the proportion between the 
three compounds mentioned; this is an important point. If, however, 
the difference in percentage composition is great enough, on recalculating 
the percentage of the three constituents (S102, Al,03, CaO) to a 100- 
per-cent. basis and plotting the result, the point will fall outside of the 
area mentioned and different compounds may be expected to occur, some 

ich may be non-hydraulic. 
af peat of about ‘itty analyses made in the laboratory of the Board 
of Water Supply of the City of New York have been recalculated and 
plotted on the triangular concentration diagram in the manner described 
(some of the dots cover a number of plotted points); all the points so 
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plotted fall within the triangular area mentioned except two, A and B, 
Fig. 1. One of these A is a cement with abnormally high silica (33.01 
per cent.) and low lime (52.73 per cent.); the other B falls within the 
limits of the composition usually set for Portland cement, but it also is a 
little too high in silica and too low in lime. 


si0d2 


CaO.SiO2 ¢ 


CaO. Al,0,2 Si 
3 CaQ,2Si02 ¢ caren 


2CaO,SiOed 2 Al,0;Si0, 


3 CaO.SiOg Q 
£2, Ca. Al203. SiO 2 


C20 3Ca0sAl0; _/  CaQ-AkO3 2Ca0.5AQ0, 41203 
5 CaO.3 Al,O3 


Fic. 1.—TRIANGULAR CONCENTRATION DIAGRAM SHOWING END PRODUCTS OF 
CONSOLIDATION. NORMAL PORTLAND CEMENTS ARE RESTRICTED TO THE TRIANGULAR 
ARPA BOUNDED By 2CaO.S102, 3CaO.S102 anp 3CaO.Arn203. (After Rankin and 
Wright, op cit.) 


HypraTION Propucts oF PoRTLAND CEMENT 


When mixed with water, Portland cement undergoes the following 
changes: 

1. The tricalcium silicate, 3CaO.SiO2, loses a molecule of lime, which 
at the same time hydrates; the remainder of the compound unites with 
the added water to form an amorphous, indefinite, hydrated silicate of 
caleium which slowly loses more calcium hydrate by hydrolysis. The 
calcium hydrate thus formed may be partly crystalline and partly 
amorphous, or even almost wholly crystalline, dependent on the amount 
of water used and subsequent conditions of wetness. When partly or 
wholly crystalline, it is distributed through the concrete, and especially 
between the sand and aggregate and the cement matrix both in extremel 
fine and in relatively coarse and large crystals. ‘ 

2. Tricalcium aluminate, 3Ca0.Al,03, when treated with water 
generates so much heat during its hydration as to expel some of the water 
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as steam; at the same time, so rapid is the rate of hydration that an 
amorphous envelope of hydrated material coats each particle and tends 
to prevent further and complete hydration. High alumina cements 
generally set rapidly, and are “hot’’ cements. As gypsum seems to 
retard the rate of hydration of this component, it is added to all Portland 
cement clinker before grinding. The hydrated product is largely amor- 
phous, but may be in small part crystalline; the amorphous product 
delivers calcium hydrate by hydrolysis. 


idyee: 94s BIG. 3. 


Fig. 2.—TAKEN IN ORDINARY REFLECTED LIGHT, SHOWING NUMEROUS HEXAGONAL 
CRYSTALS OF CALCIUM HYDRATE, WHICH FORMED ON BOTTOM OF TEST PAT OF NEAT 
CEMENT RESTING ON GLASS PLATE UNDER WATER. X 10. 

Fic. 3.—TAKEN IN ORDINARY REFLECTED LIGHT. FIELD SHOWN IN Fic. 2 MORE 
HIGHLY MAGNIFIED, SHOWING MORE DISTINCTLY FORM AND CLEAVAGE OF CRYSTALS. 


Xx 40. 


3. Tricalcium ferrite, 3CaO.Fe.0;(?), hydrates to an indefinite, 
brown, lime-iron compound, quite amorphous, which delivers calcium 
hydrate by hydrolysis. The amount of calcium ferrite in ordinary 
Portland cements is never very large. 

4. Beta calcium orthosilicate, 2CaO.SiO2, is the most difficultly 
hydratable component of cement. All of the unhydrated residues of 
cement clinker commonly seen (microscopically) in cement test pieces 
and in concrete consist of unhydrated granular aggregates of this com- 
ponent, which frequently enclose grains of the other components in such 
a way as to prevent them also from hydrating. 

If the cement is ground sufficiently fine, beta calcium orthosilicate 
slowly takes up water of hydration and is converted to an amorphous 
indefinite hydrated calcium silicate that, by hydrolysis, yields more or 
less calcium hydroxide. Seldom is the action complete, and in the case 
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of rather coarse cements innumerable particles are wholly unhydrated, 
thus decreasing the efficiency of the cement. 

5. Gypsum, CaSO4.2H,0, appears to control the rate of hydration of 
the tricalcium aluminate and the evolution of heat. Moreover, a chemical 
reaction between the gypsum and the hydrated aluminate is responsible 
for the development of silky needles of calcium sulfo-aluminate (8CaO. 
Al,O3.3CaSO,4 + much H,0), a normal hydration product. Under some 
conditions this may become abnormal in size of crystals, quantity, and 
distribution, and one of the possible causes of disintegration of concrete 


ae 
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Fig. 4.—TAKEN IN ORDINARY LIGHT. UNUSUALLY LARGE AND WELL DEVELOPED 
CRYSTALS OF CALCIUM SULFO-ALUMINATE FORMED IN WATER IN WHICH CEMENT TEST 
PATS WERE IMMERSED; THESE CRYSTALS ARE MUCH LARGER THAN THOSE USUALLY 
SEEN IN SET CEMENTS. X 90. 

Fig. 5.—TAKEN IN ORDINARY LIGHT. CEMENT SHAKEN WITH WATER FOR A 
FEW MINUTES AND SETTLED; WATER SOLUTION THEN EVAPORATED. NOTE HEXAGONAL, 
PLATE-LIKE CRYSTALS OF CALCIUM HYDRATE. XX 240. 


in certain situations. Some of these features are illustrated by Figs. 2 
to 7, which show the character of the hydration products mentioned. 


Recasting Cement ANALYSES 


As the components of Portland cement have a definite composition, 
the various oxides found by chemical analysis must be uniformly dis- 
tributed and united with one another according to fixed laws of chemical 
combination. Hence it should be possible to recast an analysis in much 
the same manner as rock analyses, and to obtain the percentage composi- 
tion of the cement in terms of the actual compounds, instead of the 
oxides of the elements forming the mass. This is accomplished by divid- 
ing the percentages of the various oxides by their molecular weights, 
obtaining thus their molecular numbers, or ratios, and then allotting the 
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proper quantities of silica, alumina, lime, ete. to each in accordance with 
the various compounds that should form under the conditions of burn- 
ing. Thus, sufficient lime is allotted to satisfy the requirements of CO, 
Fez2O3, SO3, and Al,O3; the remaining lime is allotted to the silica bs 
form both tricalcium silicate and calcium orthosilicate. This should be 
preceded, however, by a petrographic study of the cement in order to 
determine whether or not any abnormal components are present. For 
example, a cement analyzes as follows: 

SiOz, 23.40 per cent.; Fe2O3, 3.46 per cent. ; Al.Os, 5.54 per cent.; 
CaO, 60.79 per cent.; MgO, 2.46 per cent,; H,0, 2.59 per cent.; SO3, 1.71 


Fia. 6. ingen ¢f 
Fig. 6.—TAKEN IN ORDINARY LIGHT. CALCIUM SULFO-ALUMINATE IN NEEDLE- 
LIKE CRYSTALS, CALCIUM HYDRATE IN PLATE FORM (CENTER), AND AMORPHOUS HyY- 
DRATED CALCIUM SILICATE (DARK, SHAPELESS BLOTCHES). ‘TAKEN FROM DEFECTIVE 


CONCRETE. XX 350. 
Fig. 7.—TAKEN IN ORDINARY LIGHT, ‘THIN SECTION OF CEMENT TEST BRIQUETTE, 


HEXAGONAL PLATE OF CALCIUM HYDRATE IN CENTER, MANY UNHYDRATED RESIDUES 
OF CEMENT (BETA CALCIUM ORTHOSILICATE GRAINS), AND MUCH FINELY CRYSTALLINE 
AND AMORPHOUS CALCIUM HYDRATE. ROUND WHITE SPOTS ARE VOIDS LINED WITH 
CALCIUM HYDRATE IN MOST CASES. XX 120. 


per cent.; COs, 0.45 per cent. A “recast” of the analysis will then be as 
follows: 


Molecu-| cao, | Ca0. | 3Ca0. | 3Cad. | 3Ca0. | 2Ca0. 
Ratio CO2 SO3 Fe203 Al203 SiO SiOa 
SiQs as. fee 23.40 + 60 | 0.390 0.049 | 0.341 
Fe203...... 3.46 + 160 | 0.021 | 0.021. 
EOS os 20 5.54 + 102 | 0.054 0.054 
Ca Oye 3% oars 60.79 + 56 | 1.085 | 0.010 | 0.021 | 0.063 | 0.162 | 0.147 | 0.682 
IW OLOS EP ase 2.46 in solid solution 
SOpaemitecs. 1.71 + 80 0.021 0.021 
(OOans Tia ces 0.45 + 44 0.010 | 0.010 
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The percentage composition, in terms of the components, may be 
found by multiplying the molecular numbers allotted (or component 
constants) by the molecular weights of the compounds; thus, the mole- 
cular weight of tricalcium silicate, 3CaO.SiOs, is 228, which, multiplied 


Brands 1 2 3 4 5 6 


Selective 


Ratio Tentative 
Minimum 


Colony’s Rating 
Based on Recast Next to ? Best Next to ? Poorest 


Poorest High MgO Best High Ignition 
Loss 


Neat 


Tensile 


Tests 


1:3 Mortar 


Tension Tests, 


Minimum 
a8 Days 


Breaking Strength Lbs, Per Square Inch 


Compression a 
Tests-Cubes 3500 
6 weeks 
20007 
Fineness 
: : ase 
Sieve Test =] 150.55 
a 102 
5 23s 
ale-o 
0 
Fia. 8. 


by the component constant (0.049) gives as a product 11.172, or 11.2 per 
cent. The componental composition of the cement is thus found to be: 
Tricalcium silicate, 11.2 per cent.; calcium orthosilicate, 58.7 per cent.; 
tricalcium aluminate, 14.6 per cent.; tricalcium ferrite, 6.9 per ithe 


R. J. COLONY 73 


gypsum, 3.6 per cent.; calcium carbonate, 1.0 per cent.; magnesia, MgO 
2.46 per cent. ; 

It has been established by experiment that the component of greatest 
cementing value is tricalcium silicate, and the component most difficultly 
hydratable is calcium orthosilicate. It follows, therefore, that the cement- 
ing value of any mixture of these components, such as Portland cement, 
is dependent on the proportions existing between the components, and 
the fineness of grinding of the mixture. In ‘the example given, as the 
cement has only 11. 2 per cent. of tricalcium silicate (the best hydraulic 
component) and 58.7 per cent. of calcium orthosilicate (the most diffi- 
cultly hydratable component), particularly if relatively coarse, it should 
be regarded with suspicion. 


IMPORTANCE OF FINE GRINDING 


The fineness of grinding is an important feature and one not properly 
determined by the standard sieve test; although three-quarters of the 
cement may pass the 200-mesh sieve, the bulk of it may be, and frequently 
is, too coarse for efficient work, especially if it is high in orthosilicate and 
low in tricalcium silicate. When a relatively coarse cement of this 
character is used in concrete work, a petrographic study of thin sections 
cut from the concrete will prove the presence of a large amount of un- 
hydrated cement clinker. In many cases from 25 to 40 per cent. of the 
cement is unhydrated or partly hydrated, resulting in a weak, perme- 
able concrete mass that readily lends itself to attack by the agents of 
disintegration. 


Limiting Ratios oF CEMENT 


By considering cements from the standpoint of their componental 
composition and selecting those with proper adjustments between these 
components, it is possible to guard against subsequent disintegration of 
completed structures to a very considerable extent. As an aid to proper 
selection, a limiting ratio based on a minimum tricalcium silicate content 
may be used. If the percentages of lime, silica, alumina, and ferric 
oxide, the sum of which in all normal Portland cements always exceeds 90 
per cent., are converted to molecular ratios, the quotient obtained by 
dividing the molecular ratio of the lime by the sum of the molecular 
ratios of the alumina, silica, and ferric oxide, may be used as a selective 
ratio. The writer suggests 2.4 as the limiting ratio. All cements 
having a lower ratio than this should be regarded with suspicion. 


3A. A. Klein and A. J. Phillips: Hydration of Portland Cement. Tech. Paper 
43, Bureau of Standards (1914). See also P. H. Bates and A. A. Klein: Properties of 
the Calcium Silicates and Calcium Aluminate Occurring in Normal Portland Cement. 
Tech. Paper 78, Bureau of Standards (1917). 
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TaBLE 1.—Tests and Analyses 


Standard Tests 


Normal consistency.........-...++ 22.5 22.75 23.0 22.75 23.0 21.0 
Timerofeeet, Initial sweyi. sowie Pork ree 4 hr. Om. |5 hr. 30 m./4 hr. 20 m.|4 hr. 0 m.|2 hr, 45 m.|5 hr. 45 m, 
Tame Of set; ANA) s+ 2), saie ais 2 sat ete 8 br. 5m, |8hr. 10 m. 6 hr. 30 m.|5 hr. 30 m.\6 hr. 0 m,|7 hr. 15m. 
Specifiorgravity caters cere estes 3.160 3.155 3.118 3.119 3.130 8.127 
Soundness, normal, Jasscus nace ule OIK. O. K. ORG OK 0. Ke O. K. 
Soundness, accelerated...........4- Onis OnK: OK, Or OK, OL K. 
Tensile strength, pounds per square 
inch: 

Neat (sR V8 ene oie eae cilederneue 581 669 859 776 635 690 

Neat, 2Sidaypencte vee ee clei 755 716 742 | 918 778 832 

IeeSimnortahin Ayes jester enone 203 240 | 273 306 175 150 

1:3 mortar, 28 days............ 224 S73, 4 348 377 254 236 
Per cent. retained on 200 mesh..... 20.0 21.4 17.0 | 19.8 17.6 22.4 


Per cent. retained on 100 mesh..... 1.0 1.4 4.0 2.0 2.2 1.6 


Compression Tests 


2 in. cubes, 1:3 mortar, 6 weeks...| 1920 | 2448 | 2756 | 2280 2380 2560 
Chemical Analysis 
Silica, SiOe, per cent...............| 23.79 22.61 19.88 21.43 22 14 23.40 
Ferric oxide, Fe2Os, per cent........ 2.64 2.51 3.97 2.90 3.17 3.46 
Alumina, AlsOs, per cent........... 4.86 6.00 6.73 | 6.80 5.47 5.54 
Calcium oxide, CaO, per cent.......| 61.31 61.37 63.48 62.14 61.80 60.79 
Magnesia, MgO, per cent........... 3.83 4.88 125.91 1.67 2.19 2.46 
Water, H2O (by loss), per cent...... Zod |= a0 2.76 2.72 4.00 2.59 
Sulfur trioxide, SOs, per cent........ 1.45 1.41 LTR 1.79 1.24 cheek fl 
Carbon dioxide, COz, per cent....... 0.48 0.33 0.57 0.59 0.59 0.45 
| 
Recast 
Calcium carbonate, per cent........ TA 0.8 1.3 | 1.3 1.3 1.0 
Gy pam; per Celitar. « santos 3.1 290 3.8 | 3.8 2.6 3.6 
Tricalcium ferrite, per cent......... 5.2 4.9 CoO pees e 6.6 6.9 
Tricalcium aluminate, per cent...... 12.7 Loa 17.8 18.1 14.6 14.6 
Tricalcium silicate, per cent......... 19.4 22.3 37.8 23.9 26.2 11.2 
Calcium orthosilicate, per cent...... 53.5 We Agee 28.4 | 43.3 43.7 58.7 
Selective rationwmeiehmacon eee 2.38 2.43 2.69 | 2.50 2.49 2.33 


The use of the limiting ratio in this manner provides a simple, easy 
method of judging the quality of Portland cement, when used in con- 
nection with the usual standard tests; especially if the fineness of grinding 
is determined with the air analyzer. A more elaborate and careful 


study of the quality may be pursued by using petrographic methods in 
addition. 


Resuuts oF Limiting Ratio Tzsts 


As an example of the practical application of this method there are 
included in Table 1 and Fig. 8 tests and analyses of six standard brands 
of Portland cement. These were rated by the writer solely from the 
interpretation of the chemical analyses; the cements themselves were not 
seen, no micrometric measurements for fineness were made, and the 
results of the tests were unknown at the time of rating. On the basis of 
the recasts and the ratios cements Nos. 3 and 4 were judged to be the 


nei 
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best; Nos. 2 and 5 the next best; and Nos. 1 and 6 the poorest. The 
standard tests shown were made subsequently by the Testing Laboratory, 
Columbia University. The table and diagrams were compiled by the 
engineers for whom the ratings were made, and are used here by their 
permission. 

To rate a cement solely from the chemical analysis, without having 
seen the cement, and without an opportunity for petrographic study is 
a severe handicap. Under the conditions, therefore, it is judged that 
the conclusions as to the quality of these six cements check very closely 
the results obtained by standard tests.. The method contemplates the 
use of the air analyzer, microscopic inspection, and the interpretation 
of the chemical analyses; results obtained are so suggestive that further 
work is now in progress. 


DISCUSSION 


C. P. Berkey,* New York, N. Y.—Mr. Colony’s work seems to indi- 
cate that it is going to be possible to determine more accurately than 
formerly whether a cement is good or poor. It is well known that the 
ordinary tests do not discover this fact in all cases early enough to be of 
much service, and many structures are in bad condition not so much 
because of poor workmanship as because a grade of cement wholly 
unsuited to the quality of work was used. 

I have followed Mr. Colony’s investigations for several years and I 
believe that he has proved that microscopic inspection of the original 
material aided by interpretation of a good chemical analysis brings out 
certain defects of quality with considerable certainty. Itis one of the few 
cases in which the method of recasting analyses, such as is used exten- 
sively by petrographers, seems to have a practical application. It is 
evident, of course, that additional work ought to be done, especially 
along the lines of checking predictions with actual results under use and 
it is to be hoped that Mr. Colony will be able to continue his researches 
along this line. It is a promising lead and in view of the great economic 
importance of the problem it deserves encouragement from every quarter. 
It would be an immense relief to the engineer in charge of large construc- 
tion projects if he could determine beyond question that the cement he 
is to use will give permanently satisfactory results. 

Gro. A. Rankin, Washington, D. C. (written discussion).—The ideas 
advanced by Professor Colony should be of great value in the develop- 
ment of new methods for determining the soundness and strength of 
cements. A method that makes use of chemical, mechanical, and petro- 
eraphical methods of analyzing cements should eliminate the difficulties 


* Professor of Geology, Columbia University. 
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previously experienced. Thus, by determining chemically the various 
components of a cement; petrographically the chemical compounds that 
these components form during the burning of cement; and mechanically 
the fineness of the finished cement particles, it should be possible to 
predict the quality of a cement with certainty. 

In his discussion of these methods Professor Colony, however, has 
neglected to use some of the more recent and reliable data concerning 
the constitution of Portland cement and the reactions that take place 
when cement is mixed with water and hardens. He gives tricalcium 
ferrite as the compound formed between lime and iron oxide; the work of 
R. B. Sosman and H. E. Merwin has shown‘ rather conclusively that it is 
the dicalcium ferrite and not the tricalcium ferrite that is formed. 

In discussing the hydration products of Portland cement, Professor 
Colony states that tricalcium silicate loses a molecule of lime, which at the 
same time hydrates. Experiments carried out by the writer show that 
when tricalcium silicate is mixed with water it gradually loses lime, which 
forms calcium hydrate by hydrolysis, and if sufficient water is present the 
lime can be entirely separated from the tricalcium silicate. This results 
in a mixture of hydrated lime and silicate. At no stage in this dissolution 
is any hydrated calcium silicate compound formed. 

In regard to the cementing qualities of the various constituents of 
cement, it would appear that the relative values given are open to ques- 
tion. The author states, “In the order of their cementing qualities these 
are: tricalcium silicate, tricalcium aluminate, tricalcium ferrite, and 
calcium orthosilicate, beta form.’ It is true that this is undoubtedly the 
order in which these constituents hydrate but that does not necessarily 
mean that it presents their relative value as cementing materials. Trical- 
cium aluminate hydrates very readily but it is of no particular value in 
developing the ultimate strength in cement. Calcium orthosilicate, 
on the other hand, while it is the most difficult to hydrate undoubtedly 
is a very important factor in the ultimate strength developed in cement 
and concrete structures, for, in hydrating, it liberates gelatinous silica, 
which gives to concrete its great strength. It is true that particles of 
calcium orthosilicate that are far from completely hydrated are often 
found in concrete or cement structures of long standing, but the calcium 
orthosilicate is nearly always partly hydrated and so provides some of the 
essential cementing material, gelatinous silica. This brings up the 
question as to whether or not it is best that particles of cement be com- 
pletely hydrated in order to develop the maximum strength in concrete. 
This question has never been definitely settled, so far as the writer is 
aware, and would seem to depend on the relative strengths of the 
cement particles and those of the concrete aggregate. The available 


4 Jnl. Wash, Acad. Sci. (1916) 6. 
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data, however, would tend to show that if the particles of cement are 
only partly hydrated, being thus surrounded by a relatively thin coating 
of gelatinous silica, the ultimate strength of the cement or concrete is 
greater than if the available gelantinous silica be-completely liberated. 

Professor Colony states that ferric oxide will require three molecules 
of lime instead of two, as has been shown by Sosman and Merwin. So 
that in the example given, the percentage of tricalcium silicate actually 
present should be about 16 instead of the 11.2, and 55 per cent. of dical- 
cium silicate instead of 58.7. This correction is, however, a minor detail 
and does not seriously affect the deductions he ‘has drawn from the recast 
analyses of cement. 

It is to be hoped that this investigation will be continued, since it 
seems certain that it will be possible to develop tests which will determine 
the quality of cements with certainty only by carrying out the ideas he 
has outlined. 

P. H. Bates, Washington, D. C. (written discussion).—This paper 
is disappointing for two reasons: First, after suggesting the use of the 
“componental composition” of a cement (or the percentage of the 
various constituents) for judging its quality, the author practically drops 
the method with but a minor discussion; and, second, after presenting 
the use of a ratio of certain of the oxides present, as shown by chemical 
analyses, he goes no farther than others who have approached the prob- 
lem from this viewpoint, but considers it only from the strength developed 
at early ages by small specimens. 

It should be borne in mind that ratios of this type, depending on the 
relative amounts of all or some of the five principal oxides (silica, iron 
oxide, alumina, lime, and magnesia) present in a cement are now used in 
proportioning raw mixes for cement burning the world over. In this 
country either the “old” or the ‘‘new Newberry ratio” is used. 


_ per cent SiOz X 2.8 ] 
per cent CaO = per cent Al,Oz X 1.1 oe) 
per cent SiOz X 2.5 (New) 


per cent CaO = Jo cent Al,Os X 1.6 


The Michael’s ratio used in Germany, and well known as the hydraulic 


modulus, states that: 
per cent CaO 


per cent SiOz + per cent Al,O3 + per cent Fe.03 


should be between 1.8 and 2.2. 
This latter ratio is that proposed by the author but not reduced to 


molecular values; in fact, long usage has not shown the necessity of re- 
ducing to molecular ratios. 
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The use of such ratios is more disappointing than the use of the 
ordinary small-specimen strength tests, as no one has shown the value 
of the former in predicting the properties of a cement in any of its appli- 
cations at late periods of testing. A ratio of the type suggested places 
the high-silica cement in an unfavorable class, yet it is commonly accepted 
that such cements at late periods produce the most satifactory con- 
crete. Is the fact or the ratio in error in this particular? Cement No. 6, 
cited by the author, has an unsatisfactory ratio, but in two of the five 
strength tests it ranks second highest. One of these two tests is the 
important mortar-compression test at 28 days. This has been sug- 
gested by Committee C-15 as possibly predicting the value of a cement 
in concrete more satisfactorily than the tension-test piece. 

The author correctly quotes from the work of my associates and 
myself regarding the rate of hydration of the silicates of lime; but we 
were careful to state that while the orthosilicate hydrates slowly, it 
acquires, by the time of a 90-day test, a strength almost equal to that of 
the tricalcium silicate. We are therefore disappointed that the author 
did not include in his paper a discussion of the value of the suggested 
ratio or of the amounts of the various constituents present from the view- 
point of later testing than he has presented at this time. Not only must 
the question of a ratio or of the relative amounts of constituents be con- 
sidered from the viewpoint of age but also from how the test piece was 
aged. The orthosilicate hydrates but slowly and requires time and 
continued moisture to hydrate properly; the tricalcium silicate hydrates 
so rapidly that it may have reached its maximum efficiency before the 
so-called excess water used in mixing has evaporated. 

As the amount of hydration is a measure of the value of a cement, 
in the analysis of the ultimate value of a cement such factors as the 
composition or constitution can be considered of prime importance only 
in connection with the manner in which the cement is to be used. In 
mass concrete or in any concrete where excessive loads are not applied 
at early ages, and where it is subject to the presence of moisture, a ce- 
ment high in silica or orthosilicate is not only permissible but desirable. 
A cement low in silica or high in tricalcium silicate would be desired for 
reinforced-concrete work. 

To illustrate our point we are presenting in Table 2 the “percentage 
silica-alumina ratio”’ (a molecular ratio would change the values but 
does not rearrange the grouping) the average tricalcium and ortho- 
silicate, and the average strength at certain periods of concrete made from 
about fifty cements. The cements were grouped according to selected 


® Data Considered by Committee C-1 of American Society for Testing Materials 


in Preparing the Standard Specifications and Tests for Portland Cement. Published 
by Committee C-1. 
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silica-alumina ratios, as shown in the top horizontal column of the table, 
each cement being placed in that group nearest to which its ratio ap- 
proached. The constituents were determined independently by two 
petrographers at different times, using the same thin sections of clinker. 
The content of tricalcium silicate, as found, was averaged for all the 
cements in any group, as was the sum of the tricalcium and orthosilicate. 
The latter was determined separately but not so presented, in order to 
condense the table. The compressive stréngth of a 1-1.5-4.5 gravel 
concrete made from the cements was averaged for all the cements in any 
group. ee, ‘ 

A study of the table immediately shows the value of the tricalcium 
silicate in producing early strength, but just as unmistakably shows the 
value of the orthosilicate at late periods. This latter is shown particu- 
larly in the two last vertical columns. These values only hold good for 
storage in a damp closet, they are materially changed by storage in 
water or the air in the laboratory. The silica-alumina ratio is not used 
here as being superior to the one used by the author. It is given solely 
because the entire table was prepared some time ago for another purpose. 
But it satisfactorily shows the need of studying all ratios and the amounts 
of constituents present from other viewpoints than the strength of 
small specimens at early ages. 


TaBLEe 2.—Effect of Di- and Tri-calcium Silicates on Strength, in Pounds 
per Square Inch, of Cements in a 1-1.5-4.5 Gravel Concrete at Different 
Ages. Arranged in Groups Depending on SiO,-Al,03 Ratio 


Fe eo Se gach (1125) -2,75 OnE Aes 4.25) 4.75 
Als | | 
| 
sei 2a | 43.0] 25.4 33.4 98.7| 18.2) 34.9 25.21 8.3 
3Ca0.Si02 plus 2CaO.SiOz........| 62.5 64.2, 71.0 75.8, 78.3 80.4, 82.3) 82.3 
Strength, at 4wk..........-.....| 1660 1205 1655 1315 960, 1560| 1560| 570 
. Stretigth, at 1.5 yr.:..:......--- 2375, 2265 2700 3110, 2670, 3215 3240 2705 
Seesetiaeian Mabenon fl 2650, 3020 2960 3290 3170 3470 3610 3305 
| | 


R. J. Couony (author’s reply to discussion).—The work of Sosman and 
Merwin on the system limeferric oxide, mentioned by Mr. Rankin, was 
not overlooked. When studying Portland cements and Portlan d-cement 
clinkers petrographically, however, the lime-iron compound was difficult 
to correlate with the very definite dicalaium ferrite described by those 
investigators, which possesses such well-defined optical properties. In 
Portland cements, the calcium ferrite (or ferrate?) is an indefinite, fuzzy, 
and generally amorphous, or apparently amorphous, substance which is 
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distributed interstitially with respect to the other grains, from which it 
was very difficult to derive any satisfactory results. 

For this reason, the writer, tentatively, chose to regard it as 
related to the aluminate, and assigned to it the composition 3CaO. Fe.0s, 
which may be incorrect, however, as Mr. Rankin suggests. 
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The comment of Mr. Bates, that the paper is disappointing because 
the use of the ‘‘componental composition” of a cement for judging its 
quality is merely suggested, without detailed discussion, is quite just. 
It was thought best not to discuss this method at the present stage of 
the investigation, however, deferring such discussion until additional 
experimental data are obtained, which may justify a better and fuller 
description. 

The writer agrees with Mr. Bates, that ratios are inadequate as indices 
of quality. The selective ratio was devised merely as an aid in judging 
the quality of cements when the writer was working on cement problems 
for the Board of Water Supply of the City of New York. The ratio 
operates to condemn high-silica cements; it was precisely this type of 
cement that gave the most trouble on the aqueduct. Fig. 9 illustrates 
this point. Compiled from about 500 analyses and including ten brands 
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of cement, it shows that cements Nos. 2 and 7 were high-silica cements : 
that is, they contained, as the chief component, beta calcium orthosilicate. 
More trouble was experienced with these cements than with any others 
used on the aqueduct, notwithstanding the care used in testing and 
inspection. 

The writer appreciates the fact that experiments show that, provided 
test pieces are kept long enough under ideal conditions in damp closets, 
calcium orthosilicate ultimately hydrates “and gives, therefore, late 
strength to such test pieces, as shown by Mr. Bates, and by others. Un- 
fortunately, however, the engineer cannot place his dam, or other 
structural unit, in a damp closet until such time as the orthosilicate 
hydrates and gives deferred additional strength to his structure. Natural 
processes of weathering, with which the geologist is so familiar, operate 
on artificial rock (concrete) as well as on natural rock, and these proc- 
esses do not wait for the orthosilicate to hydrate; they start operation 
at once and proceed vigorously, in numerous cases with disastrous results 
to the structure. 

It is the intention of the writer to continue this investigation, using 
the general principles outlined in the paper, and to definitely prove, or 
disprove, if possible, the ideas advanced. 
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Important Factors in Talc Milling Efficiency* 


By Raymonp B. Lapoo,f Wasutneron, D, C, 


(New York Meeting, February, 1921) 


Tue milling of tale, as is the case with many non-metallic minerals, 
until recently, has not received adequate technical consideration, for the 
talc industry has become of importance only within the last decade. 
At first, tale was used only in the massive form, for foot warmers, grid- 
dles, and so on, and milling methods were unnecessary. As the demand 
for ground tale increased, producers adopted the machinery used in the 
milling of flour; in fact, many talc mills were rebuilt flour mills. Im- 
provement has been slow, but today several types of grinding and sepa- 
rating machinery are in use; many of them, however, are still inadequate 
and inefficient. 

To determine the best methods of milling tale, it is necessary to under- 
stand the essential properties a tale must possess to fit it for a particular 
use. For toilet purposes, whiteness, freedom from lime and grit, fineness 
of grain, and good “‘slip”’ are essential. As a paper filler or coating, the 
tale must be white, uniform, and fine grained, have a good slip, and be free 
from grit and iron; freedom from lime is a disputed point. Fibrous tale 
is supposed to be superior to massive on account of the interlocking of 
grains in the paper, thus increasing its strength; this point, though, is in 
doubt. In general, tale for the paper industry need not be of as high 
quality or as fine grained as that used for toilet purposes. 

Talc is usually bought by sample, for which reason it is difficult to 
state the essential properties for use in paint, rubber, roofing, and so on. 
The adoption of standard screen tests and standard grades by producers 
is necessary before an accurate basis for manufacturing or selling stand- 
ards can be established. Off-color tales might be utilized, as in Germany 
and Austria, by the establishment of standard grades of colored tales. 

The machinery to be used depends on whether the tale is fibrous, 
foliated, or massive; hard or soft; of uniform or variable grade; pure or 
impure. In some cases, it is possible to change the mining practice or to 
utilize different sections of the deposit in order to vary some of these 


factors, but in many cases these factors are fixed, so the milling must be 
designed to suit the conditions. 


* Published by permission of the Director of the U. §. Bureau of Mines. 
{ Mineral Technologist, U. S. Bureau of Mines. 
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ProcrssEs AND MacHINES Now IN UsrE 


Crude tale from the mine, in many cases, is too moist and sticky to 
permit of efficient milling without first being dried. Sometimes it is 
dried in heaps exposed to the air; sometimes on a steam-heated, iron, 
drying floor; and sometimes in rotary, direct- or indirect- heat dryers 
fired with coal, coke, or steam. If direct-heat dryers are used, coke must 
be the fuel so that the color of the tale may not be impaired by smoke 
and soot. Where drying is necessary, rotary dryers are preferable. 

Dryers may be essential in some mills; in others, they may be used 
only occasionally or they may be omitted entirely, especially if proper 
precautions are taken in mining. 

The machinery for the primary reduction of tale rock does not differ 
essentially in various parts of the country. Crushing to about 114 in. is 
usually done in jaw crushers of the Blake type, although for large pro- 
duction gyratory crushers might be used to advantage. Rolls or rotary 
crushers reduce these lumps to about 14 in. Between the primary and 
the secondary crushers there should be a rotary screen, which will re- 
move material fine enough to pass the discharge opening of the secondary 
crusher. 

The next step is accomplished by a variety of machines. The prin- 
cipal types used are the Raymond roller mill, the Fuller-Lehigh mill, 
various types of vertical and horizontal emery and burr mills, pulver- 
izers of the swing-hammer and other types, so-called disintegrators, the 
Hardinge conical mill, and other continuous and intermittent types of 
ball and tube mills. These machines are followed by inclined vibrating 
screens, rotary screens, silk-bolting reels, or various systems of air sepa- 
ration; or the product may be bagged direct. Where screening or air 
separation is used, the product is conveyed to bins and then bagged. 
The product is carried from one stage of reduction to the next by bucket 
elevators, and belt or screw conveyors. 

In the selection of all crushing, grinding, separation, and handling 
machinery care should be taken not only to provide sufficient capacity 
but some reserve; also that the capacities of the various machines are in 
proper proportion to one another. In one mill, the secondary crusher 
was too small for the rest of the plant, so that the mill capacity was 
lowered to the capacity of that crusher. Another mistake is to gage 
the capacity of a mill by the rated capacity of each machine running 
full time; it is impossible to maintain the maximum rated capacity for 
all machines simultaneously for any length of time. : 

The coarse and secondary crushing units are usually fairly efficient, 
but the full value of such machines is often not utilized. It is a funda- 
mental principle that material already crushed fine enough should be 
removed before passing through the next reduction unit. Feed to a 


84 IMPORTANT FACTORS IN TALC MILLING EFFICIENCY 


crusher making a 114-in. product should be freed from all material finer 
than 114 in. by screening. If allowed to go through the crusher, it not 
only reduces the capacity of the crusher for doing useful work but it 
tends to cushion the crushing effect on the coarser material. When 
belt. conveyors are used to feed crushers, a magnetic pulley at the dis- 
charge end is advisable. This removes all tramp iron, and not only 
protects the machines from injury but keeps out fine iron which may 
contaminate the finished product. 

Opinions have differed widely as to the most efficient type of fine 
grinding and separating machinery, but certain fundamental principles 
should be recognized. First, the feed to a machine grinding to 200 
mesh should not be over 34 in., and 14 to 3¢ in. or finer is to be preferred. 
The very fine grinding of coarse material in one stage is not efficient, no 
matter what type of machine is used. Second, continuous operation is 
to be sought instead of intermittent, as in the case of certain types of 
pebble mills now in use. 

Screening or bolting of material finer than 100 mesh is usually ex- 
pensive, slow, and inefficient, though good results have occasionally been 
obtained, under careful competent supervision. Where dry grinding is 
used, some system of air separation is the cheapest and most efficient 
method of grading very finely ground tale. It has not been proved that 
fibrous tale from New York State, which contains fibers, flakes, and 
rounded grains, can be successfully separated by air, for, without fairly 
close sizing, large thin flakes settle in air at the same rate as small rounded 
grains. But here the problem may be solved by selective mining, close 
sizing before air separation, improvement in the design of air separa- 
tion machinery, or the use of more than one separator in a closed circuit 
with the fine-grinding machinery. 


Use of Ball Mills 


The efficiency of ball or pebble mills for the fine grinding of tale is 
in dispute, but certain facts seem to be established. Pebble mills of the 
intermittent type, or “dump cylinders,” are not economical; they are 
slow and have a small capacity. The finished product is not uniform 
and its grade is dependent on the opinion of the man in charge, as it is 
not mechanically controlled. As the grinding progresses, the inefficiency 
increases: the most active grinding is done in the first hour, for the fine 
tale gradually cushions the impact of the pebbles and little grinding is 
done at the end. In one mill 5000 Ib. of pebbles are used to one ton of 
talc in a mill revolving for 5 to 7 hr. at 22r.p.m. Inroller mills, which are 
continuous in operation, equipped with air separation, when the tale is 
ground sufficiently fine it is automatically removed, so that the full 
crushing effect is continuously applied to the coarser material. Such 
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mills may have a capacity of about 5 tons per hour when producing a 
200-mesh product. 


Use of Tube Mills 


Tube or pebble mills with continuous feed and discharge may be 
necessary in the milling of fibrous tale or tale mixed with tremolite; they 
may also be economical with certain other tales, but the use of three or 
four large tube mills in tandem with no screening or separation between 
the mills nor for the sizing of the finished product is neither efficient nor 
economical. A good product is made by one tale producer by the use 
of short tube mills, but each mill is followed by bolting reels, which return 
the oversize for regrinding. In a plant being erected, a Hardinge mill and 
a large tube mill will be used with an air separation between them and 
another at the end of the tube mill; the coarse material from each 
air separator will be returned for regrinding. One plant practising close 
sizing between mills consumes 61 hp. per ton per hour; a plant that 
neither sizes nor separates between mills consumes over 375 hp. per ton 
per hour. Though there is some difference in hardness between the 
tales ground in these cases, it is not enough to account for this dif- 
ference in power consumption. 

One argument given for the use of tube mills is that no iron produced 
by attrition of grinding surfaces can contaminate the product of a pebble 
mill lined with siliceous brick or pebbles. But iron can enter the pebble 
mill from the primary and secondary crushers. Furthermore, grinding 
machines in the most modern plants manufacturing the highest grades 
of toilet powders have all-iron grinding surfaces. It is stated that 0.5 
per cent. of iron is not injurious in talc used for filling paper; that is, in 
milling a tale naturally free from iron, 10 lb. of metallic iron per ton of 
tale may be added without injury. Ina mill producing 5 tons per hour, 
this would amount to 50 lb. of iron per hour, an amount of attrition 
that no mill could possibly produce and still be of practical use. 


Vertical Roller Mulls 


Where a large capacity at uniform fineness is desired, a vertical roller 
mill is probably the most efficient for soft tales. Such a machine, with 
automatic feed, in which the product is continuously removed by a 
current of air introduced from outside, is used in some of the best 
designed plants. For smaller capacities of fine material, swing-hammer 
and similar types of pulverizers and disintegrators and vertical emery 
mills equipped with air separation are used. Some types of these 
machines are suitable only for coarse material, 40 to 100 mesh, but when 
equipped with air separation, these mills may be used to produce a 
certain percentage of 200-mesh product. The tailings from the air sepa- 
rator must be carefully reground or sent to screens making a coarse 
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product. The tailings from all mills can be continuously returned for 
regrinding, but as there is a demand for coarser material, they are often 
sized and sold to the roofing industries. The best type of screen for 
this purpose is the flat, inclined, vibrating screen. 


Horizontal Burr Mills 


The inefficiency of horizontal burr mills, compared with vertical 
emery mills, for the grinding of most talc, seems to have been definitely 
established, as they have been discarded by nearly all producers. 


Selection of Mill 


The best type of hammer mill, pulverizer, disintegrator or emery mill 
for the grinding of a tale from a new deposit can be determined by a 
careful comparison of the physical properties of this tale with those of 
other tales now successfully ground; or by actual tests made by com- 
panies selling grinding machinery. But whatever machines are used, 
the product from the last grinding machine should be carefully sized 
either by bolting or by air separation. No grinding machine can be 
relied on to produce continuously a fine uniform product without screen- 
ing or air separation. Furthermore, the final, sized product should be 
tested frequently by hand screening. Probably nothing has injured the 
tale industry so much as the marketing of non-uniform, improperly sized 
product. 

The finished products from all machines may be bagged by hand, 
but the cheapest and most efficient results are attained by the use of 
automatic bagging machines,! provided with ample bin capacity. 


Grinding 300-mesh Material 


With the Raymond, the Sturtevant, or similar air separation systems, 
a small amount of almost impalpable dust is produced. This is usually 
of very high grade but it cannot be obtained in large enough quantities 
to warrant its exploitation. No machine now on the market can produce 
by air separation such fine material in large quantities at a cost that will 
permit its sale at a reasonable price, for with increasingly fine grinding, 
the machine capacity is rapidly reduced, proportionately increasing the 
cost per ton of product. But one plant has found that a somewhat 
larger production of this grade may be obtained at only a slightly increased 
cost, by using a secondary system of dust collectors in conjunction with 
the primary air separation system. If the demand for very finely ground 
material, that is through 300 mesh, increases it may be necessary to use 
wet grinding and water classification. 


1Bureau of Mines, Reports of Investigations (August, 1919). 
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Electric Motors and Bins 


Most of the older plants are steam driven, but there is a tendency to 
install electric drives in new mills and in the remodeling of old mills. 
Individual motor drives for each important machine have many advan- 
tages; in one mill, each motor has its own voltmeter, ammeter, and 
circuit breaker. This permits an accurate record to be kept of the per- 
formance of each machine and is valuable ih checking efficiency and in 
estimating the cost of producing different grades of tale. A recording 
wattmeter would also be valuable. . 3 

A point in mill design often overlooked is that of providing ample bin 
capacity for crude tale, crushed rock, and for several grades of finished 
products. Most mills have adequate capacity for one of these, but rarely 
for all three. Bins are not expensive but they are of great value in in- 
suring steady production when the mine is temporarily closed or when 
sections of the mill are shut down for a few hours. Among the objec- 
tions to the use of bins for finished products are: that if through accident, 
improperly ground material is made a large quantity of good tale in the 
bin is contaminated; and that certain tales when finely ground are very 
sticky and will not flow freely from a bin. The first objection may be 
removed by using a bin divided into compartments and frequently 
checking the product by screen tests. The use of several compartments 
is advantageous, in any circumstances, in order that several grades 
of product may be made. Frequent screen testing is likewise desirable 
in order that a high quality may be maintained; in several mills screen 
tests are made every hour. The second objection may be removed by 
heating the inside of the bins with exhaust steam, or by installing some 
system of mechanical stirring, or agitation. Finely ground material 
if dry and warm will often flow freely, when it will not flow at all if 
cold and slightly moist. 


DISCUSSION 


R. B. Lapoo.—There are no definite specifications for the selling of 
tale and I have not found a consumer who could tell exactly what he 
wanted. He tries a sample and if that is satisfactory he uses that talc. 
In fact, the tests are so poor that consumers have refused one kind of tale 
and accepted a tale made in just the same way, saying that it was 
satisfactory. 

The first thing needed is to devise specifications. Certain consumers 
demand a tale with a slip, but no one can define or measure slip. There 
are no specifications whatever for those tests. So, first, the tests must 
be devised. ‘The idea that fibrous tale must be used in the paper, paint, 
and other industries was probably originally fostered by some producers 
of that material. Asa matter of fact, the fibrous talc is not so well fitted 
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for paper as the granular tale, for unless it is carefully prepared the fibers 
are apt to pierce the paper and make a bad spot. Less fibrous than 
granular tale is now used in paper. Some paint men object to fibrous 
tale because the fibers, if long, are apt to upend themselves in a film of 
paint, and be brushed off, leaving an opening. ‘The tale men have not 
taught the consumers the uses of the various varieties of talc. 

S. H. Dorsuar, San Francisco, Calif —To what extent is it possible to 
vary the amount of grit in the finished product by a selection of grinding 
machinery? Also, what results have been obtained with water flotation? 

R. B. Lapoo.—The grinding test referred to has not been completed. 
All the screen tests have been made. The silica determinations have not 
been made, but from microscopic examinations of material remaining on 
the screens it seems probable that a method can be devised whereby prob- 
ably 80 per cent. of the silica can be removed. The talc in question 
was foliated and when ground broke up into fine, thin scales, whereas 
the quartz was in little, rounded grains. I believe it is possible to grind 
that tale in either a Raymond roller mill, by which the coarser particles 
can be removed continuously from the inner cone, or by some form of a 
hammer mill equipped to throw out the heavier particles. I think that 
by one of these methods most of the grit can be eliminated. 

If the tale is granular, I doubt if this could be done because the specific 
gravities of tale and silica or quartz are about the same, and when ground 
probably the grains would be about the same size. It would be difficult 
to separate grit or silica from talc in the case of a granular tale. Wet 
grinding and water flotation have not been practiced at all. Some experi- 
ments have been made, but no definite results have been obtained. I 
think that eventually the finer grades of talc, possibly the 300 mesh and 
finer, will have to be made by this method. I understand, however, 
that by air separation they are able to make a product of 350 mesh; 
but that would not apply to all tales. 

S. H. DotBrar.—TIf talc is fibrous it can undoubtedly be floated; we 
have succeeded in floating fibrous material, such as asbestos, with excel- 
lent results. 
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Relation of Gypsum Supplies to Mining 


By D. H. Newtanp, AtBayy, N. Y. 


(Wilkes-Barre Meeting, September, 1921) 


CERTAIN observations from the field and laboratory suggest the need 
for recasting some of our ideas about gypsum as a rock-forming mineral 
and in relation to supplies for industrial use. Until about 25 years ago, 
the use of gypsum was confined almost entirely to agriculture. During 
the past quarter century, though, its usefulness has been greatly de- 
veloped, particularly in the building trades, which now absorb most of 
the gypsum produced. In 1919, according to the U. S. Geological Survey, 
the output of crude gypsum was 2,240,163 tons, a gain of 912 per cent. in 
25 years. About one-half of this production was mined in New York, 
Ohio, and Michigan, where the proved supplies can hardly be regarded as 
over-large when viewed in relation to the rapid expansion of industrial 
requirements. 

The occurrence of gypsum in the United States is treated by R. W. 
Stone and others. The deposits of Canada are described by L. H. 
Cole.? Several states, including Kansas, Oklahoma, Iowa, Michigan, and 
New York, have made special surveys of their gypsum deposits, but 
the reports, as a rule, refer to conditions as they existed from 15 to 20 
years ago. 


ASSOCIATION OF GYPSUM AND ANHYDRITE 


The two calcium sulfate compounds, gypsum (CaSO,4'2H20) and 
anhydrite (CaSO,), are the more stable forms of a series which includes 
at least two other members, so-called half-hydrate (CaSO4.}¢H2O) and 
soluble anhydrite (CaSO,). Each of the latter readily takes up water to 
recrystallize as gypsum and consequently is incapable of existence under 
ordinary geological conditions; also each can be prepared from gypsum 
by the application of heat within certain temperatures, the process on 
which is based the manufacture of commercial plasters. If the tem- 
perature limitations are not observed, the result of the calcination process 
will be insoluble anhydrite which, compared with the soluble form, takes 
up water very slowly so as to be of no practical use, although actually it is 
soluble and in time is convertible into gypsum like the other forms. 


1U. 8. Geol. Survey Bull. 697. 
2 Dept. of Mines, Canada. Ottawa, 1913. 
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The association of anhydrite with gypsum is rather common in 
deposits that have heen mined or explored beyond the outcrop zone, that 
is to a depth of over 100 ft. (30 m.). A study of these occurrences would 
indicate that the form which calcium sulfate takes depends on environ- 
ment; that is, the combination of physical and chemical conditions that 
pertains to any particular region above or below ground. There is 
nothing unusual about such relation in the occurrence of minerals in 
general, but its probable bearing on the question of gypsum supplies 
justifies some effort in the investigation of the details. 

Van’t Hoff and his associates,? in their experimental work on the 
minerals of the Prussian potash deposits, found that solutions of calcium 
sulfate, when evaporated in open containers, and therefore under atmos- 
pheric pressure, deposit gypsum or anhydrite according to the tempera- 
ture reached at saturation. Up to 66° C. gypsum separates, above that 
limit anhydrite; however, if the solution contains other salts, the bound- 
ary temperature for gypsum-anhydrite will be lowered. In the presence 
of sodium chloride, anhydrite begins to form at 30° C. and the gypsum 
deposited below that temperature will, in contact with a solution satu- 
rated for sodium chloride, change into anhydrite. In the evaporation of 
sea water, the crystallizing point of anhydrite is 25° C. 

From these data, it appears that the deposition of gypsum and 
anhydrite at atmospheric pressures is not simultaneous, but each sub- 
stance crystallizes during a separate range of temperatures, which is 
lower for gypsum than for anhydrite. Therefore, in the evaporation of 
marine and saline lake waters, which undoubtedly were the sources of 
most of the calcium sulfate deposits, it would appear that the prevailing 
precipitate is likely to be anhydrite rather than gypsum, for such waters 
contain salts that must lower the boundary temperatures within the 
range of those ordinarily reached in dry climates. 

It requires only moderate temperatures to expel the combined water of 
gypsum. Chemists are familiar with the fact that prolonged grinding in 
a mortar will drive off a considerable part, and it would be possible, un- 
doubtedly, to make half-hydrate in a pebble mill with no other heat than 
that developed by friction of the apparatus, although perhaps not in a 
practical way. Observations in regard to the temperature necessary to 
effect complete expulsion of the water are somewhat conflicting. An un- 
verified reference states that Shenstone and Cundall‘ dehydrated gypsum 
at 70° C.; Le Chatelier® places the required temperature at 163°C. Time 


*See especially Van’t Hoff and Weigert: Sitzungsber. k. Akad. Wiss. Berlin 
(1901) 140. 


‘ Jnl. Soc. Chem. Ind. (1907), 26, 735. 


5 “Experimental Records on the Constitution of Hydraulic Mortars.” Tr. by 
J.L. Mack. McGraw. N. Y., 1905. 
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and fineness of sample are factors that must be considered, and the time 
element cannot be satisfactorily gaged from laboratory experiments. 

In view of the considerable change in volume (30 to 40 per cent. de- 
crease) that accompanies the transformation, it is reasonable to suppose 
that pressure lowers the temperature of dehydration wherever there is 
opportunity for the released water to find escape. This is generally 
provided by the porous nature of the surrounding sediments, so that 
anhydrite may result under conditions like thdése represented, for example, 
by the burial of gypsum beds under a cover of sediments which provides a 
permanent load where the temperatures, corresponding to the gradient of 
heat are perhaps but little higher than the averages at the surface. The 
latter conclusion cannot be confirmed directly by laboratory experiment ‘ 
yet it appears well founded in principle and agrees with observations that 
have been made in the field. The inference to be drawn from the in- 
formation at hand is that gypsum becomes unstable under conditions of 
moderate temperature and permanent load such as characterize all deeper 
deposits in the extensions of the outcrops. 

On the other hand, anhydrite represents the unstable sulfate at 
atmospheric pressure and average surface temperatures. The preva- 
lence of gypsum at the surface, its deposition by ground waters or 
in open cavities below the surface (veins), and the actual process of 
hydration which can be followed in samples of anhydrite exposed to 
the atmosphere, witness this fact. The change of anhydrite to gypsum 
in connection with some of the western deposits was described by 
A. F. Rogers,® who seems to have been the first to note the occurrence of 
the former as a rather common mineral in this country. The same transi- 
tion has been observed by the writer in many deposits that have been 
explored in depth. The process of hydration has been in progress, no 
doubt, wherever anhydrite, by erosion, faulting, or other agency, has been 
brought to the surface or so near the surface that the pressure developed 
by the 50 per cent. or so increase in volume could find relief against. 
the counter effects of load. 

The record of an interesting experiment to determine the time required 
for gypsum to change into anhydrite came to the writer’s attention while 
preparing this paper. The experiment originated with H. E. Kramm, 
who unfortunately did not live to complete it, and has been described 
by A. C. Gill.? About 50 gm. of natural anhydrite from Windsor, NSS, 
broken to pass a 6 or 8-mesh screen, were placed in a bottle, which was 
then filled with water and closed. Some lumps of dead-burned gypsum, 
or artificial anhydrite, prepared by heating gypsum from Hillsboro, IND BY, 
for 314 hr., to a maximum temperature of 560° C., were put into a second 
bottle, with water. Both containers were closed by a screw cap, but not 


6 School of Nes Quarterly (1915) 36, 123-142. 
7 Jnl. Amer. Ceramic Soc. (Jan., 1918) 1. 
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hermetically sealed. On examining the bottles six years later, it was 
found that the water had entirely evaporated and that the anhydrite had 
become an aggregate bound together by an intergrowth of gypsum 
crystals, which in some cases had attained a length of 44 in. The natural 
anhydrite had taken up 8.29 per cent. water, which shows that 34.15 per 
cent. gypsum was present. The dead-burned gypsum held 18.8 per cent. 
water, corresponding to a gypsum content of 87.46 per cent. On account 
of the evaporation of the water of the containers, the transformation 
process could not have gone on throughout the entire six years; conse- 
quently it must have been more rapid even than was indicated. 

That anhydrite takes up water rather readily at the surface can be 
confirmed by observation of material exposed to the weather, as in the 
case of old mine dumps. In one such instance, anhydrite that had lain 
in the open for two years had accumulated a coating of gypsum that was 
readily discernible to the eye. 

The change to gypsum is a process of solution and recrystallization. 
Its progress is affected by pressure, temperature, and presence of 
other salts in the solvent. Alkaline chlorides and sulfates assist solution, 
and it may be believed that saline waters like those that have been in 
‘contact with salt beds, which are not infrequently found in the same 
formations as gypsum and anhydrite, have been effective in the hydration 
under natural conditions. 


Derrtu IN RELATION TO Gypsum BeEpDs 


In view of differences of stability, it is to be expected that the field 
distribution of gypsum and anhydrites will conform to variations in 
environment and that, in general, their occurrence will not be coincident. 
While the transformation of anhydrite to gypsum, or the reverse, requires 
time, the period will be inconsiderable in most cases, compared with the 
long periods required to produce essential modifications of environment. 
In short, as a rule, the occurrence of gypsum and anhydrite should accord 
with their physical and chemical properties as related to existing geo- 
logical conditions. 

One of the more obvious relations that may be used as a guide to 
the geological distribution is depth from the surface, or better, perhaps, 
the vertical load; the two are not necessarily convertible terms. Most 
gypsum deposits are intercalated seams in a sedimentary series of shales and 
limestones or shales and sandstones. In the eastern districts and in most 
of those in the Middle West, the strata show little folding or faulting, but 
lie nearly horizontal or with a fairly regular dip in one direction. The 
load for such cases may be closely approximated from the depth, averag- 
ing around 115 lb. to the square inch for each 100 ft. of section. The 
presence of folds, fissures, or other structural irregularities will modify 
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the calculation, as happens in several districts where gypsum has been 
mined. This is also exemplified by the occurrence of gypsum in veins, 
which may exist at great depth, relatively, without involving any con- 
siderable load. 

Under constant or slightly variant conditions of temperature and 
ground water, it is to be inferred that with increased load a limitis reached 
where gypsum is unstable and changes over into anhydrite. Similarly, 
anhydrite under relief of pressure will recryétallize as gypsum. ‘Trans- 
formations of this character may have occurred repeatedly in connection 
with calcium sulfate deposits of the older geological formations from the 
time of their accumulation in open waters, so that it is impossible to trace 
the present beds through the different changes to the original precipitates. 

There is considerable information at hand to show that the range of 
stability for gypsum under vertical load is so small that it will have to be 
given serious consideration in connection with the question of future 
mine supplies. The most circumstantial evidence comes from the mines 
in the East, where operations have been in progress the longest time. In 
western New York, where the deposits may be followed from the outcrop 
under an increasing cover in the direction of the dip, anhydrite begins to 
appear at 150 ft. (45 m.) or less and within the next 100 ft. becomes the 
predominant mineral. It is a fair inference that 250 to 300 ft. marks the 
limit beyond which gypsum cannot be expected in any considerable 
quantity, that is in its usual form of occurrence as seams under permanent 
load. Such gypsum as is found below that limit is the result of some 
special structural feature, to be considered on its merits. With reference 
to the deposits of Michigan, Grimsley® says that anhydrite is the preva- 
lent form for depths below about 500 ft. In southern Ontario, the condi- 
tions are the same as for western New York. The relations in the Middle 
West are not so well known, as the only record obtainable is connected 
with the shaft at Centerville, lowa, which was sunk in the last few years 
to open a gypsum deposit at the depth of 533 ft. As anhydrite 
occurs with the gypsum, or in separate bodies at least, the evidence is not 

her conclusive. 
ie en: generally are not of much service, as they are likely to 
show all the calcium sulfate in the form of gypsum, on account of the 
similarity in appearance of the two minerals in a granular condition, like 
the drillings made by oil-well rigs, which have generally been used. Itis 
quite probable that some of the reported discoveries of thick gypsum beds 
in the salt mounds of the Gulf coast at depths of 1000 ft. and more are 


8 “Gypsum of Michigan and the Plaster Industry,” 84. Geol. Survey of Michigan. 
Lansing, 1904. 
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region probably come within the class of structures that are an exception 
to the prevailing methods of occurrence where pressure is a direct factor 
of depth. 

The writer is aware that certain gypsum districts offer difficulties in 
the application of the principle of a vertical arrangement of the two 
sulfate compounds, and that apparent anomalies may be found in many 
places. Such must be examined with the fullest attention to environ- 
mental conditions to uncover the real situation. R. C. Wallace,® in a 
paper on the Manitoba deposits, refers to a section in which 104 ft. of 
gypsum at the surface is succeeded by 25 ft. of anhydrite and this by 5 ft. 
of hard gypseous rock, and states that although the lower part of the 
upper gypsum shows evidences of having been formed from anhydrite 
the main body is probably in the same condition as it was when precipita- 
ted. The presence of gypsum below the anhydrite, on the other hand, 
is regarded as evidence that the anhydrite also is original. From the 
description, it would seem possible to explain the occurrence on the basis 
of an anhydrite bed that is undergoing change to gypsum but still in- 
complete in the lower zone. ‘The lowermost bed of hard gypseous rock, 
also originally anhydrite, may have some physical characteristics that 
have assisted the change to gypsum before the upper bed was completely 
transformed. Such explanation is only suggested, as the present writer 
is unfamiliar with the district. The association of gypsum and anhydrite 
in Nova Scotia is also an apparent exception to the general rule and 
needs to be studied on its merits. It may be noted that the anhydrite 
in that region is generally found on steep slopes and cliffs, which probably 
have resulted from rather recent faulting, while gypsum is the prevailing 
mineral in deposits situated on flats and gently sloping ground. 

On the basis of the evidence afforded by deposits that have been most 
fully explored, the conclusion seems fairly justified that the distribution of 
gypsum is rather closely controlled by environment and that pressure is 
an important factor in that connection. Observation in the Salina 
districts indicate that a depth of about 300 ft. (91 m.) is sufficient to 
hold up the transformation of anhydrite to gypsum. The evidence, 
admittedly, is not sufficient to give general effect to this deduction, but 
it is not improbable, at least, that the critical depth elsewhere will be 
found to be of moderate proportions. 


PuHysicaAL FEATURES OF Deposits 


The common method of occurrence of calcium sulfate deposits is in 
seams or beds, to which the sulfate content undoubtedly is primary—an 
accumulation in the lake or marine basins in which the accompanying 
limestones, shales, or sandstones were laid down. But some deposits, 
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though few in number and of minor importance for gypsum mining, 
have resulted by the reaction of sulfuric-acid waters on limestone in 
place, or from solution of the sulfate and its reprecipitation elsewhere. 

Too much reliance may be put on the bedded appearance as an 
indication of the extent and uniformity of gypsum bodies. This appear- 
ance signifies little more than a broadly conformable arrangement with 
the enclosing strata and a development along the bedding planes more 
or less comparable to individual seams, say," of limestone or sandstone. 
As to the actual extent, outline or individual peculiarities of a deposit, 
only one guide can be safely used—exploration: Evidence taken solely 
from outcrops is likely to prove delusive, if used as a basis for estimating 
supplies. 

Calcium sulfate exists in marine and like waters in small proportions. 
To account for the formation of beds 15 or 20 ft. thick, which are not 
uncommon, it is necessary to assume the evaporation of tremendous 
volumes of water, for 1 ft. of calcium sulfate represents the precipitated 
content of about 1400 ft. of sea water of the average salinity. Basins 
sufficiently deep to allow the evaporation of a quantity of water suf- 
ficient to precipitate the sulfate deposits in a single stage can hardly be 
regarded as within the realm of possibility. The explanation must lie 
along other lines. One factor that may have a bearing on their origin is 
that of re-concentration on the surface. The original deposits, thin and 
widespread, may have undergone a prolonged process of reworking on, 
or near, the surface with transfer of the sulfate by erosion and solution to 
local depressions in the basin, there to be reprecipitated. In that way, a 
substantial part of the sulfate within a wide area would be concentrated 
in beds of minor areal spread but of considerable thickness. This might 
be’expected to bring about a reversal of the normal order of occurrence 
of the salt and calcium sulfate, which seems to be the usual condition, 
wherever the two materials are present in the same formation, as in 
New York, Michigan, Ohio, Kansas, etc. 

At any rate no explanation of the origin of the deposits can be con- 
sidered satisfactory that does not take into account the variations in the 
sequence, outlines, and makeup of the beds in different areas of the same 
district, a variability that is the rule rather than the exception. 

In the semi-arid regions of the West, the deposits of gypsite (earthy 
gypsum) occupy small depressions in river flats, also the bottoms of lake 
basins, the waters of which have shrunk or disappeared. Red clay is the 
characteristic surface material and invariably surrounds the gypsite. 
Within river flats, the bodies of gypsite are seldom more than four or five 
acres in extent, but have the most varied outlines; there is little doubt 
that the depressions represent abandoned parts of the stream channel, 
since filled with gypsite. The calcium sulfate has been brought into 
place by percolating waters from the higher ground and from beneath the 
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beds, where they have come in contact with rock gypsum. The lake 
deposits lie in the lower central parts of the basin, which almost always 
has a rim of red beds. They are practically continuous throughout their 
extent, which may reach several square miles. A seasonal distribution 
of the rainfall seems an essential factor in the production of the deposits; a 
subsurface flow during wet periods takes place from the higher ground 
into the basin where it moves upwards by capillarity and under hydro- 
static pressure to deposit the gypsum by evaporation, which proceeds 
rapidly in the dry season. At the bottom, the deposits are usually moist 
even in the driest weather. 

Although there is no close analogy between such contemporary basin 
deposits and those formed under the environment of, say, Salina time 
from marine waters that had been barred off from the sea, they supply 
an interesting illustration of the relative rapidity with which calcium 
sulfate undergoes solution and concentration at the surface. 

Single deposits in New York and Ohio have been well enough explored 
to indicate the general outlines. Their areas are measurable in terms of 
acres, or at most a few square miles, and they are incomparably smaller 
than the areas occupied by the formations that contain them. Each 
deposit is a unit by itself, with its own characteristics and physical con- 
formation. To what degree these individual features reflect conditions 
of original environment it is difficult to determine in view of the long 
periods of time that the deposits have been under influences that make 
for change and the facility with which both gypsum and anhydrite yield 
to them. It is a case for special study, and no general statement would 
be of much value. 


FEATURES RESULTING FROM SOLUTIONS 


Gypsum and anhydrite are among the most soluble materials that 
ordinarily appear in outcrop. ‘Their solubility is considerably less in pure 
water than in water containing other salts, like alkaline chlorides. It 
amounts, for gypsum, to 1 part in 378 parts water, and for anhydrite, to 
1 part in 479 parts water, at a temperature of 24° C. Although, ab- 
stractly, this implies a condition of relative insolubility, from a geological 
standpoint it means a fairly soluble rock, which succumbs to meteoric 
waters more easily than limestone and is only exceeded in that respect 
by rock salt among the common minerals. 

The activity of ground waters in taking up calcium sulfate is observ- 
able everywhere that deposits are within their reach, for all springs and 
wells in gypsum districts are heavily mineralized. Such “gyp” waters 
are sometimes useful guides to the prospector in areas where gypsum 
does not appear in outcrop. From the standpoint of industry and house- 
hold supply, they are distinctly obnoxious, although it is possible after 
treatment to use them in boilers. In certain districts, bodies of pure 


water exist below the shallower circulations that carry gypsum, and such 
may be developed by artesian wells. 

Solution of the exposed edges of gypsum deposits leads to irregular 
outcrops, marked by wavy, indented, or dissected bodies separated by 

. barren intervals, with settlement of the roof, and in a further stage to 
the disappearance of the whole outcrop. In thin seams, like those found 
in the Akron and Oakfield districts of western New York, the undimin- 
ished gypsum is first encountered under cover of 20 to 40 ft. of rock, 
although adjacent limestone beds show little effects of solution. The 
occurrence of gypsum near the surface produces peculiar drainage features 
through settlement and caving, which go on more rapidly than the 
progress of stream adjustment. 

Outcrops by themselves are not dependable as evidence of conditions 
in the deeper zone. Overestimation of their importance has been one of 
the chief hazards of gypsum mining, for which statement it is possible to 
find substantial basis in almost all of the older fields. They have also 
been given undue value, probably, in calculations of geologists in regard 
to the resources of some of the important districts. 
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SUMMARY 


The association of anhydrite and gypsum is a common feature in 
districts where exploration has reached beyond the superficial zone. 

Comparison of the physical and chemical constants of the two minerals 
indicates different degrees of stability under conditions represented by 
natural environment. Their distribution is not generally coincident, 
but is regulated by conditions of temperature, pressure, and solvent 
waters. 

Gypsum is the stable form under ordinary atmospheric temperatures 
and pressure. It has a small vertical range of occurrence. In those 
districts where exploration has supplied reliable information as to the 
depth of the gypsum zone, the limit seems to be reached at not over 500 
ft. and in one or two districts at not more than 250-300 ft. vertically 

Anhydrite succeeds gypsum in depth where pressure contributes to 
the stability of the mineral with the more compact molecular arrange- 
ment. In the case of flat seams that support the full load of rock cover 
corresponding to the depth, estimated at 115 Ib. to each 100 ft. of cover, 
the process of hydration is held up at the indicated limits and for any 
further increase of load, anhydrite is the permanently stable form. The 
change from the anhydrous to hydrous form calls for a volume increase 
of around 50 per cent. nee 

The physical structure and characteristics of calcium sulfate deposits 
are considered with reference to their bearing on mine exploration. 
Bedding is not necessarily an indication of regularity or continuity. 
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Deposits are local accumulations and each district should be treated on 
its merits as an independent unit. Exploration by core drilling is the 


most satisfactory method of estimating conditions ahead of mining. 


Surface observations are conjectural and often unreliable. | 

Solution by ground waters is an important factor in producing second- 
ary modifications of beds. Outcrops may fail entirely if the beds are 
thin. Wastage at the surface tends to shorten the range of gypsum 
occurrence, and mining complications are brought about by differential 
solution effects that are evidenced by mud seams, caves, and sinks. 
Gypsum ranks as the most soluble of the minerals that commonly appear 
in outcrop. 

Veins and cavity deposits constitute an exception to the prevailing 
order of arrangement, and this is possibly true of the sulfate occurrences 
represented by the Gulf coast mounds, inasmuch as their structure implies 
a relief of load that admits the existence of gypsum beyond the usual 
depth for a loaded seam. 

Altogether, gypsum represents a somewhat special field of mining 
geology wherein exists a need for systematic study, which is likely to be 
appreciated more and more with the continued progress of the industry. 
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Application of Ball-miils in Southeast Missouri 


By Lewis A. Deiano,* E. M., Bonne Terre, Mo., and Haron Rasuina,} B. M. E., 
Lrapwoop, Mo. 


(Lake Superior Meeting, August, 1920) 


Ir HAs been generally recognized that, owing to the extreme friability 
of galena, fine grinding has a tendency to cause excessive sliming of the 
mineral, so operators of lead mills have attempted to avoid this condition 

_ by commencing concentration at as coarse sizes as any mineral is freed. 
Jigging has been the basis of the milling process, making a clean coarse 
concentrate and a large amount of tailing, which was considered suffi- 
ciently low-grade to be rejected. However, developments and improve- 
ments in concentration processes are everywhere changing the low-grade 
tailing of yesterday into material worth re-treating today. Investigations 
of the work of the Hancock jig on the Bonne Terre ore have shown 
that the best results to be expected will give a tailing assaying 0.75 per 
cent. lead; the average for all conditions and grades of ore will be between 
0.80 and 0.90 per cent. By crushing the jig tailings in ball-mills and 
retreating by tables and flotation, a tailing of considerably lower grade 
can be made; the problem then becomes an economic one of increased 
crushing costs versus higher recovery. In considering the entire elimina- 
tion of jigging, the increased smelting charges due to a greater amount of 
slime galena will be counterbalanced by the lower operating cost, in- 
creased recovery, and the many advantages of a simpler flow sheet. 

In developing these problems in the Bonne Terre mill of the St. 
Joseph Lead Co., a long series of tests has been carried out covering 
every stage of crushing and concentration, and a large number of possible 
flow sheets were considered and tried. Only the final results and a few 
comparisons will be given here. At the same time, a careful and detailed 
cost-keeping system has enabled us to compare milling costs with the 
various flow sheets, and to calculate the economics of the problem with 


great accuracy. 
CoNCENTRATION PROBLEM 


The ore occurs as widely scattered deposits of galena disseminated 
through limestone; it has a specific gravity of 2.8 and the following 
composition: Pb, 4.00 per cent.; Fe, 3.00 per cent.; Zn, 0.32 per cent.; 
S, 3.10 per cent.; MnOs2, 0.73 per cent.; SiOz, 4.20 per cent.; Al.O;, 
3.20 per cent ; CaO, 28.60 per cent.; MgO, 16.85 per cent. ; COz, 36.00 per 


+ Mill superintendent, Bonne Terre Mill, St. Joseph Lead Co. 
+ Mill superintendent, Leadwood Mill, St. Joseph Lead Co. 
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cent., by difference. Pyrite and marcasite are associated with the galena, 
also sphalerite and chalcopyrite, but in quantities too small to be worth 
recovering. 

As the ore is low grade, the handling of large tonnages with a low 
operating cost is essential to the maintenance of the industry, and con- 
centration is of vital importance. Approximately 20,000 tons of 4-per 
cent. ore are concentrated in the district daily, in seven mills treating 
from 2000 to 4000 tons each, and methods have been practically identical 
throughout. The ore is crushed through 9-mm. or 10-mm. (round 
hole) screens before any attempt is made at concentration. It is then 
separated over 2-mm. (round-hole) screens; the oversize forms feed for 
the Hancock jigs and the undersize is deslimed for table feed, the slime 
going to the flotation plant. Briefly then, there are three stages of 
concentration, namely, jigging on material between 9 mm. and 2 mm., 
tabling on material between 2 mm. and 150 mesh, and flotation on slimes, 
each stage forming a final concentrate and tailing. The middlings are 
recrushed in rolls and returned to the original circuit. The development 
described in this paper has eliminated the coarse concentration and 
simplified the process to tables and flotation only. 

In Table 1 is shown a screen analysis of the Bonne Terre ore as it is 
delivered from the primary crushing plant, that is, the undersize of the 
9-mm, screens, which is the point at which concentration is commenced. 
The last column was obtained by sorting each size and represents the 


TaBLE 1.—Screen Analysis of 9-mm. Undersize 


nea’ 1) | “Por Gat. Woleht /ig- ASE oll Bounce oer 100 INC reer ee ee 

| | of Ore Galena 

ab cr ee ss 
On 3| 5.6 | 1.66 | 0.093 | 

4 17.3 | 2.66 0.460 | 5.0 

6 14.3 2.94 0.420 10.5 

8 11.4 3.40 0.388 22.5 

10, 8.7 3.74 } 0.884 | 36.2 

14| 6.2 4.12 0.255 | 53.6 

20 4.9 4.48 0.220 63.8 

28 | 5.0 5.18 0.260 | 73.0 

35 3.3 5.88 0.194 | 80.4 

48 2.6 6.70 0.174 85.8 

65 1.9 8.06 0.153 90.2 

100 aL 8.26 0.174 93.5 

150. 1.5 | 7.30 0.110 97.0 

200 a | 6.76 0.183 100.6 

Through 200) 12.5 7.48 0.937 | 100.0 
Totaiaen.. 06 100.0 | 4,35 4.355 sia 
——_—_ ||! aac 
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percentage of the lead content that is freed sufficiently to give a concen- 
trate of 70 to 75 per cent. grade. It will be noticed that in the coarser 
sizes only a small proportion is freed. This is shown more clearly in 
Fig. 1, which shows the cumulative free lead in the oversize and undersize 
of any mesh screen. For example, by screening through a 10-mesh 
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Fic. 1—FREE LEAD IN ORE AT ANY 


screen, the lower curve shows that 12 per cent. of the lead in the oversize 
is free; the upper curve shows that 86 per cent. of the lead in the undersize 
is free. The preliminary separation by screens and deslimers at 2 mm. 
and at 150 mesh gives three products, which are shown in detail in 
Table 2. 

TaBLE 2.—Preliminary Separation of Crushed Ore 


Lead Con-| 
Per Cent. | Pounds Free Distribution 


tent 
. Per Cent. | Assay Per of Lead Lead per 
Material s |Pounds per) of Free Lead 
Weight (Cent. Lead | as Free 100 lb. of 
ele poe 100 Ib. of Galena Ora Per Cent. 


re 


Jig feed, 9mm. to | 
PRIDE tess meet ots weed ON 66.3 2.56 1.700 15.40 0.262 9.8 


Table feed 2mm. to 

15Ohmeshven see seis 18.5 10.30 1.912 87.17 1.670 62.4 
Flotation feed through 

L5Onesh Aare facie 15.2 4.80 0.743 100.00 0.743 27.8 
ROA OLes peice 100.0 4.35 4.355 61.30 2.675 100.0 


102 APPLICATION OF BALL-MILLS IN SOUTHEAST MISSOURI 


Of each 100 tons of ore, 66.3 tons go to the jig, 18.5 tons to the tables 
and 15.2 tons to.the flotation plant. As considerable middlings are 
reground, the total feed to all machines is higher than this, but these 
figures are a good basis for comparison. ‘The low percentage of free lead 
in the jig feed is noticeable; according to Table 2, of 2.675 Ib. (1.21 kg.) 
of free lead in the total ore, only 0.262 lb. (0.12 kg.) (or 9.8 per cent.) 
is in the jig feed. Assuming that the lead recovered from recrushed 
middlings is evenly distributed over the three concentrating stages, it Is 
reasonable to suppose that the production of concentrates will be practi- 
cally in the ratio shown in the last column of Table 2. Actual tests 
check these figures very closely, and prove that as a producer of concen- 
trates the jig is of minor importance. Asa producer of tailings, however, 
the jig has been of primary importance, rejecting over 50 per cent. of the 
ore as tailings in the coarse sizes and enabling the mill to handle large 
tonnages at low cost. 


Undersize of 9 MM. Screens 
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Fie, 2,—OvTLINE OF FLOW SHEET BEFORE BALI-MILLS WERE INSTALLED, 


1. Elevator 5. Settling tank 9. Wilfley-Butchart tables 
2, 2-mm., screens 6. Rolls 10. Pump 

3. Hancock jig 7. Deslimer 11. Dewatering box 

4 Dewatering wheel 8. Distributor 12. Wilfley-Butchart table 


Table 3 shows an average of two months’ regular operation inthe 
Bonne Terre mill in 1916, before ball-mill crushing was introduced, and 
with the flow sheet shown in Fig. 2. It is typical of the operation of the 
whole district, and is the basis from which the experiments were begun to 
determine the application of fine crushing. 
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TaBLE 3.—Results of Operation Without Ball-mills 


‘Material Tons per 24 Hr, Assay Per Cent.| Lead Content Pee asint in 
Lead Tons per 24 Hr.) Final Products 
Per Cent, 
eee 2060.00 4.00 82.400 100.00 
n . 
2 AUT descue Oma eet, ll one | 15.30 70.00 | 10.710 13.00 
§ Table. RS Tory. b): | 58.67 70.00 * 41.073 49.84 
: Hotationssti 2): 2 | 28.64 60.00 17.184 20.85 
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¥ A FYicer 28 Mn yy ee 1060.00 0.85 9.010 10.30 
&0 Table............. | 565.23 0.60 3.427 4.80 
I Mlotabions.Goe ss. 6 332.16 | 0.30 0.996 1k PAL 
A | ae eee 
PROD eee er es. as 3 1957.39 0.69 132433 16.31 


CRUSHING TESTS 


In July, 1916, a 6 ft. by 22 in. Hardinge conical mill was installedin 
No. 1 section for test purposes and experiments were commenced to 
determine the conditions for most effective work. Later a 6 by 4 ft. 
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Fic. 3.—GaATES CRUSHING DIAGRAM FOR HARDINGE-MILL TESTS. 


Allis-Chalmers ball granulator was installed in No. 3 section, and a series 
of comparative tests were made. ‘The results led to the adoption of the 
Allis-Chalmers mill, from which the grates had been removed, making 


it an open-trunnion mill. 
It should be understood that we are not advocating any ball-mill in 
The fact that the Allis-Chalmers open-end mill was 


preference to others. 
based on the 


adopted does not prove that it showed a greater efficiency, 
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laws of crushing, but that it was found most suitable for our particular 
purposes. As a matter of fact, crushing efficiency was the last thing 
considered, as it did not give a true indication of the most desirable mill. 
Fig. 1, showing the amount of lead freed at various mesh sizes, indicates 
that extremely fine crushing is not required on this ore; 96 per cent. of the 
lead is freed when the ore is crushed to pass through a 28-mesh screen, 
and practically 100 per cent. when crushed to pass through a 100-mesh 
screen. A high percentage of slime in the ball-mill product is not only 
unnecessary but is extremely undesirable because of the larger amount of 
lead going to the flotation plant. On the other hand, a ball-mill operated 
so as to give a low percentage of slime will show poor crushing efficiency. 
Table 4 shows the results of two tests with the Hardinge mill operating 
under different conditions of moisture and tonnage rate of feed. The 
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Fie. 4.—Lrap coNnTENTs, HARDINGE-MILL TESTS. 


results are plotted according to Gates’ method in Figs. 3 and 4, showing 
curves of products and lead contents. Test No. 2 shows a higher effi- 
ciency in mesh-tons per horsepower, but the product is far less desirable 
for subsequent concentration than that of test No. 1, with its lower 
percentage of slime. In view of this fact, a basis of comparison has been 
worked out to give preference to the mill and to the operating conditions 
which show the highest capacity in tons crushed through a 10-mesh 
screen, the highest ratio of tons through a 10-mesh screen per horsepower, 
and the lowest percentage of minus 200-mesh material in the finished prod- 
uct. On this basis, the comparison of the two tests shown in Table 5 
proves that test No. 1 gave better results in every respect. 

Throughout the crushing tests, the size of feed was constant, being the 
material through 9-mm. and on 2-mm. (round-hole) screens. The screen 


analysis shown in Table 4 is a good average sample of the material 
crushed. 
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TaBLE 4.—Hardinge Mill Tests With Different Proportions of Water 


Test No. 1 Test No. 2 
BONS IG00 (DOMURY SOc ceulee a feces Chk a cece, | 240.0 190.0 
Bor oonts~ waterec set poe coke eben eee k 65.8 48.1 
HOrEenGwercce festeraci Js mesion fens Ssh cece ded arcs | 51.6 51 6 
Mesh-tons per horse- j 
DOWEL tmacee re Mee alse RRM «cea Rs Oe ks 535.0 567.0 
- 
Average feed | Product Product 
Mesh Assay| Per Assay | P A 
| Per Cent.) Per | Cent. es ae Bent Per Dee Gent, 
Weight Cent.| Lead Wei: ht| Cent. | Lead Shek Cent. | Lead 
| Lead | Content | Bht) Lead Content | Velght| Tead | Content 
| - 
On 3 mee 1.44 5 2.8 
4 Tee 12) 1527 1.0 | 1.06 0.7 
6 17.6, 1eS254 820.1 tj i fe1c06 1a 0.3 | 0.94 0.2 
8 260) 2 34 uo On a8 01.00 2.4 1.0 | 0.42 0.2 
10 247d. 36) | olel 7.8/0.92| 4.5 3.5 | 0.76 1.7 
14 12.41.40] 10.8 | 8.8/0.86| 4.8 5.2 | 0.79 2.6 
20 4.3) 2.84] 7.6 | 9.0] 1.02 5.8 7.0|/0.59| 2.5 
Use nae RT 6 RR et eae ae | 9.7 | 1.04 6.4 9232 On74 Wn 4.3 
35 \yanertess | 7.8 | 1.32 6.5 8.3 | 0.79 4.1 
48 eee ae oe Heathen Osta dies 7.6 7.0016 5.7 
Gi 9 eeenidaee eeecoll pes oae | 6.0} 1.64 6.1 7.1 | 1.23 5.4 
LOOI ae aces esa ees Sesaies0) |) 8.3 8.0 | 1.43 esi 
ESO MN ceeaorreieree ee | csctas/5 8.0 | 1.24 | 6.2 | 10.6 | 1.48 907 
200 ape ieiaacictortor- Weer sree mares 3 3501/0228) eueeoo 7 62321 0e 6.9 
Through 200 Hcteiets omens eel cere 17.5 | 3.08 | 33.9 | 26.5 | 3.00| 49.6 
Totalstssear ceases « 100.0) 1.60 | 100.0 | 100.0 1.60 | 100.0 | 100.0 | 1.60 | 100.0 
TasLe 5.—Hardinge Mill Tests 
Test 1 TzEst 2 
BROTISILCOOMMELS Ave cnr etre ets vaccieke nies aver aiieciele G5 9 cases 240.0 190.0 
IPGrEcenbanwWalela meee ses cera sete ico ence sles os ws oe ven 65.8 48.1 
EIOrSepOW CLE ett eet rite Ses sec elese wa seine thas 51.6 51.6 
Capacity. tons through lO mesh ee ti5)s06 31-15. . veins boise sai 216.0 181.0 
Tons through 10 mesh per horsepower...........-++-+++- 4.18 3.51 
Per cent. slime in 10-mesh undersize.........-.-+-++++++- 23.8 33.4 
43.4 57.7 


Rericentmlesd, CONnteNt Of SHIMEG. wesc cs cass sees le teers ree 


The ball-mills were operated in open circuit in every case, and tests 
were made, as far as possible, under normal operating conditions. Over 
200 tests were made in all, but only the final results and some general 


conclusions will be given. 
Factors AFFECTING CRUSHING 


The capacity of the ball-mills and the nature of the product were 
considered to be governed chiefly by the following factors: Speed of 
rotation, weight of ball charge, nature and size of balls, moisture in feed, 


rate of feed. 
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Speed and Ball Load 


The speed and ball load directly determine the power consumed. 
Within certain limits, variations in speed did not give a marked difference 
in the work done, but the tests in this direction have not been as extensive, 
nor the results as conclusive, as we would wish. Apparently, not much 
variation is experienced between the limits of 420 to 490 ft. per min. 
peripheral speed for the cylindrical mill, and between 450 and 550 ft. per 
min. for the Hardinge. 

Variations in the ball load also have been found to be of comparatively 
minor importance. A heavy ball load consumes more power, but gives 
higher capacity, up to the point where the balls are discharging through 
the trunnion, and the amount of crushing done per horsepower remains 
practically the same. Table 6 shows the combinations of speed and ball 
load that have been found to give the best results. 


TaBLE 6.—Speeds and Ball Charges 


: , 
Git. by 22in. |S by 4 ft. Allis- | 6 by 4 ft. Allis- 
Herdinge Mil Oa ee | trunnion 
Speed, revolutions per minute. . 28 | 23 26 
Weight of balls, pounds........) 10,000 12,000 12,000 
Horsepower... gee: Soe a! 51.6 | 62.5 69.0 


Size of Balls 


The size of balls is important in determining the nature of the product. 
Balls of 5-in. diameter are necessary to crush the coarse ore; small balls 
increase the slime in the product. During the earlier tests, when cast- 
iron balls were used, considerable trouble was experienced by the breaking 
up of the balls, until the charge consisted largely of very small pieces of 
1 in. diameter or less. Samples taken from day to day during this period 
showed a gradual increase of oversize and in the amount of slime. The 
cast-iron balls were therefore replaced by steel balls from 5 to 2 in. in 
diameter. Various combinations of these sizes have been used, and the 
highest capacity and lowest slime have been obtained with a charge 
containing a large proportion of 5-in. balls. The charge now used is 
calculated to give an equal area in each size, a 12,000-lb. charge being 
made up of 5460 Ib. 5-in. balls, 4040 Ib. 4-in. balls, and 2500 Ib. of 
21¢-in. balls. New balls to make up for normal consumption are added 
weekly in the same ratio of sizes as the original charge; this practice has 
given satisfactory results. 
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TaBLE 7.—Ball Consumption Data 


a 


. Peripheral- 
5 ‘: z Open Trun- 
Mill Hardinge Mill eerneres nion Mill 
Material Cast Iron © Steel - Steel Steel Steel 
Shifts operated Serine ete oe 830 2,254 ¢ 327 1,635 1,908 
Ball consumption, pounds.... 68,585 50,500 3,370 22,312 25,521 
Tons ore crushed Soe seis a wee 56,280 151,883 28,100 149,444 198,428 
Consumption, pounds per ton. 1.218 0.332 0.120 0.150 0.143 
Ball charge, in pounds....... 2-in.,  4,500)/234-in., 6,000/5-in., 4,700/5-in., 500 5-in., 500_ 
11-in., 3,300 /2-in., 4,000 4-in., 2,950 4-in., 1,500 '4-in., 1,500 
ein, 2,200 134-in., 2,000 234-in., 2,350/234-in., 7,000/234-in., 7,000 


Moisture Content 


The moisture content of the material crushed affects the results mainly 
inthe very finesizes. A low moisture content increases largely the amount 
of slime in the product, without materially decreasing the amount of 10- 
mesh oversize. This is shown in Figs. 5 and 6, where capacity and per 
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Fic. 5.—EFFECT OF MOISTURE ON CAPAC- Fig. 6.—EFFECT OF MOISTURE ON SLIME. 


ITY. 


cent. slime are plotted against the per cent. moisture, for a series of 
tests on the Hardinge mill at 300 tons of feed per day, and the Allis- 
Chalmers mill at 375 tons of feed per day. By increasing the moisture 
from 45 to 70 per cent., the capacity of the Hardinge mill drops from 258 
to 232 tons, which is approximately a 10 per cent. decrease, while the 
slime drops from 37.8 per cent. to 25.5 per cent. a decrease of 33 per cent. 
In the case of the peripheral-discharge mill, the difference is not so marked, 
but in all cases it has been found better to sacrifice a little capacity in 
order to obtain a product with low slime content. An average of 60 
per cent. moisture is, therefore, maintained in regular operation. 
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Rate of Feed 


The effect of rate of feed is shown in Figs. 7 and 8, where the capacity 
and per cent. of slime are plotted against the tons of feed per day, the 
moisture remaining constant at 60 per cent. The limits of the curves 
in each case represent the greatest tonnage that could be forced through 
the mills and maintained for any length of time. In the case of the 
peripheral-discharge mill, the tonnage was limited by the fact that when 
the 10-mesh oversize amounted to more than 25 per cent. of the total, the 
mill began to fill and finally choked. With the open-end mills, a higher 
rate of feed was possible, giving a much greater capacity; this was one of 


40 


Per Cent Slime In Product 
to 
oO 


Tons Orushed Through 10 Mesh Per Day 


200 ~=—- 300 400 500 600 700 200 300 400 500 600 700 
Tons Feed Per Day Tons Feed Per Day 
Fia. 7.—EFFECT OF RATE OF FEED ON’ Fila. 8.—EFFECT OF RATE OF FEED ON 
CAPACITY. SLIME. 


the main factors that led to the adoption of the open-discharge cylindrical 
mill. Figs. 7, shows that the maximum capacity of this mill is 390 tons 
crushed to pass through a 10-mesh screen, against 340 tons for the 
peripheral-discharge mill, and 255 tons for the conical mill. By passing 
a very heavy tonnage through the mill, the relative amount of slime is 
decreased considerably, as shown in Fig. 8; therefore, it is considered best 
to crowd the mill with a heavy tonnage having a high moisture content 
and to pass this through the mill rapidly, returning a large amount of 
oversize. This method of operation also decreases the ball and liner 
consumption by preventing undue wear of metal on metal. 

Table 8 shows a comparison of the three types of ball-mills, with the 
conditions under which best results were obtained, and the maximum 
capacity of each mill. The results shown were obtained under closer 
supervision than is possible in regular operation and which could not 
normally be maintained. In Table 9 is shown an average condition at a 
normal operating rate, one that gives a product containing from 20 to 25 
per cent. of 10-mesh oversize for each mill, and has been found to be most 
satisfactory in every way. Under these conditions, the Allis-Chalmers 
open-discharge mill has the highest capacity, and shows the best ratio of 


TABLE 8.—Operating Conditions and Maximum Capacity of Ball-mills 
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Hardinge “Fda aE Allis-Chalmers 
Mill discharge —_‘ |OPen Trunnion 
Mall Mill 
Speed, revolutions per minute............ 28 23 26 
Weight of balls, pounds................. 10,000 12,000 12,000 
Pize of balls, inches...0...,............. 4o1g7| 5491 5-4-2446 
Piatorist Gi DANS. ove Seas <-..ccce een. steel steel steel 
BEONS OL Teed per GAY... soe osc s cee ween wes _ 370.0 450.0 600.0 
Bret rcerttn MOIMGUTG: oh, ce as fais5 ccc s.s 5 es 59.3 59.5 60.0 
Horsepower consumed.................. 51.6 62.5 69.0 
CTA Va percents tHINes@er.. 6. cass cess. 1.41* 6.44 0.70t 
Capacity, tons through 10 mesh.......... Boe 3.40 3.90 
Tons through 10 mesh per hp........... 4.93 5.45 5.65 
Per cent. slime in product............... 22.7 21.88 17.0 


* Percentage delay on account of feeders breaking off, 1.35; other causes, 0.06. 
{ Percentage delay on account of gears, shafts, and countershaft bearings, 0.55; 
other causes, 0.15. 


tons crushed per horsepower. Examination of the products of each mill 
shows that the Hardinge mill produces more slime lead than the cylindri- 
cal type, and that the peripheral-discharge type gives a good product 
containing a larger amount of granular galena than either of the others. 
However, mechanical troubles and delays were so great and the capacity 
so much limited by the grates that it was considered better to use the 
open trunnion mills, which were installed in all sections of the Bonne 


Terre mill. 
TaBLe 9.—Normal Capacity of Ball-mills 


| Allis-Chalmers Allis-Chalmers 

| Hardinge Mill Peripheral-dis- Open Trunnion 
| charge Mill Mill 

= = = 

Tons of feed per day...........--- | 300.0 375.0 450.0 

Permcentemoistutey..c.s-- = <* - 60.0 60.0 60.0 

TOTHEPOWELE Sree e oe rele = - 5136 62.5 69.0 

Capacity, tons through 10-mesh.... 237.0 305.0 345.0 

Tons through 10-mesh per horse- 

WOwsieurn che sol [oo esn coe moon 4.60 4.88 5.00 
Per cent. slime in product.......... 28.2 24.2 24.1 
aa ee 


METALLURGICAL TESTS 


In the investigations to determine the exact sphere of ball-mills, as 
applicable to the flow sheet shown in Fig. 2, the following three schemes 
were tried: (1) The ball-mill to crush the Jig and table middlings for 
retreatment by tables and flotation, the jigs continuing to make final 
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concentrates and tailings; (2) the ball-mill to crush jig tailings and table 
middlings, the jigs acting as roughers, and making final concentrates; 
(3) the ball-mill to crush oversize of the 2-mm. screens for treatment by 
tables and flotation, eliminating the jigs entirely. 

The first scheme, the flow sheet for which is shown in Fig. 9, simply 
replaced the middlings rolls by ball-mills. These rolls received about 200 
tons of jig middlings and 30 tons of table middlings per section, and al- 
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Fig. 9.—OUTLINE OF FLOW SHEET WITH BALL-MILLS CRUSHING MIDDLINGS, 


1. Elevator 6. Ball-mill 11. Dewatering box 

2, 2-mm. screens 7. Deslimer 12. Wilfley-Butchart table 
3. Hancock jig 8. Distributor 13. 2-mm. screen 

4. Dewatering wheel 9. Wilfley-Butchart tables 14. Pump 

5. Settling tank 10. Pump 


though they did fairly good work on the coarse sizes (3 to 6 mesh), 
their crushing of finer sizes was very unsatisfactory. The result was a 
large accumulation of fine middlings in the circuit, leading to overloading 
of all machines, and correspondingly poor work. The introduction of the 
ball-mill eliminated this accumulation, increasing the capacity of the mill 
by 25 per cent., and decreasing the jig tailings from 0.85 to 0.75 per cent. 
lead, and the table tailings from 0.60 to 0.55 per cent. lead. Also, it was 
found that a tailing assaying 0.30 per cent. could be produced on the 
tables treating ball-mill product.. This was due to the larger amount of 
material in the finer sizes (see Table 10), and the correspondingly larger 
percentage of free lead. Details of the metallurgical results are shown in 
Table 11, showing an average tailing from the total mill of 0.50 per cent. 
lead, with a recovery of 88.08 per cent. 
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TaBLE 10.—Screen Analysis of Feed to Tables 


Mesh Tables Treating Roll Product Tables peeetng Ball-mill 
On 10 1.8 1.4 
14 12.2 4.6 
20 17.4 » 8.2 
28 19.9 * 14.5 
35 13.5 iMsy., ih 
48 10.2 16.1 
65 Hf 5% 18.2 
100 6.6 13.1 
150 6.8 5.3 
200 ies 1.6 
Through 200 2.9 1.9 
EL OURO See. a RCN sos nce othe 100.0 100.0 
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Fig. 10.—OUTLINE OF FLOW SHEET WITH BALL-MILLS CRUSHING JIG TAILINGS, 


1. Elevator 4, Dewatering wheel 7. Rolls 
2. 2-mm. screens 5. Settling tank 8. 2-mm. screen 
3. Hancock jig 6. Ball-mill 9. Pump 


‘The amount of lead going to the flotation plant was considerably 
increased by this arrangement, and it was thought that a large amount of 


lead that might be recovered by the jigs was being crushed unnecessarily. 
To remedy this, the jig was arranged as a rougher, making a final con- 
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centrate, a high-grade middling which was crushed in the rolls and 
returned to the original circuit, and a low-grade middling or tailing which 
was crushed in the ball-mill and retreated by tables and flotation. The 
flow sheet is shown in Fig. 10, and the metallurgical results in Table 12. 
The recovery was increased considerably by this arrangement, and the 


TaBLE 11.—Results of Operations with Ball-mills Crushing Jig Middlings 
with Arrangement Shown in Fig. 9 


eee FU a 
| | Tend Gontenth Distribution of 


. Tons per | Assay Lead Contents 
Material Per Cent. vi Par 
eae 24 Hr. | cr oat o4 He in i ag gt a 

| | 
| 

(Oiismerciant ae Sees oa como as 2,650.00 4.00 106.000 100.00 

DO Pdigweee tenets oor eet 8.50 | 70.00 5.950 5.62 

g WLabler daaachiere heittetete ers 84.88 | 70.00 59.415 56.06 

A ¢ Flotation...... 46.67 60.00 28.000 26.40 

oO 

= as 

5 i Wo) at RO ete: Comey RRR ROLE 140.05 66.70 93.365 88.08 

PORSI SE toe rescore eee 740.00 | 0.75 6.150 5.80 

on Table. 1,069.95 | 0.41 4.385 4.14 

a Elobationcecs ote eee Pe 700.00 | 0.30 2.100 1.98 

el 

Moye NBR ie coke Smatot sows 2,509.95 | 0.50 12.635 11.92 


TaBLE 12.—Results of Operations with Ball-mills Crushing Jig Tailings 
‘with Arrangement Shown in Fig. 10 


Distributi 
Material |__ Zone per Der tene tees ee Tend Contenta 
| 24 Hr. Tead 24 Hr in Final Prod- 
| | ucts, Per Cent. 
= — —- 
OTE He carers, hetero a cioeekere 2,650.00 4.00 | 106.000 100.00 
EET Sigs sss ah ee 19.70 | 70.00 13.780 13.00 
Pe Tables tec ak c's a geeeeeee 81.00 70.00 56.700 53.45 
3 Flotation....... | 42.80 60.00 25.680 24.25 
q 
PML OLaL a tan Gis cima tes 143.50 67.10 96.160 | 90.70 
Pee I east oc atlanealr, cy 
a Table ; 1,744.50 0.43 7.560 7.14 
3 OCHO nmareecEetrceiae 762.00 0.30 2.280 2.16 
ay By Oy ee ea 2,506.50 0.39 9.840 | 9.30 
amount of slime lead was smaller than by the other scheme. However, 


the milling cost was very much higher, as will be shown later. 
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The third scheme, which is shown in Fig. 11, was attractive because 


of the possibility of a large reduction in the 
milling cost and a much simplified flow sheet. 
It would not only eliminate the jigs, but 
much accessory equipment, such as middling 
rolls, dewatering wheels, boxes, launders, ete. 
On the other hand, it promised to give an 
excessive amount of flotation lead; this 
point was carefully watched through 
the tests. 

Results of preliminary experiments on 
one mill section were very satisfactory, in- 
dicating a smaller amount of lead going to 
the flotation plant than was expected. An 
extended test was therefore made on the 
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Fig. 11.—OvurT.Line oF FLOW 
SHEET WITHOUT JIGS. 


entire mill without jigs, in order to determine . aleatonane 
the tonnage that could be handled and the dis- 3. Ball-mill 
tribution of lead between tables and flotation. - Sn Bereens 


Details of the results are shown in Table 13. 
Examination of the mill tailings invariably shows that the coarse sizes 
earry higher lead content than the fine, and it is obvious that, within 


TaBLE 13.—Results of Operations Without Jigs 


Distribution of 
Assay Lead Content TcAa@antent 
° Tons per ; T Lead Contents 
Material RHE | Pace | Mupgpet in Wine Pod 
Crete: 80. eee 2,650.00 | 4.00 106.00 100.00 
| 
ile eee rash | 95.14 | 70.00 66.597 62.78 
8 8 | Flotation............. 50.10 60.00 30.060 28.40 
aR ae Se a = 
So J i eee | 145.24 | 66.50 | 96.657 91.18 
“: ahic-¢8 watencrit tes, 1,699.76 | 0.41 6.928 6.54 
& | Flotation..............| 805.00 | 0.30 2.415 2.28 
= ill il ten 
Esiit [srotanee tow ee Boo 2,504.76 | 0-37 9.343 8.82 


certain limits, the recovery will increase as crushing is carried down to 
finer sizes. The jigs will make a tailing assaying 0.75 per cent. lead, 
the tables treating roll product 0.55 per cent., the tables treating ball-mill 
product 0.30 per cent., and flotation 0.30 per cent. Obviously, if the 
crushing were carried so far that all the material was as fine as the com- 
bined feed to the ball-mill tables and flotation, the total mill tailing would 
assay 0.30 per cent., and the recovery would be approximately 93 per cent. 
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Further crushing than this would gain nothing, unless the grade of the 
flotation tailing was lower. In the four arrangements discussed here, 
crushing has been carried down in successive steps, each step giving a 
higher mill recovery. Figs. 12 and 13 illustrate the distribution of ore and 
its lead content in the final mill products, and are interesting as showing 
the progressive steps in finer crushing, with the decreasing amount of jig 
tailing, and the increasing amount of flotation tailing. Also, Fig. 13 
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shows that the nature of the final concentrates has not been vitally 
affected. The results obtained without ball-mills, with the ball-mills 
crushing jig middlings, and without the jigs, show approximately the 
same amount of coarse concentrates, the increased recovery being in each 
case obtained by flotation. When the ball-mills are used to crush jig 
tailings, practically the same recovery is obtained as without the jigs 
and the concentrates contain considerably less slime lead. From : 
purely metallurgical point of view, therefore, the best results are obtained 
by using the jig as a rougher and crushing jig tailings, but the mill cost is 
so high as to make this scheme inferior to that of eliminating the jigs. 


EconoMic CONSIDERATIONS 


The economic factors relevant to the problem under consideration are 
cost of milling, and freight, smelter, and royalty charges on concentrates. 
The last three are obtained by simple calculations for each case, but 
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determination of mill cost introduces a variety of considerations that 
must be dealt with in detail. Differences in the cost of power have been ~ 
obtained by an average of a number of power readings on the motors 
involved, and an average of the cost of power per kilowatt-hour for the 
past year. The cost of operating labor has been determined by careful 
consideration of the labor requirements under each flow sheet, and ac- 
curate figures on maintenance have been possible because of the detailed 
cost-keeping system in use in the mill. “This system separates each 
machine or set of similar machines into operating shop orders, all material 
and labor for repairs and maintenance on any machine being charged 
directly to the shop order concerned. In this way accurate maintenance 
costs are obtained monthly, and it has been possible to obtain, with 
extreme accuracy, the change in milling cost for any elimination or 
addition of machinery. 

Comparative total costs for each of the schemes under consideration 
are shown in Table 14. By operating without jigs, the milling cost per 


$0.60 
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$0.40 


1 2 3 4 5 6 i 8 a 10 
Price of Lead, in Cents per Pound 


Fic. 14.—DirFERENTIAL NET VALUE OF PRODUCT PER TON OF ORE AT VARYING PRICE 
Ye OF LEAD. 


ton of ore is at a minimum but other charges are at a maximum. How- 
ever, the total cost per ton of ore is less than when ball-mills are used to 
crush jig tailings, and both these arrangements are preferable to the others 
by virtue of their higher recovery. Final judgment is made on the high- 
est net value of the products, that is, the gross value of recovered lead 
less milling and other costs; in Fig. 14, this net value is shown under each 
flow sheet, for all prices of lead. The ball-mulls are a decided asset in 
every case, but operation without jigs is the most economical arrange- 
ment. As a result of these investigations and findings, the jigs have 
been removed from the Bonne Terre mill, which has operated under 
this arrangement for six months and has given results that have con- 
firmed the experiments, and are highly satisfactory in every way. 
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TaBLeE 14.—EKconomic Data. Differential Costs per Ton of Ore Milled 
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Without Ball-mills Ball-mills Without 
eat Crushing Jig Crushing Jig. . 
een Tails Middlings “Sioa 
Pounds Pounds Pounds Pounds 
Pounds} Lead | Pounds) Lead | Pounds) Lead Pounds! Lead 
Content Content Content Content 
PaSaciees ordeund 14.86 | 10.40 14.87; 10.41 6.41 4.49 
Concentrate | Table....... 57.00 | 39.90 61.10, 42.77 64.10 44.87 71.80, 50.26 
produced Flotation....| 27.75 | 16.65 32.30) 19.38 35.20 21.12 37.80} 22.68 
per ton ore | | Se ee 
LOG a iietsaiauly 99.61 66.95 108.27| 72.56 105.71) 70.48 109.60) 72.94 
Mill recovery, per cent..... 83.69 90.70 88.08 91.18 
c Malle agewnrn $0.0067 $0.0409 $0.0144 $0.0000 
ost 7 
E Freight.... 
ae Smelting .. 0.0000 0.0485 0.0435 0.0655 
Royalty... 
ore 
diff ary "3 
eee uN Lotalseree $0. 0067 $0. 0894 $0.0579 $0. 0655 
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Calculation of Ore Tonnage and Grade from 
Drill-hole Samples 
id 


By James E. Harpine, ANToraaasta, CuILE 


(New York Meeting, February, 1921) 


THE usual method of sampling mineral deposits is to drill holes and 
assay the sludge or core. Though the results thus obtained may not 
represent the true average value of the deposit, it is on these results that 
estimates of practically all large orebodies are made. In a large number 
of cases, the results of exploitation fall far short of the estimated value 
of the orebody. 

The standard method of making these estimates is to find the cubic 
contents of triangular prisms, in the apexes of which the drill holes are 
placed, by multiplying the surface area by the average depth of the ore in 
the three drill holes and then multiplying the cubic contents by the 
specific gravity of the ore or rock to find the tonnage. The assay value is 
found by dividing the sum of the products of the depth of ore in each 
hole and the corresponding assay value by the sum of the depths of the 
ore in the three holes. As the latter part of this method is subject to 
many mathematical errors, it should not be depended on. Some engi- 
neers, therefore, use a discount factor, but as this factor is either arbi- 
trarily selected or is obtained by obscure methods, the results are no 
better than guesswork. 

The standard method is correct when the drill holes are so laid out 
that the triangular prisms are equilateral in cross-section. But as ore 
deposits cannot always be drilled into at regular intervals and because 
of the human factor, if many holes are drilled, triangular prisms of all 
degrees of angularity are produced. In such cases it is necessary to as- 
sume that the influence of the different holes is not the same in all direc- 
tions, which assumption of course is absurd. 

The area of the triangular prism is usually found by scaling; an ore- 
body of sufficient size to justify churn drilling is too large to be handled 
conveniently on maps having a scale larger than from 1000 to 1 to 1500 
to 1 and maps of such scales cannot be accurately measured. A variable 
is thus introduced in the first operation. In addition, the scaling is 
frequently done from blueprints, which sometimes shrink as much as 
4 per cent. between printing, washing, and drying. The error due to 
scaling may be eliminated by surveying the location of each hole and 
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calculating its coérdinates; then from these codrdinates calculating the 
length of each line connecting two drill holes. 

For this work a rather simple formula has been derived from the 
regular a sin B = b sin A formula. 

By subtracting the corresponding codrdinates of two holes, the latitude 
and departure of one from the other is found. As this latitude and depar- 
ture represent a right triangle and as the sine of 90°is unity, the logarithm 
- of which is 0, the formula a sin B = 6 sin A may be solved and written 


-_on 
¢ = sin B 


in which a = required distance; b = lesser remainder from subtraction 
of codrdinates; B = angle opposite b. 

When the different distances between the various churn drill holes 
have been found, by the regular formula for the area of a triangle 


area = \/s(s — a)(s — b)(s — €) 


the horizontal area of the triangular prisms may easily be calculated. 

In actual practice, it will not be necessary to write out any of the 
factors other than a, 6, c, and s, the subtractions and the logarithms. 
When the area of the prism is thus found, it may be checked fairly 
closely by scaling a map kept at hand for the purpose, but this check will 
generally not come out as close as 1 per cent. This method does not 
take into consideration the fact that, in drilling, the holes may have 
drifted from the vertical line, thereby increasing or decreasing the actual 


volume of the prism as depth is attained, but neither does the scaling. 


method. 

The unreliability of the standard method of calculation is illustrated 
by Figs. 1 and 2 which show a trapezoid having in the apexes four holes. 
Hole 51 had 82.0 m. of ore averaging 2.87 per cent. of copper; hole 137 
had 35.0 m. of ore averaging 1.18 per cent. copper; hole 4 had 195.0 m. of 
ore averaging 2.96 per cent. copper; and hole 134 had 210.0 m. of ore 
averaging 1.11 per cent. copper. The position of these holes and the 
corresponding depth of ore and average assay value are given on the 
figures. 

In Fig. 1, the trapezoid is divided into two triangular prisms of scalene 
cross-section, prism 184 having in its apexes holes 51, 134 and 137 and 
prism 183 having in its apexes holes 4, 134, and 137. The area of each 
prism, which is given in the figure, was calculated by the method just 
outlined and the results of the calculation of tonnage and grade of the ore 
content are shown in the accompanying table of calculations. When the 
trapezoid is divided in this way the two prisms contain 3,099,788.15 


metric tons of ore with a metallic content of 55,440.00 tons of copper, or a 
grade of 1.789 per cent. 


Tor ciate 
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In Fig. 2, the same trapezoid is divided in the other possible way: 
prism 180 having in its apexes holes 4, 51 , and 137 and prism 181 having 
in its apexes holes 4, 1, and 184. When thus divided, the table of calcu- 
lations shows that the two prisms contain 3,144,005.23 metric tons of 
ore carrying a metallic content of 75,377.53 metric tons of copper and an 
average grade of 2.398 per cent. 
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Thus, the calculations of amount of copper in the one block of ground, 
when divided in different ways, instead of agreeing, differ by 19,937.53 
metric tons, while the grade differs 0.610 per cent., the second calculations 
showing 35.63 per cent. more copper than the first. This difference is 
far more than is permissible, but as far as the calculation goes the one is 
as correct as the other, if the standard method of calculation is assumed 
to be correct. ; 

Obviously when two calculations of the same mass, by the same 
method, show such a large difference and it is known that no mathematical 
errors were made, one is justified in suspecting that both results may be 
wrong and that the method is the probable source of error. An effort 
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has, therefore, been made to devise a method that will give results that 
will check more closely. From the beginning, it was evident that some 
factor of correction must be derived. ; ; 

It is permissible to assume that the importance of a hole in the prism 
varies as the angle of which it is the apex varies from 60°; that is, if the 
angle is greater than 60° the importance of the hole should be increased 
and if the angle is less, the importance of the hole should be diminished; 


ae x _ angle at hole 


Average assay times depth of ore — 60° 
in which x = importance of hole. 
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Fic. 5.—Tasie OF CALCULATIONS. 


: JAMES B. HARDING 12 


; Solving this proportion gives the applied factor of correction which 
is substituted in the calculations of grade for the product of the depth 
times the average assay value as in the standard method of calculation. 

As a test, this method is applied to the same trapezoid that was calcu- 
lated in Figs. 1 and 2; Fig. 3 corresponds to Fig. 1 and Fig. 4 corresponds 
to Fig. 2. In both cases the prisms are identical, but in Figs. 3 and 4 
the angles at the holes are given. 1 

The table of calculations, Fig. 5, shows that in Fig. 3, hole 4 has a 
product of 414.939 instead of 577.20 as in Fig. 1. This product is the 
result of solving the proportion ; : 

oH bictd a8 
577.80 60° 

43° 8’ being the angle at hole 4. Each of the other holes is treated 
in the same way and the corrected products are used in determining the 
average grade of the prism. In Fig.3, this method gives the content of the 
trapezoid as 50,515.59 metric tons of copper or an assay value of 1.630 
per cent. copper. In Fig. 4, this method gives the trapezoid a content of 
48,250.35 metric tons of copper, or an average grade of 1.535 per cent., 
an assay difference between the two of 0.095 per cent. as against a differ- 
ence of 0.609 per cent. when the prisms were calculated by the standard 
method. Now 0.095 per cent. represents 1.92 lb. of copper per ton and 
0.609 per cent. represents 12.2 lb. of copper per ton. 

As a further check on the method, the trapezoid was calculated as one 
mass using the standard method as well as the method outlined; these 
results also are shown in the table of calculations. The closeness of the 
check to the average in both cases is worthy of note: by the standard 
method there are three results, no two of which are close enough to be 
satisfactory, while by the method devised none of the results differs from 
the others enough to cause any trouble. In this latter case, the angles 
were taken as proportional to 90° instead of to 60°. 

From the way these drill holes, assay values, and prisms were selected, 
the method advocated produces a result less than the standard method, 
but a case could be selected, just as easily, in which the results would be 
be greater. In case hole 4 should fall at the location of hole 134 or 
137, which have angles greater than 90°, the result would be to increase 
the average assay of the trapezoid. From this, it seems that the standard 
method is equally liable to err in being too low or too high in different cases. 

Probably in calculating an orebody by the standard method the error 
of the calculated from the actual would not be as great as the off-check 
between Figs. 1 and 2 on account of compensating errors. Neither in 
general churn drilling would many prisms develop as scalene as in Fig. 2, 
but it seems that a method should not be used that can give results that 
vary as much as the difference between Figs. 1 and 2 when a method is 
available which checks as closely as do Figs. 3 and 4. 
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DISCUSSION 


Wituiam Youna Westervert, New York, N. Y.—The method re- 
ferred to as standard is simply one combining mathematical calculations 
with judgment. Textbooks advise that care be exercised that the tri- 
angles do not center unduly around any one hole in an area divided by a 
series of irregularly placed holes. The author, by applying as factor the 
amount of spread of the angle of each triangle until he gets around the 
whole 360 degrees, automatically balances the proper proportion of each 
triangle to the area surrounding the hole. 

In his description of the standard method, the author does not call 
attention to the fact that it is the custom of engineers to use their judg- 
ment in arranging the triangles so as not to lay improper emphasis on 
a particular hole, as brought out in the author’s illustration. In other 
words, the old method required a reasonable amount of judgment in the 
division of the area. The new method requires no judgment in making 
the area divisions. It mathematically applies a proper balancing factor 
regardless of the arrangement of triangles and is therefore an improve- 
ment. 


R. 8. Botrsrorp, Jamaica, Long Island——The method proposed is 
an improvement for the mathematical calculation under the particular 
conditions where more desirable data are not available. The result of 
the calculations would be acceptable if the nature of the deposit is dis- 
closed by the holes under consideration, otherwise it would be desirable 
to have additional holes at doubtful points. 


R. M. Catnin, Franklin Furnace, N. J.—It would seem that in aver- 
aging a mass, the more samples taken the better the average is liable to 
be. Sampling in gold mines is generally somewhat different from the 
sampling of large masses of ore in base-metal mines. Though the reefs 
or ledges are smal], comparatively, there is usually opportunity to sample 
numerous cross-sections. On the “Rand”’ levels were run 100 ft. apart, 
and average samples taken across the ore every 5 ft. These samples were 
marked on the assay-plan as a fraction, the numerator representing the 
pennyweights and the denominator the width in inches. A block was 
considered developed only when its periphery had been so sampled. In 
the case of large orebodies and a few samples, a factor of safety would 
seem advisable. In a multitude of samples there is of course greater 
accuracy whether they are located at the apexes of triangles, or the center 
of rectangles. 

| Rate H. Davis, Platteville, Wis—The method extensively used 
in the Joplin and Wisconsin zine districts was developed because of the 
extreme irregularity of the orebodies. The drill holes are spotted rather 
irregularly and adjacent holes are connected by straight lines. Each of 
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these lines is bisected and a perpendicular line is drawn;a polygon bounded 
by these perpendicular lines is considered as the area of the ore controlled 
by one drill hole. The blocks of ore thus formed are calculated on the 
basis of the one drill hole. In that manner the whole orebody would be 
calculated. Some of these orebodies would be small, some would be 
large, but no one drill hole would influence the calculation of any ore 
excepting the ore immediately surrounding it, 


Wurrip §. Kirke, Potrerillos, Chile (written discussion).—The 
orebody on which I used this method contains several hundred million 
tons of ore, and several systems were used to estimate the copper content, 
viz., the so-called ‘‘standard” method of prism calculation; a planimeter 
method for obtaining areas, checked by logarithms; the Harding angular 
system of prism calculation, and a very complicated geometrical consecu- 
tive method, whereby all the totals of each hole in each prism was carried 
right through to the last hole. The total copper content, in tons, was 
then divided by the total tonnage of ore to give the copper per cent. per 
ton. This latter system is too laborious and tedious for general use, and 
was used only to check the other methods. 

The results showed that the Harding angular system, as modified, 
checked with the geometrical system to within 1.61 tons of ore in several 
million tons, and the copper content to 0.00000001 per cent. per ton. 
The first, or “‘standard,” system, when checked with the geometrical, 
showed a variation of 138,000 metric tons and a loss in copper content, 
as calculated, of 0.025 per cent. per ton; the same assay data were used in 
both cases. The planimeter method for obtaining the total area, in this 
instance, varied so little from that obtained by codrdinates and logarithms 
as not to cause any trouble at all. 

The increase in the tonnage of copper by the Harding angular method 
proved to be more than 54,000 metric tons, and the percentage of copper 
per ton was also increased by 0.024 per cent. 

I worked out all the prisms, about 300, by the Harding angular 
method and by the standard method, and checked the results in each case 
by the geometrical method. My calculations were then checked by 
others and no variation from the figures given were found. It would 
seem, therefore, that when one considers the numbers of times in which 
the calculations automatically check themselves when using the Harding 
system, that this system as modified, is the most reliable. The angles 
at the three holes must total 180°. The total products of the three holes 
must total 1,000, the three areas must check up with the area arrived 
at either by planimeter or logarithms, and the total volume must agree 
with the mass total tonnage when multiplied by the specific gravity, ete. 


James E. Harpina (author’s reply to discussion).—Since this system 
of prism calculation was published, I have had an opportunity to apply 
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the system to an asymmetrically drilled orebody, during which some 
unexpected errors were found. For instance, when a prism apexed on a 
hole having a zero value, in several instances, the calculation showed ore 
of a higher tenor than any of the samples from the holes at the corners 
of the prism; thus, it would seem that there are cases in which the 
method of calculation advocated is incorrect. To take care of such 
cases, the following modifications have been devised: 

Case 1.—When all holes have positive values, let a, b and c, be the 
depth of ore in the three holes forming the prism; to find the average 
depth of the ore influenced by any given hole, use the formula: 
4a+b+e 

6 

Then, as one proceeds from hole to hole, 6 and c should be substituted, 

thus: 


Wize 


4b+a+e ee 4cta+b 
6 6 ; 


which will give the average depth of the ore in each hole. These formulas 
are derived as follows: 


a> at+e 


2 


a+ 


a 


3 


which, in reality, divides the prism into three prisms. 

The area influenced by any given hole is found as follows: (1) Divide 
angle at hole by 180°. (2) Multiply total area of entire prism by above 
result. (3) Multiply area found by (2) by the average thickness (found 
by solution of the formula) of ore in the hole, which thus transforms this 
smaller prism into volume. (4) Multiply this volume by specific weight 
of ore, which gives total tonnage of ore in minor prism. (5) Multiply 
total tonnage of ore in minor prism by copper per cent. in hole, which 
gives total tonnage of copper in each minor prism. 

After treating each hole in the prism in this manner, add the tonnages 
of ore and the tonnages of copper in each of these minor prisms, which 
will give the mass tonnage of ore and the mass tonnage of copper in the 
larger prism. Then, divide the mass tonnage of copper by the mass 
tonnage of ore, to obtain the correct percentage of copper in the larger 
prism. The accompanying table shows this complete calculation, which 
seems to leave no possible room for variation or error. 

Case 2.—When one of the holes in a prism has a zero value, the same 
formula in the form d = sat is used. For finding the depth of ore 
influenced by the two holes having values and the percentage of area 
influenced, the angle at a given hole, containing ore, is divided by the 
sum of the two angles of the holes in which there is ore. 


——s- 
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Case 3.—When two holes in the prism have a zero value, the average 
thickness becomes” - and the tonnage of ore and tonnage of copper is 


found by treating the entire prism as a minor prism. 

In the discussion, undue emphasis was laid on the matter of “judg- 
ment,”’ but judgment that cannot be proved mathematically does not 
deserve the name of judgment. The matter of apexing prisms on holes 
already drilled cannot be done at will, and if an orebody is drilled in 
any other way than at the apexes of 60° triangles, asymmetrical prisms 
must result, and in plotting such prisms a person must use his judgment. 
In applying this system to an orebody recently, I found that, in spite of 
using all the judgment possible, in some cases eight prisms would have 
to apex at a hole having a higher grade of ore than the average and, in 
other cases, not more than four prisms were compelled to apex at a 
hole having a variation from the average grade. As a result, in some 
cases my calculations were unduly assisted to a higher grade, and in 
others unduly diminished, which was the reason for this attempt to devise 
a method that would not be subject to either “judgment” or accident. 
The results of carrying out this method through a complete orebody of a 
large tonnage seem to justify the labor involved therein—the tonnage 
checks with the standard method to within 1.014 per cent.—the stand- 
ard method showed about 55,000 metric tons less copper and the per- 
centage, by the standard method, was about 0.0242 per cent. less. This 
is quite a valuable consideration in the case of an orebody of several 
hundred million tons. 
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Mining Methods and Costs at the United Verde Mine 


By H. DeWrrt Smiru,* E. M., anp W. H. SIRDEY AN, f KE. M., Jerome, Ariz. 


(Lake Superior Meeting,- August, 1920) 


THE mine operated by the United Verde Copper Co. is situated near 
Jerome, Ariz., on the eastern flank of the Black Hills, at an elevation of 
approximately 5500 ft. (1676 m.) above sea level. The mine and the 
town of Jerome are located on a steep hillside, which slopes rapidly to 
the valley of the Verde River. The smelter town of Clarkdale is situated 
in the Verde valley 4.1 mi. (6.5 km.) distant in an air line from Jerome, 
and at an elevation of 3560 ft. The two towns are connected by the 
standard-gage railroad of the Verde Tunnel & Smelter R. R., a sub- 
sidiary of the United Verde Copper Co. This road is 11 mi. long and 
has a compensated 4 per cent. grade. At Clarkdale, it connects with the 
Verde Valley branch of the Santa Fe R. R. The narrow-gage (36-in.) 
line of the United Verde & Pacific Ry. was, until 1919, Jerome’s only 
rail connection with a main trunk line. This road connects with a 
branch line of the Santa Fe system at Jerome Junction, after traversing 
26 mi. of mountainous country. 

From the time of its location, in 1876, until its purchase by Senator 
W. A. Clark, of Montana, in 1889, the United Verde mine was worked on 
a small scale and shipments of high-grade gold-silver ore were made from 
the surface workings. Until 1894, when the narrow-gage railroad to 
Jerome Junction was completed, all supplies for the mine and smelter 


TABLE 1.—Production of United Verde Copper Company-1900 to 1918 


; Sil Gold 
Year eel coe Ouieee Onncen 
LOO0 ST Ol Siac s. 3,800,232 | 464,394,541 | 7,242,383 268,152 
iol ee 391,027 | 32,545,924 | 683,417 21,963 
115. 491,146 | 45,127,882 | - 902,881 28,221 
THIGNeriaN 694,053 | 58,299,573 | 1,030,851 | 26,416 
1917 ee gash 813,176 71,726,634 1,223,310 29,230 
POLS WS Pg 861,250 77,501,595 | — 1,292,109 29,281 
otal me es - 7,050,884 749,596,099 | 12,374,951 | 403,263 
——_—— ee ————————— 


: : : Co. 
* Superintendent of Mines, United Verde Copper 
+ Chief Mine Engineer, United Verde Copper Co. Died Feb. 15, 1920. 
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were hauled by wagon from Granite, a distance of 28 mi., at an average 
cost of $9 per ton. From 1894, copper production increased steadily, 
the production for the year 1918 being 77,501,595 pounds. 

Table 1 shows the production of the United Verde mine for the period 
1900-1918 inclusive. There are no accurate data available for the 
yearly productions prior to 1900. The approximate total amount of 
ore mined up to the end of 1918 is 8,200,000 tons. The production of the 
5 years, from 1914 to 1918 inclusive, therefore, represents 40 per cent. 
of the total ore production from the mine. The recovery per ton of ore, 
for the years 1900, 1910, and 1918, is given in Table 2. 


TaBLe 2.—Recovery per Ton of Ore 


Fine C | Sil | Id 
Year | Syounis © Oances ee 

— = ae = = = ; | 
1900 PE eet et B® | 162.9 2.10 0.065 
1910. A. <2 oe eee a, tate | 106.0 1.55 1 0.058 
TOS seve, alee Rnd Bees ee 91.0 | 1.50 0.034 
Average, 1900 to 1918.......... 106.3 1.75 | 0.057 


GEOLOGY AND ORE OccURRENCE 


The geology of the Jerome district has recently been described in 
detail by L. E. Reber, Jr.1. The oldest rock exposed in the district is a 
greenstone complex, consisting of metamorphosed volcanic flows and 
agglomerates. Overlying the greenstone is a series of clearly bedded 
sedimentaries. A period of deformation, which squeezed the bedded 
sediments into folds trending approximately north 20° West, followed the 
deposition of these sedimentaries. This deformation was followed by an 
intrusion of quartz porphyry, presumably a marginal phase of the Brad- 
shaw granite batholith which underlies a large area south of Jerome. 
Subsequent deformation rendered portions of this porphyry schistose, 
particularly in the vicinity of the United Verde mine. An augite diorite, 
which shows no evidence of deformation, intrudes both the quartz por- 
phyry and the older formations. The latest pre-Cambrian formation 
known in the district is a series of narrow diorite dikes, which cut all 
the formations noted above. The pre-Cambrian rocks are overlain by a 
great thickness of Paleozoic sediments, which form aprominent feature 
of the plateau region of northern Arizona. The outpouring of basaltic 
lavas of Tertiary age ends the periods of rock formation in the Jerome 
district. 

The most striking structural feature of the district is the great Main 
or Verde fault, which strikes approximately north 37° west, and has a 


1 Geology and Ore Deposits of Jerome District. This volume, p. 3. 
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vertical displacement of 1700 ft. (518 m.). The United Verde orebody is 
located in an exposure of pre-Cambrian rocks west of this fault. The 
_ United Verde Extension orebody lies to the east of the fault, covered by 
_ 800 ft. of Paleozoic sedimentaries and Tertiary volcanics. 
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The ore deposits of the Jerome district were undoubtedly formed after 
1¢ intrusion of the augite diorite, and prior to the intrusion of the series 
narrow diorite dikes. Consequently they are of pre-Cambrian age, 
posited from solutions following in the wake of the Bradshaw batholith. 
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The ore deposits are in the form of lenses, and of the characteristic schist- 
replacement type. 

The structural conditions at the United Verde mine are shown by the 
geologic plan of a typical mine level, Fig. 1. The concave margin of the 
massive augite diorite has formed an impervious trough along which 
ascending solutions have been localized. The black sedimentary schists 
within this trough have been irregularly replaced by massive sulfides, in 
which pyrite predominates, and by jaspery quartz. A later period of 
chalcopyrite mineralization has somewhat enriched the original sulfide 
masses and has developed many orebodies in the black-schist areas. 
The orebodies are steep-dipping lenses, varying in section from a few 
feet in width and length up to 200 ft. in width by 500 ft. in length (60 
by 152 m.). Secondary enrichment is of little importance in the ore- 
bodies exposed at the United Verde mine. 


CLASSES OF ORE 


For the convenience of smelter operation, the ores mined are divided 
into four classes. Each class must be handled separately in all mining 
operations. 

Oxide Ore.—Oxide ore is mined from the oxidized zone above the 
160-ft. (48-m.) level. It contains a small amount of unaltered primary 
sulfides but, in general, has a low copper content. An average assay 
shows the precious metal content to be about 0.2 oz. gold and 8.0 oz. 
silver per ton. 

Iron Ore.—Iron ore is mined from the stopes within the massive sul- 
fide areas of the mine. If the silica content is 15 per cent. or more, it 
is classed as silica ore, and is diverted to the silica-ore bins. 

Silica Ore-—The ore from all black-schist stopes and from quartz- 
porphyry stopes assaying less than 50 per cent. free silica is also classed 
as silica ore. The analysis given in Table 3 shows that the term silica 
ore is somewhat of a misnomer, as the iron content is often in excess of 
the free silica contained. 

Converter Ore.—An ore high in free silica is essential for use as a flux 
in the converters and for fettling the reverberatory furnaces. A small 
tonnage of ore meeting this requirement is mined from stopes in quartz 
porphyry near contacts with the sedimentary schists. The main supply 
however, is mined from a low-grade, secondary-enrichment orebody a 
quartz-porphyry, located some distance from the main orebodies, and 
extending from the 160-ft. to the 600-ft. level. 

In addition to these classes of ore, a small amount of precipitate is 
recovered from the copper-bearing mine waters and shipped directly 
to the smelter. The average analysis and the tonnage of each class of 
ore shipped during 1918 are given in Table 3. 


ee 
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_ Taste 3.—Tonnage and Analyses of Ores, 1918 
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5 SS Se a Ee ae ea eo 
(OPT 0 CRB SSRO EMER 22,269 | 2.59) 1 2 0.225) 8.37 | 31.5 | 40.4 | 34.1 5.7 4.2 | 0.2 
tronics sicivice.c 422,928 | 49.10) 6 14 0.025) 1.94 | 32.5 | 11.5 8.8 3.3 | 37.3 | 2.6 
RADOAS sch «ete cee 324,249 | 37.65 5.05) 0.025) 2.06 | 25.5¢) 24.8 | 19.3 | 10.4 | 21.1 | 1.2 
Converter....... 91,479 | 10.62; 2.06) 0.061) 2.32 | 11.2 | 71.3 | 67.0 9.9 3.8 | 0.3 
Precipitates...... . 8325| 0.04! 67.45 4.3 1.8 ino 2.9 1.0 | 0.6 
Botaleet cote: 861,250 100.00 5.20 0.034 2.19+] 27.6 { 23.6 | 19.6 | 6.75 | 26.8 | 1.77 
: | | 


MINERALOGICAL COMPOSITION OF ORES 


From the analyses given in Table 3, the approximate mineralogical 
composition of each class of ore, expressed in per cent., is given by L. E. 
Reber, Jr., as shown in Table 4. 


TaBLe 4.—Mineralogical Composition of Ores 


Ores 
Oxide, | Iron, | Silica, | Converter, 
Per Per Per Per 

| Cent. | Cent. | Cent. Cent, 
E\GatSs 9 a2 Gob anoge Roose. de. enon Bek ere | 5 59 28 5.75 
(Cline toayeiae re 0 ce ec 2 eee Oe cm 18 16 1.00 
Spall ition a es Se PG oe ee ene eee | 4 2 0.50 
(CIIPIGDCIIO oF we. 0.6. Blache copiers aI nRCnerIe eee | 2 1.50 
Cuprite, native copper and carbonates.............. 0.25 
GiapriLoMe meee ee acheter at te ake ds pretense 1 
Sulfates and carbonates of iron, copper, and lime..... 3 
TROY ORG OES). waxes Soin mos ete SO ere ee | 46 2 aS 11.00 
eRrUCINOUS GOTO cox iine soos cas ete wet pet ole oe 38 6.00 
QE. c¢ 4008 Sees eke ORE e One ae rr roee | 28 fe | 54.00 
Silicates (sericite, hornblende, kaolin, etc.)........... 15 10 9 20.00 
Cri@ize AiG! GON. . eo neks eee DOBewnWa are oO Oooar | Dy 

100 |100 {100 100.00 
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The total area of stoping ground developed to date on the sill floors 
of four representative lower levels is given in Table 5. These areas 


do not include material averaging less than 2.5 per cent. copper. To 
maintain the ore reserves at their present figure and to produce 80,000,000 
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lb. of copper per year, it will be necessary to average about 100 ft. of 
development in depth each year. 


TABLE 5.—Stoping Areas, Four Levels 


nae os Tons of Ore Tons of 
St A A Grad 
in Square Feet | Per Cent. Copper| Per Foot | | Copper per 
37,520 5.60 4,461 249.8 
36,090 5.18 3,902 202.1 
48,860 7.99 6,138 490.4 
88,650 8.57 10,811 926.5 
Average... .49,3845 7.06 Veer 25,881. 415.2 


Unit Costs oF LABOR AND SUPPLIES 


The mining costs given are representative for work performed during 
the year 1918. General conditions during 1918, particularly in regard 
to labor, were unfavorable for either low costs or high efficiency. How- 
ever, the figures will show the relative costs of the various detailed mine 
operations The average wage scale for the year 1918, covering the 
major occupations, and the wage scale in effect December, 1919, are 
shown in Table 6. 


TaBLE 6.—Jerome Wage Scale 


| Average Average 

Occupation | yon | aOR. Occupation Year. — 
NU hWORS Gearon 0 ace | $5.46 | $6.10 Average wages of all | | 
Carmenandmuckers| 5.46 | 5.60 mine employees....... $5.61 $6.01 
Timbermen........ | *5.96 | 6285 Employees on mine. 
Motormen......... 5.96: 4 66585 payroll.c isn. poe | 976 810 
Timber helpers..... 5.46 | 5.85 Dry tons of ore per 
Switchmen........ a 5.46 | 5.85 Tess hitb cere eee 2.42 2.46 
Surface roustabouts.| 4.21 4.20 


The average costs of mining supplies for the year 1918 delivered at 
Jerome, as compared with present (December, 1919) costs, are shown in 
Table 7. 
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TaBLE 7.—Cost of Supplies 
ea ce eee 


Cost Delivered at Jerome 
Average, , December, 
1918 1919 
Explosives: 
35 per cent. ammonia, per pound.............., ae $0.20 $0.18 
50 per cent. ammonia, per pound.................. 0.23 0.19 
35 per cent. gelatin, per pound.................<.. On22 0.19 
50 per cent. gelatin, per pound........ St a a 0.27 Or2i 
BOXSCANGRDCES QURCE REE Pecans ke Tote nec, Zale 2.40 
Dreatinaught fuse, per 1000 ft... ....... 2. .200...5. 6.40 Ute 
Timber: 
Lagging, native pine, per M (or 1000 bd. ft.) .......| ios 27.30 
Gribbinmenative pine: per Mo). nee eet 20.40 36.65 
Framed round timber, native pine, per linear foot... . 0.174 0.186 
Miscellaneous lumber, native pine per M........... 21.15 32505 
Miscellaneous lumber, Oregon pine per M.......... 36.40 45.75 
Drill steel: 
fein shollowsTounG per POUND so 562. sneer en - 0.19 0.19 
7g in. hollow quarter octagon per pound............ 0.22 0.236 
@arbide:sper hundredweights.aas...s0:6-2ssiee as... 5.50 5.83 
Biel olsen pannel aes weer ee eek. neo, oe es ote 2.42 3.00 
Electric power, per kilowatt-hour.................... 0.0182 0.0135 
Rails, mine, per hundredweight.................+.-.- 4.25 3.75 
Epo -d aa Cl: LOO Geert tert otc 5 eta asus. aro snot Stas ores OR235 0.34 


literature have been omitted, except where required for clearness of text. 
Detailed descriptions of mechanical devices and of the surface plant are 
likewise not within the scope of this article. 

The authors wish to acknowledge their indebtedness to the operating 
and engineering staffs of the United Verde Copper Co. for assistance 
in the compilation of the data presented in this paper; particularly to, 
Robert E. Tally, assistant general manager, and to H. W. Seamon, 


efficiency engineer. 


EXPLORATION AND DEVELOPMENT 


All present exploration and development work, stoping methods, 
tramming, hoisting, ventilation system, etc. are planned with the definite 
purpose of providing and maintaining an underground production of 
3000 tons of ore per day, with the possibility of an increase to 4500 tons 
per day, if mine and market conditions should warrant this output. 

In order to maintain an underground production of 3000 tons of ore 
per day, it is necessary to develop 100 ft. (30 m.) in depth every year, 
and to drive 25,000 ft. of drifts and raises for exploration and develop- 
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ment work. During the last few years, an average of 34 tons of ore 
has been developed per foot of development work. This high figure 
has been due to the character of the orebodies, which are large, per- 
sistent, and concentrated within a relatively small area. This advantage 
is partly offset by a high average cost for all exploration and develop- 
ment work. 


Shafts and Shaft Equipment 


At the present time there are three working shafts at the United 
Verde mine. These shafts are called No. 3, No. 4, and No. 5. A fourth 
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Fiag. 2.—Locatrions or SHAFTS AND TUNNELS. 


shaft, No. 6, is being concreted and should be in operation by December, 
1920. ‘The relative locations of all shafts are shown in plan and section 
in Hig... 2. 

No. 3 Shaft.—No. 3 shaft, 5 ft. by 15 ft. 2 in. (1.5 by 4.6 m.) in the 
clear, is timbered, and has three compartments. It extends from the 
surface to the 1950-ft. level (594 m.). At this shaft two double-decked 
cages are operated in balance by a 20 in. by 48 in. (50.8 by 121.9 cm.) 
duplex, direct-acting, double-reel, Corliss steam hoist of Webster, Camp 
& Lane manufacture. An unbalanced “‘chaser” cage is operated in the 
third compartment by a 16 in. by 30 in. duplex, direct-acting, single- 
reel hoist of the same manufacture. This ‘‘chaser’” cage is used only 
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when the shifts are being lowered or hoisted, and during periods of 
shaft repair work. 

No. 4 Shaft.—No. 4 shaft is timbered with 10 in. by 10 in. Oregon 
pine, and has two compartments, each 4 ft. 4 in. by 5 ft. (1.3 by 1.5 m.) 
in the clear. It extends from the surface to the 1000-ft. level (304 m.). 
Two double-deck cages with platforms 3 ft. 4 in. by 4 ft. 7 in. (1 by 1.38 
m.) are operated in balance by an Allis 20 in. by. 48 in. (50.8 by 121.9 cm.) 
duplex, direct-acting, double-reel steam hoist. At the present time 
this shaft is chiefly used for lowering oxide ore to the 900-ft. level for 
transfer to standard-gage cars in the Hopewell Tunnel. This ore cannot 
be handled through the regular transfer raises on account of its sticky 
nature. : 

Disadvantages in Operation of Shafts No. 8 and No. 4.—Prior to Sep- 
tember, 1918, all men, timber, and supplies were handled through shafts 
Nos. 3 and 4. No. 3 shaft also hoisted all ore mined below the 1000- 
ft. level to the 900-ft. level for transfer to the Hopewell tunnel loading 
bins. For the first nine months of 1918, the average tonnage hoisted 
per day was 1430 tons of ore and 40 tons of waste. The dimensions of 
the cage platform made it necessary to use cars of 18 cu. ft. (0.5 cu. m.) 
capacity throughout the mine. The average time required to lower or to 
hoist a shift of 380 men was 35 min. The entire graveyard shift was 
required for the handling of timber, drill steel, powder, and miscel- 
laneous supplies. Consequently, the ore had to be hoisted at top speed 
in order to handle the required tonnage in the time left for this work. 

A fire in No. 3 shaft meant the cessation of all ore production from 
the lower levels. The location of this shaft was also undesirable for a 
permanent working shaft because the upper part was in moving 
ground, which made it difficult to keep the timbers in alignment, and 
about 95,000 tons of 6-per cent. ore had to be left unmined on account of 
its proximity to this shaft. Enlargement and concreting, as had been 
done at the Sacramento shaft at Bisbee in somewhat similar cir- 
cumstances, therefore was not feasible. To overcome these difficulties, 
No. 5 shaft was designed to provide increased ore-hoisting capacity, 
and No. 6 shaft was planned to handle all men, timber and supplies. 

No. 5 Shaft for Handling Ore——No. 5 shaft is 5 ft. by 16 ft. (1.5 
by 4.8 m.) in the clear, and has three compartments. It extends from 
the 800-ft. (243 m.) level to the 2500-ft. level and has a concrete lining 
that has a minimum thickness of 12 in. The hoisting equipment has 
been described in detail by T. D. Hawkins.? It is designed to operate 
two skips in balance to a depth of 2200 ft. below the 1000-ft. level. The 
maximum rope speed is 1000 ft. per min., and the maximum capacity 
5500 tons per 24 hr. In emergencies, the hoist will operate unbalanced 


2 The United Verde Underground Hoist. Eng. & Min. Jnl. (Apr. 7, 1917) 103, 
598-601. 
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for a period of 4 hr. Full speed is attained in 10 sec. and retardation 
to rest in 5 sec. | 

“The hoist is an Allis-Chalmers, double-drum, single-reduction geared 
type, driven through a flexible coupling by a 650-hp. direct-current 
motor, with current at 500 volts, and a normal speed of 300 r.p.m. The 
drums are cylindrical, 10 ft. in diameter with a 5-ft. face (3 by 1.5 m.) 
grooved for 2500 ft. (762 m.) of 13g in. (35 mm.) extra plow-steel, 6 by 19, 
hoisting rope, in two layers. Each drum has a double-disk, multiple- 
arm, friction clutch and a parallel motion post brake, which are operated 
by auxiliary engines actuated by oil under pressure. Power is supplied 
to the hoist motor by a 695 r.p.m. flywheel motor-generator set, con- 
sisting of one 700-hp. wound-rotor induction motor, one 600-kw., 
500-volt, direct-current generator, one 10-kw., 250-volt exciter, and a 
steel plate flywheel, 914 ft. (2.85 m.) in diameter, weighing approximately 
40,000 lb. (18,143 kg.). The starter and slip regulator are of the standard 
liquid type, designed to start the set from rest. This regulator varies 
the resistance in the secondary circuit of the motor as the service demands, 
permitting the flywheel to deliver or store energy as required. 

In addition to an overwinding device on the hoist indicator, two 
limit switches located in the head frame are operated by the up-coming 
skip and automatically stop the hoist if the overwinding device has 
failed to function. An emergency switch, which cuts off the current and 
applies the brakes, is located near the operator. In case men are to 
be hoisted, the speed is limited to 800 ft. per min. by the insertion of a 
speed-limiting resistance by the operator. 

No. 5 hoist room is located on the 1000-ft. level. It is 47 ft. by 81 
ft. in section by 22 ft. in height (14.3 by 24.6 by 6.7 m.) and is lined 
with reinforced concrete. A 20-ton crane facilitates the rapid handling 
of hoist-room equipment for repairs. The self-dumping skips used in 
No. 5 shaft have a capacity of 112 cu. ft. (8.1 cu. m.) equivalent to 8.0 
tons of “iron”? ore, 6.5 tons of ‘‘silica’”’ ore, and 5.8 tons of waste. They 
are of rugged construction and weigh, approximately, 12,000 lb. (5443 
kg.). Fig 3 shows a plan and elevation of one of these skips. 

The level interval below the 1200-ft. (365 m.) level is 150 ft. (45 m.) 
and motor haulage is provided on every other level. The skip pockets 
are therefore located only on the 1200-ft., 1500-ft., and 1800-ft. levels, 
with pockets in course of construction on the 2100-ft. and 2400-ft. 
levels. ‘Two pockets, each with a capacity of 300 to 500 tons, are pro- 
vided at No. 5 shaft on each of these levels. These pockets are ordinarily 
used for handling the iron and silica ores. Waste from development work 
on operating levels is transferred through raises to the stopes below to be 
used as filling. Waste from development work below the 1950-ft. level 
is stored in one of the temporary shaft pockets on that level, the other 
pocket being used for ore. The relatively small amount of converter 
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ore mined below the 1000-ft. level is stored in raises until it is convenient 
to empty one of the skip pockets for this service. In this way no difficulty 
is encountered in handling three classes of ore and the waste from develop- 
ment work through the two skip pockets on each haulage level. 
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Side View 
Fic. 3.—SELF-DUMPING SKIP—CAPACITY 112 CUBIC FEET. 


The arrangement of the loading pockets follows the general practice 
in the camps of southern Arizona. Fig. 4 shows a section and a front 
view of one of these pockets. The ore passes from the loading pocket, 
through an air-operated, undercut, arc gate to a cartridge of 112 as 
(3.1 cu. m.) capacity, which is the desired skipload. _ An interlocking 
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valve prevents the opening of the lower, or cartridge, gate until the upper, 
or pocket, gate is completely closed. 

From the No. 5 hoist room on the 1000-ft. level, the cableway extends 
at an angle of 60° to the head frame at the 800-ft. level. The hoisting 
ropes are supported on idlers spaced 34 ft. (10.38 m.) center to center. 
The sheaves are 10 ft. in diameter and operate in bronze journals. 
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The skip dumps into a bin designed to absorb the shock of the falling 
ore. The ore then passes through an electrically driven distributor 
located on the 860-ft. level and controlled by the hoist operator from his 
platform. This distributor travels over an arc of about 60° and can 
discharge into any one of three chutes connecting with the 1000-ft. 
level loading bins. A series of colored pilot lights on the switchboard in 
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the hoist room indicates the position of the distributor. At the bottom 
of one of these chutes, there is a bypass arrangement by means of which 
all waste hoisted through No. 5 shaft is diverted to the 1200-ft. level for 
use as stope filling. 

No. 6 Shaft, for Handling Men and Supplies—No. 6 shaft is 13 ft. 
by 13 ft. (3.9 by 3.9 m.) in the clear and has three compartments. The 
cage compartment is 8 ft. by 13 ft., the pipe compartment 4 ft. by 9 ft. 
4 in., and the counterbalance compartment? 4 ft. by 3 ft. The shaft 
extends from the 400-ft. level to the 1950-ft. level, and is to be continued 
to the 2400-ft. level. Concreting to the 1950-ft. level should be com- 
pleted by October, 1920. The concrete lining has a minimum thickness 
of 8 in. (20.3 cm.). 

The hoisting equipment is designed to operate a double-deck cage, 
in balance with a counterweight, at a rope speed of 800 ft. per min. The 
acceleration is 6 sec., and retardation 5 sec. The hoist is of Nordberg 
manufacture and has a single cylindrical drum 12 ft. (3.6 m.) diameter 
with a 6-ft. face. The drum is spirally grooved for 2500 ft. of 134 in. 
(1.9 em.) extra plow-steel rope in two layers. A reel for 14 in. by 514 in. 
flat rope for the counterweight is rigidly coupled to the main drum. The 
brakes are of the parallel-motion, gravity, post type, set by a deadweight 
and released by a hydraulic thrust cylinder. The hoist is driven through 
a flexible coupling by a 350-hp. wound-rotor, induction motor at a 
normal speed of 360 r.p.m. 

No. 6 hoist room is located on the 500-ft. level. It is 44 ft. by 45 
ft. in section and 26 ft. in height (13.4 by 13.7 by 7.9 m.) and is lined 
with reinforced concrete. The cableway extends at an angle of 32° 
from the hoist room to the head frame at the 400-ft. level. The sheaves 
for the 134 in. round rope and for the }4 by 514 in. flat rope are 10 ft. 
and 8 ft. in diameter, respectively. The shaft station at the 500-ft. level 
is so constructed that both cage decks may be loaded or discharged 
simultaneously. These cages have a capacity for 96 men. They also 
permit the transfer of steel and mine timbers without rehandling at the 
shaft collar and at the level stations below. 


General Hoisting Costs 


The average cost of hoisting ore and waste through No. 5 shaft in the 
months of August, September, and October, 1919, was as follows, the 
total tonnage hoisted being 110,487 tons: 


Cost Per Ton Hoistep 


[D213 6. cao ae evel ANC Nee roc cian tee ic $0.021 
Si) Sue Sn aides Ge ae ROC ee aia nS aac 0.001 
Plectricipawery 8).002 28 sete). 220. aR sR 0.009 
Repairs marred. 251 sj. ayes 24 aed Sod ed ee i 0.003 

$0 .034 


140 MINING METHODS AND COSTS AT THE UNITED VERDE 


The total cost of all hoisting for the year 1918, when 530,470 dry 
tons were hoisted, is given in Table 8: 


Tas.e 8.—Total Hoisting Costs, 1918 


Toray Cost Per Ton 
or Ore Ho1stEpD 


gO oo) Peon Ny aaa Se rARG IS tie oa $0.181 
Supplies eet ctacis om eee tings Poe naire mies Seraie re 0.004 
Klectrictpowersinse anette Aeterna 0.003 
Boiler plant. Jyetee cv setsn te Ae ree aie ee ee 0.205 
Reéepaitstat wie. 2 ares cea dee = BOR eee ae 0.037 

Total cost per ton of ore hoisted.............. $0.430 

Total cost per ton of ore shipped to smelter.... $0. 265 


These costs clearly indicate the uneconomical conditions of hoisting, 
which should be eliminated with the operation of No. 5 and No. 6 shafts. 


Shaft Raising and Sinking 


Raising and Sinking No. 5 Shaft—No. 5 shaft was raised from the 
1950-ft. to the 860-ft. level, a total distance of 1090 ft. The rock section 
excavated measured 7 ft. by 17 ft. (2 by 5 m.) 

This shaft was then sunk from the 1950-ft. level to a depth of 2500 ft., 
a total distance of 550 ft. The rock section excavated by sinking meas- 
ured 7 ft. by 18 ft. The shaft was first securely bulkheaded above the 
1950-ft. level and then was sunk full size for a distance of 20 ft. Two 
small skip pockets were excavated with approximately 70 tons capac- 
ity, so that all shaft waste could be handled directly through No. 
5 shaft. The shaft was then sunk for 30 ft. the size of the manway only; 
widened to the full cross-section below this depth and the timber bulk- 
head above the 1950-ft. level then removed. The usual rock pentice, in 
this case 30 ft. in thickness, was left for the protection of the shaft men 
in further sinking. A 50-hp. electric hoist, with a capacity of 3500 lb. 
(1587 kg.) at a rope speed of 300 ft. (91 m.) per min., was installed oppo- 
site the manway compartment. A 10 cu. ft. (0.28 cu. m.) bucket 
attached to a safety crosshead with bonnet was used in sinking. All 
mining, mucking, and timbering was done on two shifts with crews of four 
men. The rock encountered was tough quartz porphyry. A V cut, 
drilled with Jackhamers, using thirty-eight 5-ft. holes, gave an average 
advance of 4 ft. per round. Delay-action detonators for blasting were 
used with good results. Shaft sets were of 8 in. by 8 in. Oregon pine, 
spaced 6 ft. from center to center. The small amount of water encoun- 
tered in sinking was hoisted in the bucket at the beginning of each shift. 
Comparative costs and data for the raising and sinking of No. 5 shaft 
are shown in Table 9. 
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TaBLE 9.—Costs and Data of Raising and Sinking No. 5 Shaft 
Raising Sinking 
Cost Cost P. 
per Foot Gubie Yard Beem cunt Yona 
LSU SOR fae Pe See eee $12.91 $38 .41* 
PSDIORIVORSE os. cb bs i'n oc be ws 3.08 y 4.43 
TEN TA OE Rens o eeasetechhye pies 2.60 5.39 
Compressed airse sce ue cones 4.20 5.88 
Supplies and repairs........... GEZ20h 6.10 
BLO GA MCOS bree orc cic ess | $28.99 $6.58 $60.16 $12.89 

Total advance, feet............| 1090 510 
Section excavated, feet......... | TS ea les USK 


Builiganed tt aMiwe nk!) ese | Ingersoll-CCW 11 Sullivan DP 33 
| Ingersoll DCRW 430 

Average depth of hole, feet..... | OD 5.0 
Average number of holes per 

CALLS Be once aie asa 34 38 
Distance drilled per round...... | 187 190 
Advance per round, feet........ 4.25 4.0 
Distance drilled per es advance, 

CCE eee at Re | 44.0 47.5 


* Labor costs in sinking include charges for hoistman and topman at 1950-ft. level. 


Raising No. 6 Shaft.—No. 6 shaft was raised from the 1500-ft. level 
in two lifts; one from the 1500-ft. to the 900-ft. level, and the other from 
the 900-ft. to the 400-ft. level. On each lift a cribbed chute and manway, 
5 by 10 ft. (1.5 by 3 m.) was carried up along one wall. The second com- 

TaBLE 10.—Cost and Data of Raising No. 6 Shaft 


Cost PER Foor Cost PER Cu. Yb. 


ba DOR sere tis teen, seis eie sis a os $23.88 
[Pex OSV OS Ly aster: -seiseeere blab © 5.14 
Fhitaat oS) Ss uh ic Cee Beane Olen ine eee 3.85 
Wompressed alles s- sues: eee: 2.62 
PDrillere parson ase je oie oysters. = 82 4.87 
SHG OUIES Wooo nob BAAD Cen aie mane 0.41 
ALG Gen COS UE ee reer eer) s/-cs, 'es $40.77 $5.34 
1070 


Total advance, feet..........++2-<++..eennee 
Section excavated, minimum dimensions....... 


Draillsnised Meee ek ee es cr tern sine 


14 ft. 4in. by 14 ft. 4 in. 
Sullivan BT 44 and 
Ingersoll CCW 11 


Average depth of hole, feet..........--+-++++-- 5.5 
Average number of holes per TOWUNGs, Wee ae 40 
Distance drilled per round, feet.............-- 220 
Advance per round, feet. . Fe ee 4.75 
Distance drilled per foot of press feet. Be oar 46.3 
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partment gave the advantage of better ventilation and a much longer 
base for the maintenance of survey lines than was possible with a single 
cribbed manway. ‘The rock section, 14 ft. 4 in. by 14 ft. 4 in. (4.3 
by 4.3 m.) as a minimum, was excavated by contractors with an average 
overbreak of 234 in. (7 cm.) in the tough quartz porphyry of the lower lift 
and 434 in. (12 cm.) in the schist and fractured diorite of the upper lift. 
This small overbreak was obtained by careful placing of all holes by the 
contractors, to avoid the heavy penalty for any overbreak exceeding 
6 in. The costs of raising No. 6 shaft and drilling data for the work are 
shown in Table 10. The costs for drill repairs is high because this shaft 
work was done during a shutdown in the spring of 1919, when a large 
overhead expense was charged out on the basis of drill shifts worked. 


Level Interval 


The most economical interval between levels has been found to be 
150 ft. (45 m.). A closer spacing increases proportionately the cost of 
level development per ton of ore mined. In mining under a filled stope, 
it is necessary to extract three or four floors directly beneath the level by 
the use of square sets, a more expensive mining method than the hori- 
zontal cut-and-fill method generally used for the remainder of the stope. 
With a level interval of 100 ft., approximately 20 per cent. of the total 
ore must be mined by the square-set method, while the corresponding 
ratio is only 15 per cent. when the level interval is 150 feet. 

A 200-ft. level interval (1000 ft. to 1200 ft.) was found unsatisfactory. 
The increased cost for raise development, the high cost for maintenance 
of the ore chutes in the stopes, and the necessity of providing a sublevel 
for development halfway between the two levels, more than offset any 
advantage gained by using the longer lift. 


Drifts, Crosscuts, and Gangways 


Size and Timbering.—As cars of the same size are used for hand 
tramming and for motor haulage, all drifts and crosscuts have the same 
cross-section, 6 ft. in width by 8 ft. (1.8 by 2.4 m.) in height in the rock 
section, and 5 ft. by 7 ft. (1.5 by 2.1 m.) in the clear where timbered. 
All drifts and crosscuts are given a grade of 0.4 per cent. in favor of 
the load. 

Gangways under stopes are first driven 7 ft. wide by 8 ft. high, and a 
second cut 7 ft. wide and 7 ft. high is stoped from the back of the drift. 
Fig. 10 shows a cross-section and a longitudinal section of a typical gang- 
way, giving the details of timbering above the gangway set for support 
of the filling. All gangways are 5 ft. by 9 ft. 10 in. in the clear, the dis- 
tance from the sill to the top of the 10-in. by 12-in. sheeting being 13 feet. 

Supervision of Drilling Operations.—On account of the difficult drill- 
ing ground at this mine, it has proved economical to place all drilling 
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operations under the supervision of one engineer. His duties may be 
enumerated briefly as follows: (1) To keep a detailed record of all drills 
underground and to see that they are kept in the best working condition; 
(2) to test new types of drills as they are received from the manufac- 
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Fia. 5.—Drirr Rounps. 


turers; (3) to record and analyze the work accomplished by the drill 
bits; (4) to see that the type of round best adapted to the class of ground 
being drilled is used in all development work; and (5) to carry on experi- 
mental work relative tO air pressures, hose, hose connections, valve 
designs, ete. 


l6#ole Draw Cut 


Fig. 6.—RaiseE Rovunps. 


Drills Used.—Hammer drills of the 248 Ingersoll-Leyner type are used 
for all drifting and cross-cutting, as most of the ground on the lower 
levels is either tough quartz porphyry or massive sulfides. In ordinary 
ground one machine, mounted on a 344 in. (9-cm.) vertical bar, is suff- 
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cient for each drift. It is operated by one man, with the assistance of a 
shoveler for the set-up. In ground that requires two or more shifts to 
drill a round, two machines are mounted on the same bar and a chuck 
tender is provided to carry steel and powder for the two machines. The 
lighter types of mounted water drills have given satisfaction in black- 
schist and altered quartz-porphyry areas; these machines weigh approxi- 
mately 100 lb. (45 kg.) unmounted and have a 2)4-in. cylinder. Every 
effort was made to substitute these light machines for the heavy Leyner 
drills in all classes of ground, but they were not successful. The 
greater drilling speed of the heavier drill in the hard porphyry and mas- 
sive sulfides more than offsets the advantage of the one-man set-up with 
the lighter drill. 

Types of Rounds.—Formerly the bottom cut was used exclusively, 
whereas in the present practice the pyramid cut is standard for all drift 


S104" 5 oe ‘: “Taper to meet stee/ 
a — D 


/4" ound Stee! () 


aa Le lalate arta ee 
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Fia. 7.—DovuBLE-TAPER CROSS-BIT. 


rounds from a clean set-up. The bottom cut is still used whenever it 
is necessary to set up a cross-bar before the drift has been cleaned out, 
as it requires the drilling of only two or three holes from the lower set-up. 

Drill Steel—At the present time only two kinds of drill steel are 
used. These are 1)4-in. (3.2 cm.) hollow round steel for the heavy 
Leyner type of water drills, and 7g-in. (2.2-em.) hollow quarter-octagon 
steel for the light J neler type and for the wet stoper drills. The 
size of bits is the same for both kinds of steel. Fig. 7 shows, in tabular 
form, the standard changes. 

The breakage loss is less for 1-in. quarter-octagon steel than for i-in. 
steel, but this advantage is offset by the greater drilling speed obtained 
with the 7£-in. steel in drilling vertical holes. The 7-in. quarter-octagon 
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steel gives less breakage than either 7<-in. hexagon steel or 1 1é-in. cruci- 
form steel. Table 11 shows the steel breakage for December, 1917, and 
for a year later, December, 1918, after the adoption of a double-taper 
cross-bit and steel with quarter-octagon section. 


TaBLE 11.—Steel Breakage 
On eerste arte le li lll el ee dl 
| 


| as . 3 y-in. 
Siisccandilighicsacon #|porcestorm Quarter Total 
December, 1917 7 
Steel sharpened........... | 19,227 | 10,482 | 4,779 2,978 | 37,466 
veel DIOKEN ss s..c. ccs 578 427 296 62 1,363 
Per cent. broken.......... joes Gy 4.08 6.20 2.08 3.64 
December, 1918* | 
Steel sharpened........... eget 4,256 405 11,471 44,253 
Steel broken. ......2.i..4... | 252 77 34 190 553 
Per cent. broken.......... | 0.89 1.78 8.40 1.66 iL as 


* After introduction of double-taper cross-bits. 


Types of Bits —Experimental work carried on by H. W. Seamon, the 
efficiency engineer supervising all drilling operations, has resulted in 
the following improvements in the drill bits. When these tests were 
commenced, all Leyner machines used 1}4-in., hollow, round steel with 
cross-bits of 14° single taper. A 9-in. change in length and a }-in. 
change in gage from a starter of 23¢-in. to a finisher (eighth) of 114-in., 
were the ordinary changes in use. On account of the rapid loss of gage 
with a single-taper bit, }{,g-in. changes in gage were unsatisfactory. 
The double-taper cross-bit, Fig. 7, and the double-taper arc bit were 
tested in comparison with the single-taper bit mentioned, using six 9-in. 
changes, with gage ranging from 2}4 in. to 19g in. The results of these 
tests are given in Table 12. 


TaBLE 12.—Comparison of Single- and Double-taper Bits 


Drilli A Loss in G 
(Remeicrver tie ‘per Foot Drilled ~~ 
Material Drilled Single- De Buble Ds ouble- | Bee ee prvi 
aper 2 “ht “ps : 

Cross-bit | Crose-bit iy-Ate Bit ia tach Ce Taek ip Taah 

Massive sulfides... 1.53 3.30 | 3.05 0.125 0.063 0.078 
Jaspetriee oo 2-} 4 72555 3efo 4.15 0.156 0.094 0.094 
Porphy rye cee oe Or 10 5.48 5.56 0.031 0.031 0.031 


Sr ne TEESE 


As 75 per cent. of development and stope drilling is in massive sulfides, 
the average increase of 105 per cent. in drilling speed in this formation 
by the use of the double-taper bit led to the prompt abandonment of the 
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single-taper bit. The theory of the double-taper bit, as developed by 
Geo. H. Gilman,* was fully demonstrated by the foregoing tests under 
most severe drilling conditions. With the slight difference in drilling 
speed between the double-taper arc bit and the double-taper cross-bit, the 
latter was adopted as the standard bit because it is simpler to make and 
easier to maintain. The tests also led to the adoption of a 14¢-in. (1.5 
mm.) change in gage, as noted in Fig. 7. The loss in gage of the double- 
taper cross-bit was less than 14 in. per foot drilled in all ground except 
jasper. As jasper is encountered only occasionally in development 
work, this objection was not serious. 

Table 13, derived in part from Table 12, shows the increase in drilling 
speed resulting from changes made in the drill steel, from single-taper 
cross-bits with 1¢-in. change of gage to double-taper cross-bits with a 
14,-in. change in gage. All holes bottomed at 15¢ in. after six 9-in. 
changes. The results obtained by drilling holes of different diameters 


TaBLe 13.—Effect of Drill Bit Design on Drilling Speed 


3 
3 
5 
: 
$ 


Average Drilling Speed, Inches per Minute | Per Cont 
7 2 3 Increase in 
| Single-taper | Double-taper | Double-taper Detling 
-in. -in. -in. 
Change Change Cc here Sover 1 
INassiviersuliid esters varie oem 1.53 3.30 4.20 174 
JASPOD oe eee eer eee 2.65 3.75 5.20 96 
Porphyry. \,2heeseuer ects a 5.10 5.48 7.88 54 
Gage of starter, inches......... 2% 24% 1154, 
i 


in the above classes of ground indicate that the drilling speed, in inches 
per minute, is closely proportional to the area excavated. The increased 
drilling speed obtained by using the double-taper bit with 1/g-in. change 
in gage was secured at a slight increase in the cost of sharpening per bit. 
Several other types of bits have been tried at the United Verde mine, but 
the cross-bits have given the best satisfaction. 

Explosives.—Two types of high explosives, gelatin and ammonia dyna- 
mite, arein use. A 35-per cent. and a 50-per cent. strength of each type 
are used in the proportions here shown. 


SN GIT PR Cent. oF 
Tora Usrep 
35 percent. ammonia dynamites. seen nee 21 
60 per cent. ammonia dynamite.......6....0.2 55... 29 
35 per cent. gelatin dynamite....................... 33 
50) per cent. gelatin dynamites.+.)) ac see neice 17 
(ie een Re Ae A ak Sok. 100 


# Drill Steel and Drill Bits for Metal Mining. Eng. & Min. Jnl. (May 12, 1917) 
103, 823. ; 


i) ae 


H. DEWITT SMITH AND W. H. SIRDEVAN 147 


As all holes in breast-stoping are horizontal, or nearly so, and the 
mine workings are generally dry, the conditions are favorable for the use 
of ammonia dynamite. Fifty per cent. of all blasting is done with 
ammonia dynamite, at 9 per cent. less cost than if gelatin dynamite were 
used. Gelatin dynamite is used in shaft sinking and for all raise work, 
as it is easier to load into vertical holes. The 50-per cent. strength of 
each type of explosive is used in the massive sulfides and jasper areas, 
and for all block-holing. The 35-per cent. ‘strength is used for blasting 
in all black schist and porphyry. 

The powder is stored in a concrete, magazine located approximately 
3500 ft. from the portal of the Hopewell (1000-ft. level) tunnel, which 
has a capacity of 2500 boxes, about 2 months’ supply for the mine. 
Sufficient powder for each day is hauled into the mine on the graveyard 
shift and distributed to each level on the same shift. At the beginning 
of the day shift, all powder is removed from the shaft station to the 
powder magazine on each level. Keys to this magazine are held only 
by the powderman and the shift boss. 

A smooth, black-finished, cotton-countered, safety fuse is now used 
instead of the triple-taped, gutta-percha fuse formerly in use, on account 
of the tendency of the latter to crack in cold weather. In shaft sinking, 
which is the only wet drilling in the mine, electric fuses are used. No. 
8-X caps are standard for all work. All fuses are cut and capped by 
one man on the surface; a mechanical fuse-cutter clips 20 lengths of fuse 
at one time. Several spare blades are provided for this cutter so that a 
sharp blade may be used at all times. A cap crimper, operated by a 
foot pedal, rapidly and accurately crimps the caps on the fuse. With 
this equipment, a maximum of 800 fuses have been cut, capped, and 
crimped by one man in 60 min. The capped fuses are stored in water- 
proof cans for distribution each day tn the working levels. : 

Blasting Crews.—In the spring of 1918, on account of the inexperience 
of many of the miners and the necessity of keeping a close record of all 
powder used, a blasting crew was organized. At this time there was a 
3-hr. interval between the day and night shifts, and blasting was done on 
both shifts. When the blasting crew was organized, the day was divided 
into three shifts and all blasting, except block-holing, was left to the 
graveyard shift. All blasting is done by this crew of experienced miners 
under close supervision. Blasters are required to use tamping at all 
times. Little success was obtained in enforcing the use of tamping until 
this special crew was organized. On account of the large open stopes and 
the great number of development openings being driven at one time, 
this method is well adapted for use at this mine. ; 

Representative Costs—The data for a number of representative drifts 
and crosscuts driven in 1918, given in Table 14, show the wide variation 
in cost for development work in the different rock formations: 
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TasLe 14-—Costs and Drilling Data on Representative Drifts 


j and Crosscuts 
eg ee a eg a ee ee ee ee 


Character of Rock Drilled 
aero be Schist Porphyry 
Cost per foot 
(eal ONMMUUNGLS .<. ceh ens races tteia restate eae $12.39 & $5.34 $2.54 
Carmen and miscellaneous.............- 5.69 3.96 3.58 
Totallabor Actes. dees oe eee eee $18.08 $9.30 $6.12 
Explosives sec 12 eee + eeliriagess tio abror 5.86 2.12 1.56 
SUP plies factors rss iene eee 0.40 0.28 0.20 
Repairs, drills and steel................ 4.88 2.24 0.90 
Compressed Sitar cee ae oe ae 5.16 ey bee 0.95 
Total cost per foot...2...............| $84.38 $16.31 $9.73 
Cross-section of drift, feet................ 6x8 6X8 6 xX 8 
Type of drills used. . ........+.....| Ingersoll-248 | Waugh-60 | Ingersoll-2 
Average depth of hole ene. HO, Oi et 5.0 5.5 6.0 
Number holes per round. . Set ett 16.0 16.0 11.0 
Distance drilled per ronan fore. | Oa oe 80.0 88.0 66.0 
Distance drilled per machine shift, feet..... 9.2 sia a 44.0 
Advancesper round sfteebess. seen eee 4.0 4.4 5.4 
Distance drilled per foot of advance, feet. . .| 20.0 20.0 Agee 


Raises 


The standard raise has a cross-section about 6 ft. by 11 ft. (1.8 by 3.3 
m.) and is timbered with 5 in. by 8 in. (12.7 by 20.3 em.) cribbing, as 
shown in Fig. 8. One compartment is single-lined with 2-in. (5-em.) lag- 
ging (double-lined for stoping) and is used as an ore chute, while the other 
compartment is used as a manway, and for hoisting timber, steel, and 
explosives. Thistype of cribbed raise has been the standard at the United 
Verde mine for a number of years. It is interesting to note in this 
connection that the cribbed raise finally adopted as standard by the 
Copper Queen Consolidated Mining Co. at Bisbee, Ariz., and evolved 
independently by them,‘ differs but slightly from that shown in Fig. 8. 
The timber compartment is lagged in the Copper Queen set; at the 
United Verde mine this has not been considered necessary. Ifthe ground 
is not too heavy or blocky, the cribbing is removed upon completion of 
the raise, and used in other raises before it is scrapped or cut into track 
ties. 

A hand-rotated water stoper with 234-in. cylinder is used for all rais- 


4Chas. A. Mitke: “Standardization of Mining Methods,” 15, Figs 1529 NW), 
1919. McGraw-Hill. From Eng. & Min. Jnl. of Neveu ber and December, 1918. 
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ing in average ground. Due to the production of copper dust in drilling 
dry holes, with resultant ill effects upon the miner, no dry stopers are now 
in use. Stopers with automatic rotation have been tried with indifferent 
success. These machines are heavier than the hand-rotated stoper and 
require repairs much more frequently. This precludes their use at the 
United Verde mine at their present stage of development. 

The standard type of round for raises is shown in Fig. 6. Either 
a 12-hole or a 16-hole draw-cut is generally used, depending on the 
nature of the ground drilled. In hard massive sulfides, 18 holes are usu- 
ally required. 
\ ‘The data on representative raises driven during the year 1918, given 
in Table 15, shows the wide variation in cost per foot of advance in the 
different classes of ground. 


TaBLE 15.—Cost and Drilling Data, Representative Raises 


Character of Rock Drilled 


Massive Schist Quartz 
Sulfides Porphyry 
Cost per foot 
Maborsminers eee eee ene S15 200d $6.27 $3.31 
Miscellaneous Sse. erie ree 1.64 1.55 0.65 
‘Total laboreseremancenmeren $17.34 | $7.82 $3.96 
Eixplosivésiic.c. oe eee 5.28 3.26 0.99 
Timber's;.....cici fmt tiene teeh aes 2.05 1.63 0.92 
Supplies)... eee eee 0.52 0.20 0.12 
Repairs, drills and steel........ 4.35 1.79 0.63 
Compressed ain emenees 4.60 1.90 0.66 
Total cost pertoot. aon | $34.14 $16.60 $7.28 
Cross-section of raise, feet........ (ae Oeste 6 X 11 6 X 11 
IDrillShISe@ een co ene eee | Ingersoll-248 Ingersoll-CCW11|Ingersoll-CCW11 
Depth of hole, feet.............. 4.3 6.0 8.0 
Number of holes per round....... LSE 15.0 12.0 
Distance drilled per round, feet...) 77.0 90.0 96.0 
Dist. drilled per mach. shift, feet. .| 11.0 28.0 48.0 
Advance per round, feet.......... 3.4 fagpal 7.4 
Distance drilled per foot of ad- 
VANCO LCCU..s epete ae ieee me ate 22.6 17.6 13.0 


Bonus System on Development Work 


A bonus system for the miners is applied on all raising, drifting, and 
shaft sinking. From cost and drilling data taken over a period of years, 
an average advance per machine shift in different classes of ground fora 
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fair day’s work was determined. A series of bonuses ranging from 25 
cents per shift upward has been formed from this base for each class of 
ground drilled. The miner and the company share equally in any de- 
crease in cost that results from work better than the average. The miners 
naturally prefer a flat contract price to the bonus system. The contract 
system, however, is not feasible at the United Verde mine on account of 
the frequent changes in the formation and in the character of the rock 
encountered in development work. r 

There are two prerequisites to the successful operation of a bonus 
system in development work: (1) A fair and uniform rate must be made 
for each class of work; and (2) a rate once established must not be cut, no 
matter how advantageous it may prove to be to the miner. The first 
requirement is met by having all bonuses set by one engineer, whose 
familiarity and experience with the different classes of ground in the mine 
over a period of several years is such that he can quickly and fairly 
classify any new piece of development work. The second requirement 
is easily met by the fixed rule that the bonus engineer is permitted to in- 
crease the bonus rate where the ground proves harder than anticipated, 
but, under no conditions, may he cutarate onceestablished. Theaverage 
miner is suspicious of any contract or bonus system, believing, from past 
experience, that rapid progress and high earnings for one month may 
result in a cut in his bonus rate for succeeding months. This suspicion 
can be allayed only by strict adherence to a fair policy, as outlined above. 


General Exploration and Development Costs 


Table 16 shows the average cost per foot for all development and ex- 
ploration work during the year 1918. The total footage for the year 
1918 was as follows: Drifts and crosscuts, 17,300 ft.; raises, 7716 ft.; 
total, 25,016 ft. Of this total, 14,778 ft. was driven for exploration and 
10,238 ft. for development. The cost of compressed air used under 
ground was distributed between development and stoping on a basis of 
relative drill shifts worked. The cost of repairs, which includes all 
charges for drills and drill parts, drill steel and drill sharpening, is dis- 
tributed on the same basis. 


TaBLe 16.—General Exploration and Development Costs 


Cost Prr Foor 


Et DO Le eae was see Gale eae loop teene pha F Beara aig ating $12.15 
ARISE WON Mere gi aoe Sage ya 2 eee RO Uie a we cae as 3.03 
SUID ICR esc oe a Silt oe an ene ah 0.25 
LIT SLM I ie vokols care Chaos tretiecsie sages cen este 0.88 
SGENPTCHSCO AIT. eles oa ale sie wine aiolonn o Heldie s sistai e's 2.37 
CROPS ISSR 1 ey ee ocae e 2.24 
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DIAMOND DRILLING 


Diamond drilling at the United Verde mine serves two purposes; 
long holes are drilled to locate the different geological formations, and 
massive sulfide areas are developed and blocked out by numerous short 
holes. It has been found that the diamond-drill cores from schist areas 
cannot be relied on for accurate data on the mineralization. Conse- 
quently, the drill is used to locate and determine the size of schist areas, 
and the actual development is performed by drifts and crosscuts. The 
assays of cores from the massive sulfide areas have been found to check 
closely with subsequent drift development work. For this reason, and 
because of the high cost of drifting in such areas, exploration of the mas- 
sive sulfide areas and the delimitation of the boundaries of large sulfide 
orebodies is usually done by diamond drilling. Fig. 1 shows the location 
of diamond-drill holes on a typical mine level. 

The cost of diamond drilling varies with the class and character of 
formation, length and angle at which holes are drilled, and diameter of 
core removed. The ES bit, which gives a core 7% in. (2.2 cm.) in diam- 
eter, is used for most of the diamond drilling. On holes over 1000 ft. 
(304 m.) in length, the E bit (15%¢ in. core) is used for the first 700 ft. of 
hole, and is then followed by the ES bit for the remainder of the hole. 

The effect of pitch and total length of hole upon drilling costs is 
shown by Table 17, which was developed from cost data on numerous 
holes. The costs are based on the following unit costs of labor and 
carbon: Bit setter, per shift, $8.71; drill runner, per shift, $5.96; drill 
helper, per shift $5.46; first quality carbons, $110 per carat. 


TaBLe 17.—Details of Diamond-drilling Costs, 1é-in. Cores 


Cost Prr Foor 


Horizontaleboles sleviribepOOiit meee erie ete: $2.90 
Holes pitching more than 5° from horizontal length 

DOO LG: sybisrdia-aobara ese ieee eee etc RC nena $3.25 
Horizontal hole, 1600 2h: ons so atienct nee enema eee $3.73 


Cost of power is not included in any of the above costs. 


TaBLE 18.—General Cost of Diamond Drilling 
Cost Per Foot 


Labort Fae od a.8 itsacinrs Orleans aerate ee ee en eee $1.97 
Supplies... 5 ccaetste contckelcaneethe: Sete ean ae 0.40 
Carbona... so. .6.cs gate a 2.32 
Compressed. air an.) cic) setae 0.24 
REpP@ir Bios. osu als on ee ee 0.06 

Sub-total... 00... so eee $4.99 
Cutting drill stations... 0, 22 angen (0) 
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The total diamond-drilling footage for the year 1918 was as follows: 
Drill holes, 7 to 154¢-in. cores, 8373 ft.; drainage holes 234g in. diameter, 
: total, 9126 ft. Table 18 gives the detailed cost per foot for this. 

rilling. 


STOPING 


The general conditions that govern the selection of a stoping method 
are stated, by Herbert Hoover,’ to be: The dip, shape and size of 
orebodies, character of walls, cost of materials, and character of ore. 
The details of this broad generalization that are considered of prime 
importance in determining local stoping methods are: Necessity of safe 
and efficient working conditions for the men, fire hazard, complete ex- 
traction of ore, flexibility for stope development, ease of sorting out 
waste, and possibility of future mining of low-grade mineralized areas 
on the borders of present stopes. 

The stoping methods and their relative importance are given in 
Table 19. The relative importance of the respective methods is rapidly 


TaBLE 19.—Stoping Tonnage at United Verde Mine, 1918 


Method of Stoping OE Rae Gog: oo of 
Horizontal cut-and-fill....................----5. 468,000 58.5 
LEC ey 0s 227 a ae ee 11,200 1.4 
SU (RINSE A 0G ta Dh ee ge Be 68,000 8.5 
Sininkaceyen del ae were Mere ee, See ay cose ek: 117,000 14.6 
GIGrVENOlEM ae ae ee ee eee Panes Seater: «| 136,000 17.0 
ALO tA AP eee oe er tae, aes eee ede | 800,200 100.0 


changing at the present time (December, 1919). Glory-hole mining 
will be abandoned in favor of open-cut steam-shovel mining éarly in 
the year 1920. No ground has been developed recently on the lower 
levels that will permit the use of shrinkage methods. Consequently, in 
future work, horizontal cut-and-fill and square-set will be the chief 
methods employed in underground mining, with subordinate use of the 
incline cut-and-fill method where applicable. A system of shrinkage 
stoping with pillar caving will be used for a converter orebody in quartz 
porphyry. 

Selection and Comparison of Stoping Method.—On account of the rela- 
tively high copper content of the ore and the fact that it is smelted as it 
comes from the mine without concentration, no method can be employed 


5 “Principles of Mining,” 94. N. Y., 1909, McGraw-Hill Book Co. 
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out dilution by waste. This condition places any caving method out of 
consideration. The character and concentration of the orebodies also 
eliminates the possibility of using top-slicing methods. 

Until the introduction of the horizontal cut-and-fill method under the 
superintendence of Robert E. Tally, practically all stoping was done by 
square-set and fill methods. Square-set stoping is well adapted to the 
United Verde orebodies except for the extreme fire-hazard involved, and 
the high cost of labor and timber. Compared with horizontal cut-and-fill 
methods, a square-set stope yields a much smaller daily tonnage, is more 
difficult to ventilate and supervise, and will not permit the accumulation 
of a reserve of broken ore. However, in many black-schist areas, and 
occasionally in highly mineralized sulfide stopes, the ground is slabby 
and so badly broken that it can be mined with safety only by the use of 
square-set stopes carried up in small sections. It is also necessary to 
use square-set methods whenever a horizontal cut-and-fill stope has 
been carried up to within 20 to 30 ft. (6 to 9 m.) of a filled stope on 
the level above. 

Horizontal cut-and-fill methods overcome the objections to the square- 
set methods outlined. Both the square-set and the horizontal cut-and- 
fill methods have the following local advantages over the shrinkage and 
inclined cut-and-fill methods: (1) Flexibility, 7.e., ability to leave horses 
of barren or low-grade material unmined and to offset in ore when nec- 
essary as stoping progresses; (2) ease of prospecting the stope walls by 
crosscuts, which is particularly essential in schist stopes; and (8) ability 
to sort out low-grade rock or dike material cleanly and cheaply. 

On account of the usual tendency of the ore to shatter well ahead of 
the ground blasted and the consequent danger from falling ground in 
working under a brow, incline cut-and-fill methods can seldom be used 
locally with maximum conditions of safety. The massive sulfides break 
in large pieces, which stand on a slope of 60° and entail much labor in 
block-holing and breaking with a hammer. The slight saving in 
mucking labor in an incline stope and the pronounced saving in handling 
waste fill are practically offset by the higher cost of handling timber and 
steel and the difficulty of erecting bulkheads, as compared with the hori- 
zontal method. As the latter method has the additional advantages 
outlined above, the incline cut-and-fill method is used only occasionally 
in narrow stopes where the walls are not strong enough to permit shrink- 
age stoping. 

Shrinkage stopes are used only in hard ground in massive sulfide 
areas. The shrinkage method shows a lower cost for timbering and waste 
filling than any other method used and, in addition, permits the accumu- 
lation of a large reserve of broken ore. As the sulfide ore has a tendency 
to break in large masses, the cost of drawing shrinkage ore from the 
chutes on the level is greater than from other stopes where grizzlies are 
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used. Practically no sorting can be done to advantage in a shrinkage 
stope. In order to prevent any later movement of the stope walls, 
shrinkage stopes are filled as soon as possible after completion of the 
drawing. This precaution is necessary on account of the concentration 
of all orebodies within a relatively small area. The character of the 
United Verde orebody and its walls limits the application of this highly 
desirable method to an occasional stope. 


Horizontal Cut-and-fill Stoping 


The horizontal cut-and-fill method is used for mining some of the 
smallest orebodies in the mine as well as for those of greater area. Fig. 
9 shows the application of this method to an orebody 70 ft. in width by 
450 ft. (21 by 137 m.) in length, indicated in plan in Fig. 1. 

Preliminary Development Work.—In present practice, the first step 
in the development of an orebody, after its position has been determined 
by a crosscut, is to drive drifts to ascertain its longitudinal extent. From 
these drifts, by means of short raises, crosscuts are driven on the second 
floor, 13 ft. (8.9 m.) above the level, at intervals of 100 ft. (30 m.) to 
determine the outline of the orebody. This work, if done on the level, 
would later interfere with the desired location of gangways and make 
the ground heavy around them. 

The next step is to enlarge the drift to gangway size, about 8 ft. by 
15 ft. in rock section, and to erect the gangway sets. The framing of 
gangway timbers, and the method of bridging over the gangways, Fig. 
10, are designed to throw the entire weight upon the girts in the set. 
The 12 in. by 12 in. caps act chiefly as spreaders. Doubling-up posts and 
girts, 10 in. by 10 in. in section, are placed under the girts. If necessary, 
a solid row of these posts can be used to support the girt and bridging. 
This method does away with the necessity of using doubling-up posts 
under the caps, an undesirable method in that it seriously reduces the 
gangway clearance. 

While the gangways are being timbered, ventilation raises, spaced 
approximately 200 ft. apart, are driven to the level above. ‘These raises 
are located so that they may be used as waste raises in later stoping 
operations. Additional gangways are then driven 40 ft. apart and paral- 
lel to this first gangway. Chute pockets are located in every second set 
on alternate sides of the gangway, which gives a spacing of 11 ft. between 
them. Manways are located 100 ft. apart in each gangway. They 
should be offset from the gangway to avoid the possibility of a man 
stepping in front of an approaching ore train as he descends from a stope, 
and also to provide storage for steel and timbers when hoisting to the 
stope. Solid ground is left at the bottom of all ore chutes, and a chute 


mouth installed, as shown in Fig. 10. 
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Stope Silling—When the gangways have been timbered and sheeted 
the stope is started on the second floor. From experience at this mine, 
it has been found advisable to start the sill floor 13 ft. above the level, 
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leaving the ground on the level intact except for the above-described 
development work. When a stope is silled on the floor of the level, 
the side thrust on the gangway timbers, transmitted through the waste 
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filling, results in an excessive cost for maintaining gangway timbers. By 
leaving the sides of the gangway intact, the chief stress comes vertically 
upon the gangway. This is provided for by the timbering shown in 


Fig. 10; both methods of silling are represented on the geologic plan, | 


Fig. 1, 

A cut 7 to 9 ft. (2 to 2.7 m.) high is taken, using mounted hammer drills 
and horizontal holes. No air-feed stoper drills are used in these stopes, 
as vertical or steeply inclined holes produce a dangerous shattering of the 
back of the stope. As the silling proceeds, bulkheads of Oregon pine 
timber, 10 in. by 12 in. by 6 ft. long (0.25 by 0.3 by 1.8 m.) are erected 
with a maximum spacing of 25 ft. from center to center. Two-member 
bulkheads are used for average ground and three-member bulkheads, 
spaced as closely as efficient mucking conditions will permit, for heavy 
ground. In heavy ground, it is sometimes necessary to bridge between 
bulkheads with 10 in. by 10 in. timbers. Upon completion of the sill 
(second) floor, 4 in. by 12 in. bottom sills are laid and covered with 2 in. 
flooring, in preparation for a second cut of 7 feet. 

Waste Raises —Simultaneously with the silling, additional waste 
raises are driven. These raises are 6 ft. by 11 ft. in section and are 
spaced so that each raise will serve approximately 3000 sq. ft. of stoping 
area. The waste raises should be located close to either the foot wall 
or the hanging wall. Their location in the center of the stope weakens 
the back of the stope in the vicinity of each raise and adds unnecessary 
danger to the stoping operation. 

Routine of Stoping Operations.—After completion of the preliminary 
work outlined above, a second cut of 7 ft. is started from one of the waste 
raises. The weakest or heaviest point in the stope is selected for start- 
ing this cut, and the strongest ground is left, whenever possible, until the 
finish of the cut. Large hammer drills of the 248 Leyner type are used 
for all drilling in the massive sulfide stopes. In schist stopes, the lighter 
mounted water drills can be used to advantage. The types of rounds in 
use are shown in Fig. 11. In average ground two lines of 6-ft. holes are 
sufficient. In hard massive sulfide stopes, three lines of 5-ft. holes are 
required. The footage drilled per shift and the tonnage broken per shift 
depend on the class of ore being drilled, as may be seen by the following 
approximate figures. 


AVERAGE F aq eetene 
VERAGE FooraaE ONNAGEBR 

; Crass or Onn PER DRiLu SHIFT PER DRILL ne 
Massive'sulfides:.. > c...04 sca. ene 24 21 
SChist.c.ijaics vse svar ob wee eee 48 40 


In order to have a large reserve of broken ore available at all times, 
shoveling is not started in the stope until 2000 to 3000 tons of ore have 
been broken; thereafter shoveling and ore breaking proceed at the same 
pace. 
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It has been stated that the “brow” ahead of the drilling is the danger- 
ous section of the stope. No shoveling is permitted under this brow, - 
and the space for 20 ft. in advance of the brow is always kept roped off 
from the rest of the stope. Two roof inspectors, who are skilled miners 
with long underground experience, inspect the back of each stope and bar 
down any loose pieces of rock, each working on top of the broken ore 
ahead of the shovelers. Consequently, the back of each stope has had 
from five to twenty daily inspections befdre the shovelers begin their 
work under the 14-ft. back. 

The shovelers work on the 2-in. (5 cm.) flooring, which serves the 
double purpose of keeping the broken ore and waste fill separate and pro- 
viding an easy floor for shoveling. A No. 2 round-point shovel, made 


for Average Ground 


Fic. 11.—Srorz Rounps. 


from chrome-nickel alloy steel, is the standard for all shoveling. The 
capacity of, this shovel is 250 cu. in. (4096 cu. cm.) or 20.6 lb. (9.3 
kg.) of average sulfide ore. The two methods of transfer to the ore chutes 
are direct shoveling into the ore chutes wherever possible, and by wheel- 
barrows for distances over 15 ft. (4.5m.) The output per shoveler varies 
from 10 to 16 tons per shift, which includes the delays for breaking bould- 
ers to pass the grizzly openings. Barren country rock or dike material, 
when encountered in shoveling, is sorted and thrown back, to be covered 
advancing filling. 
ee prevent ne eae of large boulders into the 44-in. by 44-in. 
(111.7 cm.) chute opening, a grizzly made of 60-Ib. (27 kg.) rails spaced 
to give two openings each 11 in. by 44 in., is built over each ore chute. 
This design is being superseded by one which provides four openings, each 
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1514 in. by 1514 in. This later design has the advantage of passing 
larger rounded pieces than the old-style grizzly and preventing the 
passage of long slabs, which now cause most of the delays by blocking 
at chute mouths and at the skip pockets. 

Where the gangways are located on 40-ft. (12-m.) centers, ore chutes 
are spaced on approximately 20-ft. centers throughout the stope. By 
balancing the cost of shoveling against the cost of erection and main- 
tenance of ore chutes, this spacing of chutes has been found to be the most 
economical. The ore chute is shownin section in Fig. 10, and is 
identical with that used for raising, except that double lining is required 
for all stope chutes. The standard chute mouth, shown in Fig. 10, is 
delivered underground cut to size. 

Short bulkheads are built upon the broken ore, and bulkheads 14 ft. 
(4.2 m.) in height are erected from the shoveling floor to the back of the 
stope. As soon as the shovelers have provided sufficient cleared space, 
waste filling is dumped from the level above into the waste raise until no 
more of the filling will run into the stope. The cone formed atthe bottom 
of the raise is then leveled off 7 ft. above the floor and a temporary chute 
is constructed. The filling is then distributed by tramming in cars 
of 18 cu. ft. (0.5 cu. m.) capacity, until the next waste raise becomes 
available. As the shovelers advance, the short bulkheads on the broken 
ore are taken down and 14-ft. bulkheads are built up from the floor of the 
stope. Similarly, as the filling advances, the 14-ft. bulkheads are re- 
moved and replaced by short bulkheads built upon the waste. When the 
ground is heavy, the long bulkheads are often necessarily left standing and 
the filling placed around them. 

All bulkheads on filling are erected upon a mat of double 2-in. (5 cm.) 
lagging or 10-in. by 10-in. timber 8 ft. in length, in order to transmit the 
pressure to a large area of the filling. As soon as the cribbed ore chutes 
have served their purpose and are not needed by the shovelers, they are 
built up to the next floor and filling placed around them. 


Table 20.—Horizontal Cut-and-fill Detailed Stoping Costs, 1918 


Ore BRHAKING PER CENT, Cost per Ton 

Haborgnainensscrillim gay sitere anette 55.6 $0.210 
Miners block-holing................ 22.2 0.082 
Steel nippers and chucks........... Abi beth 0.042 
[SHIO) O12) INOS HTN von ystin borne cha cen c Iie 0.042 
100.0 $0.376 

x PlOSI VCS prec dieisistonte< sui sxc) + tert chous etapa Rees 0.140 
@omipressed galt. |. oevas sont. coco (sacs Sach ere er eR ene 0.116 
Repairs and replacements, steel and machines........... 0.154 


Totaliorermbreaking #0ns5-s0p tedsis Cee oe ee $0.786 
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SHOVELING 
SVT 5 oie age ear a ean $0.440 
Shovels, sledges, wheelbarrows, ete.................... 0.063 
LOGE RNOVeIMe ttre? Site OMIM Fe ee = 
TIMBERING 
Labor, erecting bulkheads............ 13.2 $0. 0252 
Placing stope flooring and fencing t 

LST Rosle od ogee endl Ae eae 13.4 0.0254 
Raising ore chutes and manways..... 15.2 0.0289 
Relining ore chutes and manways... 45.3 x 0.0860 
Repairing chute mouths and gang- 

VN SUT NS enn ge 12.9 0.0245 

100.0 $0.190 
Timber; balkheads.. 0.00) 660000 02... 14.3 $0 .0258 
Chutes and manways, firsterection.. 47.5 0.0859 
Chutes and manways, relining...... 23.3 0.0423 
Lagging, flooring (breakage and wast- 

LEC) ee IE ne rane Ve aad stag: 2h 3.1 0.0056 
Slabbing around chutes and manways 9.7 0.0176 
Henernpy pillarteemes cer os are oe 2.1 0.0038 

100.0 $0.181 
Misc clAnecOnS sipped Berd 5 ti Goes oye sc os $0.013 
TROUT (rine areaan else ecets digaes eae Ratan a Ae 
. Fruuine 
Cost of mining waste per ton of ore mined, labor $0.017 
lingo) ESTES an oe. Che oat PS OL See Rene 0.011 
Gornpressed sullesteonee eee ers toe «scl eine ae 0.009 
ING OP NINE: ainde Bove atrate tats a en ena aeeeeeee 0.011 $0.048 
Cost of delivering waste to the stopes per ton of 

Ore mined labOLemew ses sere. cs. oe wise $0. 252 
JNGCHe KONE so.05 can Onna eee 0.001 
USS Ui elon gana ROE @ Eee or 0.001 $0.254 


Cost of distributing waste filling in stopes per 
LOMMOLMOre MING "la OLee ca cttet, htetet eter $0.274 
TDC@y Rea BNI crea loa aro mace in ec aR rt ec 


PO palestODINCACORU stare os enh ae fe tice nie 


TRAMMING ORE 


From stope chutes to skip pockets, labor...... $0. 204 
Hleciric POWCE tec a5 s dae eins ee ese Fee a 0.003 
ee oi Be eee 0.003 

Total cost, stoping and tramming.............. 
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$0. 503 


$0 . 384 


$0.576 


$2. 249 


$0.210 


$2..459 
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The filling is covered by a flooring of 2-in. lagging and is then ready 
for the next cut. This lagging is taken up on each floor as the filling 
advances and is used a second time as flooring, after which it is used for 
lagging the outside of the chutes to protect the cribbing, or as pillar lag- 
ging, to separate the filling from the ore pillars (40 ft. wide) left between 
large stopes. 

In all stopes having an area of 10,000 sq. ft. (920 sq. m.) or more, 
it has been found economical to install an air hoist on the level with a light 
single-deck cage for handling men and supplies into the stope. Instopes 
smaller than 10,000 sq. ft. an Anaconda stope hoist is generally used 
The mounted-drill-column hoists are used almost exclusively for raise 
work on account of their much slower rope speed. The limited amount of 
timber and steel required for raise work and the advantage of portability 
and small amount of head room offsets the disadvantage of a slow rope 
speed. 

When a horizontal cut-and-fill stope has been carried up to within 20 
to 30 ft. of a level, the remaining pillar is mined in small sections by over- 
hand square-set methods. The total area is divided into sections, and 
the weakest section is mined first. 

In Table 20, are given the detailed costs of horizontal cut-and-fill 
stoping for the year 1918, when 468,000 dry tons were thus mined. 

During 1918, about one-half of the total ore mined was hand 
trammed on the intermediate levels, in addition to the regular motor 
haulage on the main levels. The average cost for tramming per ton of 
ore mined was, therefore, much higher than actual tramming costs per 
ton, as given in detail under the heading Tramming. This cost, for 
1918, was 21 cents per ton, with distribution as given above. The cost 
of ore breaking and shoveling in silling operations on the second floor 
is approximately 20 per cent. higher than the foregoing averages. 

Timber Consumption.—The average consumption of timber in hori- 


zontal cut-and-fill stopes is as follows: 


TrmMBER CoNnsuMPTION, 
Boarp Frrt PER Ton 


Bulkheadss i. si..c.5, oe weietauchns encore cere eet eee 1.286 
Chutes and manways, first erection................. 4.270 
Chutes and manways, relining....................- 2.096 
Lagging, flooring (breakage and wastage)........... 0.277 
Slabbing around chutes and manways.............. 0.874 
Hencing pillars. << .-. acme eerie tere ee een 0.198 

jo) | PIII EN A ay so wae 9.000 


Incline Cut-and-fill Stoping 


The incline cut-and-fill method has been used on a few narrow ore- 
bodies, where one wall was too weak for the application of the shrinkage 
method and where there were no diorite dikes cutting through the ore- 
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body. In one of these orebodies, 35 ft. wide by 180 ft. long (10.6 by 
54.8 m.) the operation was as follows: A drift was driven along the main 
axis of the orebody and the usual gangway timbering and chutes were 
erected. At the center of the orebody a waste and ventilation raise 
was driven to the level above. Inclined overhand cuts 7 ft. in width 
were then taken alternately on each side of theraise. The central location 
of the raise permitted steady operation of the stoping, one slope being 


Table 21.—Incline Cut-and-fill Detailed Stoping Costs, 1918 


Or BREAKING PER CEnt. Cost pmr Ton 
Labor, miners drilling................. 59.3 $0. 466 
Miners block-holing................ 25.9 0.204 
Steel nippers and chucks............ 14.8 0.116 
100.0 $0. 786 
PERIOD eee A sd R oc eb cick sacs renee 0.257 
DOD EEE ESE 22 eo eae 0.289 
Repairs and replacements, steel and machines........... 0.384 
POUR MOTCSOLCAMING eee ete tae ee $1.716 
SHOVELING 
fed KONE ETRS 8 Serie: Cis S Sic gir ROOM Te Cee BE ees Se ea ae $0.185 
Shovelsesled tesme tert te es ere ah oa neta 0.027 
PEotaleshOvelingen Serre aoe tie. ee cee fae ces ee $0. 212 
TIMBERING 
IPAOORE. con joo oe o ROE Be OO Se Cee Oe eee eee ee $0.153 
TENSOR. . Se hWR ees yo See Oe. Ce tee 0.148 
SUyOOIEs os sete cergeeune ees Sesh a a a ie ee 0.011 
ERoLalktum berm pam ieee recites fa stro oe. o 5 Pe $0.312 
FILLING 
Cost of mining waste per ton of ore mined, labor. $0.017 
iDLQUlOThGils ara po Laweides ame Oe eae eee : : : : : 
C TEBSE CAS) UIs eee Wat Be re ESN rs Ia 5, ayy siteaas, Sie . 
ieee a5 o MRO SESE Ee en ED eee 0.011 $0.048 
Cost of delivering waste fill to the stopes per ton 
TORE Warhol WAN con Sese pees ono nS Ree 
ICR DOW CINE PERI S Syiescspe oii scniane Siege! «ee : 
oes LE he i 0.001 $0.254 
Cost of distributing waste fill in stope per ton 
OROreININed. ADOT A clave Soares ol oacezoists $0.070 $0.070 
Jip Cd TU SIT. pb nig Bi ee en er $0.372 


MapalatepInercost, averater ste dees eels elie e $2. 612 
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filled with waste while breaking ore was in progress on the other. When 
this work was started, it was thought that all ore would roll by gravity 
to the chutes at the bottom of the incline as soon as a sufficient height 
was reached in the stoping. This did not occur, however, as the large 
blocks of broken ore stood on a slope of about 60°, without a tendency 
to roll. It was therefore necessary to carry intermediate ore chutes up 
through the filling, in addition to the regular chutes. It was also 
extremely difficult to avoid the admixture of ore and waste, although 
flooring was used on the filling. 

In Table 21 are given the detailed costs of incline cut-and-fill stoping 
for the year 1918, when 11,200 dry tons were mined by that method. 

It should be noted in reference to these costs that all incline cut-and- 
fill stopes are in exceptionally hard massive sulfides, which accounts for 
the high cost of ore breaking. 


Square-set and Fill Stoping 


The overhand square-set stoping method in use at the United Verde 
mine differs but little from standard practice for this method. Gang- 
ways are timbered in the same manner as for a horizontal cut-and-fill 
stope. All sets are 5 ft. 6 in. (1.67 m.) square and 7 ft. 2 in. (2.2. m.) 
high. The regular square-set chute and manway have the same dimen- 
sions as the cribbed chute and manway shown in Fig. 8. 

The square-set method is used only in mining heavy ground, in com- 
ing up under completed stopes, and for stope pillars, or wherever it is 
necessary to keep the minimum amount of ground open. Consequently, 
. only a few sets more than the mining floor are left unfilled at any time. 
This condition prevents the advantageous use of slides and necessitates 
the shoveling of practically all the broken ore into chutes spaced 22 ft. 
from center to center. 

In Table 22 are given the detailed costs for square-set and fill stop- 
ing for the year 1918, when 68,000 dry tons were mined in that way. 


Shrinkage-and-fill Stoping 


This method is applicable to the mining of orebodies of massive 
sulfides when the walls consist chiefly of low-grade sulfides. The develop- 
ment and sill-floor work for shrinkage stoping is similar to that described 
in detail for the horizontal cut-and-fill method. After the sill floor has 
been mined, ore breaking proceeds in 7-ft. cuts, as in horizontal cut-and- 
fill work. As many boulders as possible are bloke: holed after each round, 
to avoid the costly blasting in the chutes upon the level. Grbbed 
chutes and manways spaced 100 ft. apart are used for ventilation and 
supplies. Occasionally 10-in. by 12-in. bulkheads are built upon the 
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TABLE 22.—Square-set and Fill Detailed Stoping Costs, 1918 


Or BREAKING Perr Crnr. Cost rrr Ton 
Labor, miners drilling................. 70.2 $0. 280 
Miners block-holing................ 15.0 0.060 
Steel nippers and chucks............ 14.8 0.059 
/ 100.0 $0.399 
COSA PSS Feat gs adil Poh pope il a alee, Se O08) 
eee raeePete een eee, oe, So ee ot ah = 0.138 
Repairs and replacements, steel and machine........... 0.184 
Total ore breaking..................... Ling 3G ae $0. 806 
SHOVELING 
SUSE a yt | $0.479 
Pama WOrraeletr es CORe re 5. cc ke 5 ceavs cca vevccecas 0.046 
UESCESUS gL ac ole $0. 525 
TIMBERING 
_ELNET ct ace! oe Mig aol a i a $0. 582 
SEES REBRLS et a oe ae Fe a ee 0.612 
SEITE oan kt eae. eae ll ag a 0.046 
UE OLS SEEP aT: oe 8 le A See ee $1.240 
FILuine 
Cost of mining waste per ton of ore mined, labor......... $0.017 
EXPLOSIVE See Re eMee ene eee ei hstcl of osc cle vetee te lldta is 0.011 
Commpressenenl tne ererre On ero. s Youn See neuter co Aacioe wie 0.009 
HVEDALLS MOTE Te et ear oe er cia eens 0.011 
$0.048 
Cost of delivering waste to the stopes per ton of ore: 
PANG TANI. 5 biercige Ge SAO 5 on ae eee $0. 252 
1D ORT TO Leh Soe oid 8 eee eee 0.001 
SUD DIES. coca akin So ais cle, SSO b CIT ICI ne eee 0.001 
Cost of distributing waste filling in stopes per ton of $0. 254 
ore mined, labor..... ce wea ben re Fo tn Sem $0. 247 
PRO Gales iri eer rs eels. - > sue! ~ cy a\sieveicutsele'aieye ese eoicvsie $0. 549 
TOE CORE OT ROU, onc sees de Tao Oe OO TOD Baidn aoe pie $3 .120 


broken ore where blocky ground is encountered. No other timber, 
except as noted above, is used in this method. On account of its many 
advantages and low cost, this method is used wherever practicable. 

In Table 23 are given the detailed costs for shrinkage stoping for 
the year 1918, when 117,000 dry tons were mined in that manner. 
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TaBLE 23.—Shrinkage Stoping, Detailed Costs, 1918 


Orv BreaKina Pur Cenv. _ Cost per Ton 
Wabor miners drilling. seem laces 60.0 $0.428 
Miners) block=holing seems ase 25.0 0.178 
Steel nippers and chucks............ 15.0 0.107 
100.0 $0.713 
TUX PLOSIV.OS ees it cdactetaks orisha te OM eine BO ae eo oe EMT 0.247 
Compressed: BI ein. eh rae chien scne en otis See 0.251 
Repairs and replacements, steel and machines.......... 0.334 
Total ore breaking: . a. a0 anaes vol ores casininie ae $1.545 
SHOVELING 
MDOVGlErS ery eran cet ae sere eae tet erena ae Corte $0.015 
Shovela*sledges*etce awe soe aac tee eereneerer meee 0.022 
Total shoveling geccigue cnt ote emer ee tae $0.037 
TIMBERING 
yD) och ace eae CER cmos ROR ren hie cn Siw tune ale mee 2s $0.008 
Tim Peryaer ccate rutin esate Ghanci datas Ree ero Pa 0.079 
DUD DIGS ariter. ta aime tice nett tat ieee pe ee 0.006 
Lotalitimberingmer tec eet mete ee eer eee eee $0 .093 
FInLina 
Cost of mining waste per ton of ore mined, labor. $0.017 
ELXPlOSIVES Shr Suceii nies eee re re ee 0.011 
Compressed aitieeicede.-yses- 2 See eee 0.009 
TOD ANS: ao ie eee ee eee ee 0.011 $0.048 
Cost of delivering waste to stopes per ton of ore 
mined, abor.c oa... eee eee eee eee $0. 252 
Hlectriesp owen seem eae ee ee eee 0.001 ; 
Buppliog ees. Ass «Secs oan OR, Se eee 0.001 $0.254 F 
Cost of distributing filling in stopes per ton of 
ore mined; labor... ...c<t ea tee ee $0 .000 . 
Total filling 0/3751 s. queen letue os ena re ae ee $0. 302 
Total cost-of stoping) ce.cssmdeaees eee ee eee $1.977 


Shrinkage Stoping with Pillar Caving 


To meet the smelter requirements for free silica, an orebody in quartz- 
porphyry schist carrying 1.5 per cent. copper as secondary chalcocite 
is being prepared for mining. This orebody contains approximately 
1,000,000 tons and extends from the 160-ft. to the 600-ft. level. It 
is roughly pear-shaped in outline, and is about 250 ft. (76 m.) long and 
150 ft. (45 m.) wide. The gradation from 1.5 per cent. in copper content 
to barren porphyry is gradual on all sides of the orebody. 
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On the 300-ft. and 400-ft. levels, small blocks of this ore have been 
mined by shrinkage stoping and the stopes left filled with broken ore. 
Repair costs for gangway timbering, due to the heavy ground en- 
countered, were excessive for the small tonnage obtained. It is pro- 
posed to mine this orebody by a combination of the Ray system of 
narrow shrinkage stopes and pillar caving with the Inspiration method 
of ore drawing through branched raises. At the present time, motor 
haulage gangways have been completed on the 600-ft. level, and grizzly 
drifts are being driven 40 ft. above this level. 


TABLE 24.—Glory-hole Stoping, Detailed Costs, 1918 


Orr BREAKING PER CENT. Cost prR Ton 
Labor, miners drilling and block-holing.. 91.6 $0.172 
Steel nippers and chucks........... 8.4 0.016 
100.0 $0.188 
| OSE 6 Ego ON en Al ee a i a ee OLAS 
PSTN GEE TS CS ene Pee psn, ee ee eee 0.054 
Repairs and replacements, steel, and machines.......... 0.072 
Potal Ore brcakinver reese ee te ne ae ects $0. 432 
SHOVELING 
(SINONE ERS heccac re Wee | oe Ay lee ete Re er are a 0.026 
Shovels sled sen pClLCh meyer en aha s Ns ser acids 2 0 0.022 
BO batts eee Lin) ee eee eer ed en, eh FS Sic 5 3, ¢ ne $0.048 
TIMBERING 
NCS DO LRN rE aE Nencr sae Ore hore cas ee eteer ne one ere ethan ane cure ahare s $0 .032 
SOTTO E so cece chek pice the ROPE AIT IE, Oa ENR Se Sore a ee 0.011 
SUD DUCH ae Othe Manan a are te Soe cae ea 0.001 
MOUS AGITI Serle ws Rie EP ceo viele oer. 0e oe $0. 044 
Minine WASTE 
BOO Rs 5 oe a8 OOS Se Re SORE eee ee $0 .036 
Beep OSI CS Gee a PET etter ee suena se eos 0.030 
(Cyoraayoneserere LENT, Sicioloviced ib tlic oatach Ree ea aa eNO ect 0.014 
TRVGTOCHIRI d GitioS SOU es Sera hs Cee pence ciao ere 0.018 
No Galen eMinN AWA Ce eee ee a4 fo) ues oer) <1, ae) $0 .098 
TRAMMING WASTE 
TEDIOVE doo Gee css ecu tes Cpiciic cull CuO TERE Occ $0. 046 
AOC ULCER OW CLA rere ieee ee etl oo iateie eke sera Puce ye ; on 
Lio oY TL @ ly ope sae ce ae Se ee aa : 
ROHRCH ATMNUN WiAStC Mn meee cra seca ere eee sye ces $0. a 
$0. 668 


Motalatopine Case.st sok ss ak te ee, 
The costs for mining and tramming waste are for handling the 20 per cent. of 
waste encountered in glory-hole stoping. 
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Glory-hole Stoping 


Seventeen per eent. of the total mine tonnage for the year 1918 was 
obtained from glory-hole mining above the 160-ft. level. Raises were 
driven 80 to 150 ft. to the surface from gangways located on the 160-ft. 
level. These raises were located approximately 60 ft. apart and served 
as starting points for underhand stoping with unmounted hammer 
drills. Twenty per cent. of the total glory-hole area has proved to be 
either unmineralized or too low-grade to be mined as ore. A sufficient 
number of mill holes were used to maintain the desired tonnage of ore 
and at the same time permit the separate mining of these low-grade and 
waste areas. All ore left in and around this glory hole will be mined 
later by steam-shovel operations. 

In Table 24 are given the detailed costs of glory-hole stoping for the 
year 1918, when 136,000 dry tons were obtained from that source. 


TaBLe 25.—Cost of Waste Fill, 1918 


Cost PER Ton 


Mining cost at the 300 glory hole: 


HO: ve) weer eter Gaerne me pe we ri NE BAS ee Sage $0.0365 
EEX PLOSIVES asters oc eee ene os eke Oe Fate RET NO orotate 0.0225 
Compressed. ainsi cis occa cit orn oe eee eee 0.0187 
FREDOATS ertce Monesti cacti este eee ne ce see ete 0.0246 $0. 1023 
Tramming: 
Motor haulage, from glory hole to waste raise A in mine; 
distances2500 ftv xt ate ear eee atone ere $0.1360 


Motor haulage, from waste raise A to waste raise B on the 
1000-ft. level for transfer to stopes below this level; dis- 


tance SOOLS. aye. eekes cee cies Oeics ete Serra ieee ee 0.1500 

Hand tramming, from waste raise B on an intermediate 
level to the stopes; average distance 350 ft............. 0.2240 

Bypassing waste from level to level.....................- 0.0224 $0. 5324 
Total cost'for tton of filling at stopesseesaenie eee eee aeeen $0. 6347 


One ton of waste as filling is equivalent to about 2.10 tons of average 
ore mined; the above costs per ton of ore mined are then as follows: 
Cost for mining waste per ton of ore mined: 


DIROT safe tv ot. Pio tho Niele in-trayn se $0.017 
Achy 49) (0-144: AEA. Gan me te 0.011 
Compressed. ait. . ....0..003 +104 > See ee 0.009 
REDAILS siis..- cw. «ahbuss Gals lene Occ eRe 0.011 
Cosr PER Ton 
$0. 048 
Cost for tramming and delivery to the stopes: 
DIBDOD ois wioitle. wc wise + wise 11a, 0.0 6 s5Ptv 0c, an oo 
POWEP i cie eens en ren bee ene be 0.001 
Repaitgign: Gasesaa os... ea a oe 0.001 $0. 254 
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Mining of Waste for Stope Filling 


A main waste raise, 9 ft. by 20 ft. (2.7 by 6 m.) in section, extends 
from the surface to the 1800-ft. level, with drawing-off chutes on each 
intermediate level. A grizzly and blasting chamber are located at an 
offset in the raise about 50 ft. above the 500-ft. level. A station has been 
cut on this level for the installation of a 48-in. by 36-in. (122 by 91 cm.) 
Blake crusher, which will reduce all coarse waste to 6-in. (15 cm.) size. 
This crushing should greatly reduce the cost for bypassing from level to 
level, and for loading into cars on the levels and in the stopes. Fine 
waste also packs more tightly than coarse, therefore the filled stopes will 
be left in much better condition than at present. This is important, as it 
may later be found advisable to mine the low-grade material on the walls 
of the present stopes. 

Prior to 1919, all waste for filling, except development waste, was 
mined in a crushed limestone area 2000 ft. distant from the general mine 
workings. The mining cost was low, but it was necessary to make two 
transfers of the waste in the mine before it could be delivered to the stopes 
below the 1000-ft. level. The final cost was very high, as is shown by 
the following comparison with present costs when using the main waste 
raise just described. The cost of mining and delivering waste filling to 
the stopes below the 1000-ft. level is given in Tables 25 and 26. 


TaBLE 26.—Present Cost of Filling at Stopes, 1920 


Cost PER TON 
Mining cost at the main waste raise: 


METRO) ee ccuccaca ete bora ieee a ee ee ee eens $0.10 

EIXplOsiVCeeemee ete tae ere ol nee ced me EAE S 0.05 

KGona presse esti arm eae os nea hyo acer seal. ¢ vtec + oie 0.02 
GD SITS mean eA OP Ris oR) s cs oleate a) shea a6 2+, 0.03 $0. 200 
Storage-battery motor haulage from main wasteraise tostopes........... 0.154 
ByDaccluomWaste sicOmMeloveltO IeyVClars cs.) oinss sss. ves ante ket es ote 0.020 
(rushinpecOarsenw Aste, LOMO-1NmSIZO 4. nisl) accu ssirie ns ore e's 6 4006 monte 0.060 
Total cost per ton of filling delivered to stopes...............44. $0. 434 
Cost of filling at the stopes, per ton of ore mined............... $0. 207 


Recapitulation of Stoping Costs 
Table 27 gives a summary of stoping costs as detailed under each 
method in the foregoing pages. 


STEAM-SHOVEL MINING 


Most of the orebodies above the 500-ft. level are at present bulk- 
headed and inaccessible on account of mine fires. As the ground in this 
area was generally badly fractured, square-set methods were necessarily 
used. By the use of the plenum system of forcing air under pressure into 
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Taste 27.—Summary of Stoping Costs in 1918 


. Horizon- | Incline | Square- 
tal Cut- | Cut-and-| set and | age and Totals 
and-fill fill Fill Fill 
Dry Cons Stope dies evsrsici + o's oreo Ha ele 468,000 11,200 68,000 117,000 | 136,000 | 800,200 
Per cent. of total stoping tonnage.... 58.5 1.4 8.5 14.6 17.0 100.0 
Costs per Ton Stoped 
Ore breaking, labor..... $0.376 $0.786 $0.399 $0.713 $0.188 $0.401 
UXDIOSLV. OSs -reeiers pide cient arriba 0.140 0.257 0.085 0.247 0.118 0.149 
Compressed: Alfs< 4:0 « «1010s e318 510166 0.116 0.289 0.138 0.251 0.054 0.129 
ROPairasyeicre slaves oie. siclols aialeis.ers o/s ova 0.154 0.384 0.184 0.334 0.072 0.172 
| A | 

STO GEL socechomesot sue one eral clove lave syetaietete $0.786 $1.716 $0.806 $1.545 $0.432 $0.851 
Shoveling WlabOr sce miejsinialeistelietaieiele’ 0.440 0.185 0.479 0.015 0.026 0.308 
Supplies ss -.: ie0's2 stave alesse oss 0.063 0.027 0.046 0.022 0.022 0.048 
PLO GSI, crereissaiatececaasalelaiwisislnieleiainiass $0. 503 $0.212 | $0.525 $0.037 $0.048 $0.356 
Filling in stope, labor 0.274 0.070 0.247 0.182 
Mum berivg slabOre.cciiedlels sateercste sis 0.190 0.153 0.582 0.008 0.032 0.169 
PLUTADOL ete cre tralesite: al aietslercd sleveletets 0.181 0.148 0.612 0.079 0.011 0.173 
Supplies tererccmie sie ckosieeae esis 0.013 0.011 0.046 0.006 0.001 0.013 
Totals Sores cvs erece niota.s Raters ietetors $0.384 $0.312 $1.240 $0.093 $0.044 $0.355 
Mining waste,* labor............. 0.017 0.017 0.017 0.017 0.036 0.020 
Explosives dase: oaks «a sien iste orelee 0.011 0.011 0.011 0.011 0.030 0.014 
Compressedialteren steers sincere | 0.009 0.009 0.009 0.009 0.014 0.010 
RROD AIT Aa oie ertheless custeratsiinsjausrecedege | 0.011 0.011 0.011 0.011 0.018 0.012 
Total cs, eter tstese.s oie se unrest | $0.048 $0.048 $0.048 $0.048 $0.098 $0.056 
Delivering waste filling, labor....... 0.252 0.252 0.252 0.252 0.046 0.217 
POWOI see eisieeince eis avarice Aietoere 0.001 0.001 0.001 0.001 0.000 0.001 
TROD ARTE teem cisiatne risinss fh, 0.5144 aNeTES 0.001 0.001 0.001 0.001 0.000 0.001 
Total... «se E euninie tars ferevareematne ava $0.254 $0. 254 $0.254 $0. 254 $0.046 $0.219 
otal stoping) labovemssisls ase aee 1.549 1.463 1.976 1.005 0.328 1.297 
FIxplopivesiie ae wanes eter piste vetnts Wy Wealen! 0.268 0.096 0.258 0.148 0.163 
Abhi of) Sena Marian A acorrenorec | 0.181 0.148 0.612 0.079 0.011 0.173 
Compressed alta eases sree ine 0.125 0.298 0.147 0.260 0.068 0.139 
Hleotrictpowern.ssechteeite stein 0.001 0.001 0.001 0.001 0.001 
TROD SIS Yea wectuycuzteue ns etatens rete eee 0.166 0.396 0.196 0.346 0.090 0.185 
Supplies ss ,cwvssrezerstenerare tern erereere aes | 0.076 0.038 | 0.092 0.028 0.023 0.061 
SLOGALS Sisieeis'e pratete viefies tre een $2.249 $2.612 $3.120 $1.977 $0. 668 $2.019 
Tramming ore,? labor.............. | 0.204 0.204 0.204 0.204 0.204 0.204 
Hleetrig powers... «<2 cen teen 0.003 0.003 | 0.003 0.003 0.003 0.003 
TRODSITB szsscYoisicvsietare’e ters epee cee ene 0.003 0.003 0.003 0.003 0.003 0.003 
plOtALN se rareiersiole.acs elastance meee ee $0.210 $0.210 $0.210 $0.210 $0.210 $0.210 
Total stoping and tramming $2.459 $2.822 $3.330 $2.187 $0.878 $2.229 


Cost per ton of ore delivered to smelter in 1918 (861,250 tons) 


* Distributed uniformly against all methods except glory-hole. 
> Distributed uniformly against all methods. 
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the fire stopes, it was found possible to mine this ore, but only at an 
extremely high cost. The present plan, now under way, is to strip a total 
of 14,000,000 cu. yd. (10,796,000 cu. m.) overburden and complete the 
mining of all the orebodies of the mine to the 400-ft. level by open-pit 
steam-shovel methods. It is estimated that approximately 5,000,000 
tons of direct-smelting ore will be recovered to this depth. This is 
equivalent to 1 ton of ore recovered for each 2.8 cu. yd. of overburden 
removed. r 


TRAMMING 


Trolley type of motor haulage is used on the 1000-ft., 1200-ft., 1500-ft., 
and 1800-ft. levels, the present main haulage levels of the mine, as well 
as in several of the upper levels. Hand tramming is used on the 1350-ft. 
and 1950-ft. levels; on the 1650-ft. level, storage-battery haulage was 
recently installed. All ore on these last three intermediate levels is 
trammed a maximum distance of 300 ft. to transfer raises which connect 
with the main haulage levels. 


Cars and Tracks 


The size of car used for all hand tramming and motor haulage was 
limited, until recently, by the size of the cages used in No. 3 shaft. This 
car is a typical side-dump type with a capacity of 18 cu. ft. (0.5 cu. m.). 
It can be dumped without uncoupling from the train and without stopping 
the train. With the introduction of skip hoisting, a car of the same type 
with a capacity of 28 cu. ft. has been designed. The dimensions of these 
two cars compare as follows: 


| Inside Dimensions Overall Dimensions 
in Inches in Inches 
| | | Height 
Length | Width Depth | Length | Width | Above 
| : Rail 
TSaC et bs COTE tat G cane nels 4 oh 44 30 24 49 30 45 
oD ROME LU RCM Eero ree ten anys slo uo caf aoe ls,'s 57 34 28 59 39 50 


Total weight, including trucks, of 18-cu. ft. car is 960 lb.; of 28-cu. ft. car, 
1600 lb. 


Two types of car wheels are used, one a 12-in. (30 cm.) manganese- 
steel wheel with Hyatt roller bearings, and the second a 12-in. wheel 
with chilled cast-iron tread and solid roller bearings of the Sanford-Day 
type. Both types of bearings have given excellent satisfaction. Man- 
ganese-steel wheels are preferable for the severe service in motor haulage. 
The wheel tread has a minimum width of 8 in. to avoid derailment at 


curves and switches. 
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The use of 16-lb. (7.25 kg.) rails, ties 4 in. by 6 in. by 3 ft. (10 cm. 


by 15 cm. by 0.9 m.) and 18-in. gage is standard throughout the mine for | 


all hand tramming. Motor haulage levels are equipped with 35-Ib. rails, 
ties 6 in. by 6 in. by 3 ft. and 18-in. gage. Stub switches are used for both 
sizes of rails. Manganese-steel frogs are used on all motor haulage main- 
line switches. On main haulage levels curves are planned with a mini- 
mum radius of 50 feet. 


Haulage Systems 


The 250-volt direct current for motor haulage is carried by No. 0 
wire, except in the Hopewell tunnel, where No. 000 is used. Wherever 
the wire is less than 8 ft. (2.4 m.) above the rail, it is guarded on each side 
by 2-in. by 8-in. (5 by 20 cm.) boards. A hinged board, 5 ft. in length 
and fastened to one guard, is provided at all chutes (Fig. 10). When 
hooked to the opposite guard by the trammer when loading cars, this 
arrangement completely covers the live trolley wire, preventing accidents. 
Pin-terminal bonds are used on all trolley installations. 

Six-ton, Jeffrey, trolley-type mine locomotives, with solid slab frames 
are the standard in use for all main haulage levels. These locomotives 
are provided with two 18-hp. motors, which are connected to the drive 
wheels by intermediate gearing on account of the narrow gage of the track. 
Steel-tired wheels and ball-bearing armatures aid in maintaining a low 
upkeep cost. The rated drawbar pull is 3000 lb. at a speed of 6 mi. per 
hr. on level track. A train of twenty cars is used for ordinary haulage, 
which is a trailing load of 35 tons when using 18-cu. ft. cars and hauling 
massive sulfide ore. 

A 3-ton, Baldwin-Westinghouse storage-battery locomotive equipped 
with eighty Edison type A-4 cells was recently placed in operation on the 
1650-ft. (intermediate) level. The primary object of this installation 
was to replace hand tramming of waste against a 0.4-per cent. grade. 
This motor has a drawbar pull of 800 Ib. at 314 mi. per hr., a speed suffi- 
cient for the short haul through timbered gangways. The batteries are 
changed and given a boosting charge each shift, using the 250-volt direct- 
current mine service line at the shaft station. The batteries are arranged 
in three crated sections for convenience in handling. This storage- 
battery locomotive gave such satisfactory service at such low costs, 
compared with the hand tramming, that duplicate equipment will soon 
be installed on the 1350-ft. and 1950-ft. intermediate levels. 

Ore from the stopes on the 1650-ft. level is trammed an average dis- 
tance of 200 ft. to transfer raises connecting with the 1800-ft. haulage 
level. An average of 44 tons per shift is handled by hand tramming at a 
cost of 12.7 cents per ton with trammers’ wages at $5.60 per shift. The 


total cost per ton for storage-battery motor haulage, handling 215 tons 
per shift is as follows: 
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Labor (one motorman and two loaders)................ $0. 084 
wert ab icw.-hu_ ner shitty, Go 8i on te asccca lesa s cs 0.004 
Depreciation on motor equipment...................... 0.006 
Pe EE AIM DOR ONEOT eR ea hd vx «apne 608 sup eran occ ce 0.002 

LS Sano Sirah atin lige $0 .096 


‘Three-fourths of the chutes in the above service have a capacity for 
only two or three cars, as they draw from stepes where silling operations 
are in progress on the second floor. The tonnage handled per shift by 
motor haulage should be increased 30 per cent. when these stopes have 
been carried up a few floors, and the chute capacity correspondingly 
increased. In hauling waste to the stopes an average distance of 350 
ft. up a 0.4-per cent. grade, the reduction in cost by the storage-battery 
motor was much greater. The comparative costs were as follows; all 
of the costs include loading and dumping: 


Tons AVERAGE Cost 
PER SHIFT PER TON 
Ean dk Gramm Ine tes sgae cman ets eeke ckane conte 25 $0. 224 
Storage-battery motor haulage. . set ARs Goto TES) $0.153 


Cost of Trolleg-type Motor Tahiges During the months of October 
and November, 1919, 65,185 tons were loaded, trammed an average 
distance of 850 ft. (259 m.) and dumped into skip pockets at No. 5 
shaft on the 1800-ft. level at the following costs per ton: 


Cost PppER Ton 


His VOL MIMOLORMAOMASEE. Cer, Ae ONSS oarals oo katie lek seo oe $0 .0357 

SWIC MTG Meme raateep ence ons kt tacos sqetetets pasion le in 6 o's ees 0.0328 
Grizzly man at skip -pockets..................-. 0.0157 $0. 0842 
IEGINESIPs's Ss os Otic, PER toes UR SeIe on cOninin cena Brisas. 0.0059 
Depreciation, motor equipment...........--.2--- eee eer eees 0.0064 
Repairs to motors ‘and supplies............ceseeeeeeeeeecees 0.0034 
Maintenance of cars and track, estimated.................-- 0.0080 
Mo taWeGstper VOU CALTICd sa. rccks)si%- cage. sie © one spe s.0 28 « $0. 1079 
APO CAC OG bDEK UO DTN LCi cits clapaterel si 2iieyo, yee! «ofp sie, 6: yrs mle 0.6700 


The following record of an average trip shows that only 24.9 per cent. 
of the total time is used in actual haulage and switching. ‘The cost for 
actual hauling is $0.0349 per ton carried, or, 21.7 cents per ton-mile, 


including the return trip. 
Timp ConsuMED, PER CENT. oF 


OPERATION . MrnvurTss Toran Time 
Loading and gathering cars.........-+--++++++ 31.00 63.4 
Hauling, loaded trip..........---++0eeeeeeeeee 2.79 5.6 
Da INRiCANS set uislag cq i=) 20S < wale neers Hes 5.75 iil 
Hauling, empty trip.........--0- sees eee eeees Bh Pas 6.6 
SoucChimoncansaeeme es sess ees oe ces sin pines 6.25 1200 


OU ELEMe catiaee ictal ciielas clsbelbeelol aleieve (ol «le eve 49.00. 100.0 
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All of these costs were obtained with a car of 18 cu. ft. (0.5 cu. m.) 
capacity. Decreased costs for loading and haulage should be obtained 
with the 28-cu. ft. car. 


PuMPING AND DRAINAGE 


The average flow of water in the mine during the months of September 
and October, 1918, was as follows: 


Copper-bearing water above 1000-ft. level, gallons per minute..... 17 
Barren water above 1000-ft. level, gallons per minute............ 36 
Barren water below 1000-ft. level, gallons per minute............ 52 

Total gallons peranimUvenre eaters ioe ic oteo oust ete hasta) etal aie 105 


The amount of water flowing above the 1000-ft. level is greatly in 
excess of these figures during periods of heavy rains or snows. ‘The water 
below the 1000-ft. level, which must be handled by the pumps, seldom 
exceeds 60 gal. (227 1.) per min. The pumping problem at the United 
Verde mine has, therefore, been a simple one. A 50,000-gal. sump has 
been provided on the 1950-ft. level by driving the shaft crosscut 5 ft. 
(1.5 m.) below grade for a distance of 300 ft., and then concreting this 
section to track grade. This sump provides storage for 16 hr. under 
ordinary conditions. 

At present, the water is handled by air pumps in two lifts, from the 
1950-ft. to the 1500-ft. level, and from the 1500-ft. to the 1000-ft. haulage 
level. The air pump on the 1950-ft. level is a single-acting plunger type, 
32 in. by 10 in. by 24 in. (80 by 25 by 60 cm.) stroke, with a capacity of 
300 gal. (1185 1.) per min. at 90 lb. (40.8 kg.) air pressure. The air 
pump on the 1500-ft. level is a duplex, plunger type, 10 in. by 8 in. by 
24 in. stroke, with a capacity of 230 gal. per min. at 90 lb. air pressure. 
The pump column is a 6-in. copper-wound pipe, designed for a head 
of 500 feet. 

The air pump on the 1950-ft. level will soon be replaced by an Aldrich 
quintuplex pump, 614 in. by 12 in., direct-connected to a 100-hp., 430- 
r.p.m., 2200-volt slip-ring induction motor. This pump has a capacity 
of 500 gal. per min. under 1000-ft. head, and will pump directly to the 
1000-ft. haulage level upon completion of the installation of an 8-in. 
lead-lined pump column in No. 5 shaft. All pumps are fitted with bronze 
rods, bronze-lined pistons, and bronze-lined stuffingbox glands to resist 
the action of the mine water, which carries a small amount of copper 
in solution. 

A considerable amount of concrete ditch work is required to prevent 
seepage of mine water through mineralized schist areas. The seepage of 
water through these areas, or along the diorite dikes within orebodies, 
makes the ground heavy and dangerous for mining. The small cost of 


i 
| 
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ditch work is many times repaid by the greater safety and improved 
mining conditions in the stopes below. Diamond-drill drainage holes 
2346 or 21376 in. in diameter, located as shown in Fig. 1, are used to 
keep the mine water well away from the large stopes of the lower levels. 


MINE Fires 


Mine fires at the United Verde mine andthe methods for their pre- 
vention and control have already been discussed in detail by Robert 
KE. Tally. At the present time all fire stopes are sealed off from the 
other workings by concrete bulkheads, as it is thought that it will be more 
economical to mine the fire areas by open-cut steam-shovel methods 
than to attempt to work them by the plenum system. 


VENTILATION 


There have been few changes in the methods of ventilation at the 
United Verde mine since they were described by Robert E. Tally.? 
On account of the rapidly increasing development of the lower mine 
levels, it has been necessary to install a No. 15, 90-in. (229-cm.), single- 
inlet, Sirocco pressure fan of 175,000 cu. ft. (4900 cu. m.) capacity. This 
fan is located on the 1000-ft. level, 6300 ft. (1920 m.) from the mouth of 
the Hopewell haulage tunnel. This long intake tunnel involves a con- 
siderable friction loss, but has the advantage of cooling or warming the 
outside air so that air of uniform temperature is delivered to the fan. 
Typical temperature readings noted below very clearly show this 


condition. 


| Temperature, Degrees F. 


Date | Mouth of | At No. 15 

| Hopewell Tunnel | Fan Inlet 
Tintralss JOG e a8 4. Stag en Se oct OS Bena tee Ome | 76 57 
ce SEO DE ee re | 35 5A 


The intake tunnel for this central fan is 120 sq. ft. (11 sq. m.) in 
cross-section. The air from the fan is delivered under 4 in. (10 cm.) 
water-gage pressure to a ventilation drift of the same cross-section, and 
then splits in drifts and raises of considerably greater total section for 
general distribution to the mine workings. Under present conditions, 
the air is forced downward through the working stopes and outlets to the 
shafts on the lower levels. As the tendency of the warm air is to rise, 
a more efficient method, wherever practicable, would be to force the air 


6 Mine Fire Methods Employed by the United Verde Copper Co. Trans. (1916) 


55, 186. 
7 Op. cit., 192. 
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directly to the lowest mine level and allow it to work upward through the 


stopes. } 
Typical stope conditions before and after the installation of the large 


fan were as follows: 


Volume, Cu. 


Humidity, = . 
. per Min. 


Per Cent. 


Temperature, 


Velocity, 
Degrees F. i 


Ft. per Min. 


No. 8 fan 100 25 60 
ING! ARDERM ce ogo ghosu ae a0 ne 5cK | 70 82 150 360 
PRECIPITATION 


Most of the copper-bearing mine water is formed during the progress 
of the natural surface drainage through the oxidized zone and through 
old filled stopes above the 500-ft. level. The amount formed varies with 
the surface precipitation. The total flow during the dry season is about 
15 gal. (56 1.) per min., and in wet periods increases to about 50 gal. per 
min. The average flow is approximately 25 gal. per min. This water 
was formerly treated by three separate plants, located near the portals 
of the 300-ft., 500-ft. and 1000-ft. tunnels. Comparative data on these 
three plants, based on records for the years 1916, 1917 and 1918, are given 
in Tables 28 and 29. Of the total flow treated at the 1000-ft. level flumes, 
about 100 gal. per min. was barren mine water. The effect of this dilu- 
tion and fouling of the copper water is seen in the low recovery and the 
poor quality of the precipitate that was produced. 


TaBLE 28.—Data on Precipitation Plants 


| 


300: ft. 500-ft. 1000-ft. A 
Pre | <Wtesl devie eine 
Total length of flumes, feet........... 650.5 | 1914 | 2735 5299 
Net fall of flumes, feet............... 5.0 | 16.3 | 19.08 | 40.38 
Average grade of flumes, per cent..... 0.77 0.85 0.70 0.76 
Average width of flumes, feet ......... Shei 4.8 | 5.0 Anis 
Total precipitating area, square feet... 2277 9187 13,675 25,139 
Normal flow, gallons per minute (1918).|  _7.5-15 7.5-25 | 100-150 115-190 
Average assay, intake, per cent. (1918).| 0.0302 | 0.176 | 0.0088 0.0216 
Grains per gallon (1918)............| 17.7 | 102.8 5.15.1 19.6 
Average assay, discharge, per cent. ; 
(ALIS ae econ tracy, Ace-co tp, Sec 0.0055 0.0027 0.0031 0.0032 
Grains per gallon (1918)............/~ 8.2 | ee 1.81 1.87 
Precipitate production, tons.......... 128.9 759.2 736.6 1624, of 
Grade of precipitate, per cent......... 72.4 90.9 62.8 76 7 
Copper production, tons..............| 93.3 690.1 463.6 1247.0 
Average recovery, per cent. (1918)...../ 81.8 98.5 64.8 84 ‘9 
—_————<§—|!_ 
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TABLE 29.—Cost of Precipitate Copper, 1916 to 1918 


Cosr prr Pounp 
Coppmr BULLION 


PrRopucsp 

PESTS. ok Sy ace eee Pg Or rr $0. 01258 
PMMA Pea A) ne ck kv vena cen, 0.00117 
RMR IER ee ge ce cs gin ub ch ase std ne 0.00096 
RIERA IO LOE Ee Pcs cs be kw. & wiassads. eaten 5 - 0.00021 
Treatment at smelter........................% era ae: 0.01925 
SR et Se ey gk ks. coi ba whSace $0 .03417 


At the present time, all of the copper water is delivered from the upper 
levels to a concrete-lined reservoir on the 1000-ft. level through a series 
of diamond-drill drainage holes, 2134, in. in diameter. From this 
reservoir, which has the usual settling bafHles, the copper water is deliv- 
ered to the 1000-ft. level flumes through 8000 ft. of 8-in. copper wound, 
redwood pipe. The pipe is laid in the 1000-ft. level Hopewell tunnel 
above the regular drainage ditch, on an average grade of 0.5 per cent. 

Since this installation was completed, the average operating results 
from the 1000-ft. level plant, which now treats all of the copper-bearing 
water undiluted by barren solutions, have been as follows: Average 
assay of water at intake, 51.3 gr. per gal., average assay of water at 
discharge, 1.2 gr. per gal., average recovery, 97.6 per cent.; average grade 
of the precipitate, 87.6 per cent. A comparison of these figures with the 
results obtained from the combined plants, as given above, shows a net 
gain of 11.4 per cent. in grade of precipitate and 12.4 per cent. increase in 
recovery. This saving emphasizes the importance of delivering a clear 
undiluted copper solution to the precipitation plant. 


HopPpEWELL-TUNNEL TRANSPORTATION 


All ore hoisted through No. 5 shaft is dumped into storage bins above 
the 1000-ft. level. All ore broken in stopes above the 1000-ft. level is 
dumped into transfer raises which connect with these storage bins. 

The ore from the storage bins is loaded into standard-gage bottom- 
dump cars of 220 cu. ft. nominal capacity, but of 280 cu. ft. capacity as 
loaded. ‘This is equivalent to 20 tons of massive sulfide ore. Trains of 
fourteen cars are hauled an average distance of 8900 ft. to the Hopewell 
crushing plant by 25-ton locomotives. These locomotives are of Bald- 
win-Westinghouse bar-steel frame construction, equipped with two 75- 
~hp. commutating-pole type motors, and automatic air brakes. The 
drawbar pull is 12,500 Ib. at 7.1 mi. per hr. The average gross weight of 
the fourteen-car loaded train handled by each locomotive is 425 tons. 

The cost of Hopewell tunnel transportation for the year 1918 was as 
here given. This cost covers the cost of loading, which increases rapidly 
whenever the ore from the upper levels becomes wet from surface drain- 
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Per Ton HAULED 


| 11010) ce ees Seton eo I At oN A AOS RP ord Aah a6 F $0. 054 
SUpplesaemea tet ee etre ri eer a eos! 0.001 
POWER one hs Fee ee ERE ee ete Oe PRTC tate eee 0.005 
ROD AIS dice oe Melb vlc ied ube ce llataierernis ala gies lg oignape ay oe ieee 0.035 

Nelo ee etree ercen sericea as ramen ee Orr A Gein e ot ox $0 .095 
Credit lnmestone haulagey: »aaaceeyn tel ee ele rete et eee 0.005 

IN Gb: COSES: He © a-c: «30:0 SEs sepeepslvra ol fms stone tafe conan ae $0.090 
Gost peri ton-mMile 5... ci.< <tete-as ioe o tte alleles anal ot eee ena tale 0.053, 


age. The cost of repairs includes charges for equipping the tunnel cars 
with air-brakes. 


Mine SuPERINTENDENCE AND GENERAL OCCUPATIONS 


The charge for superintendence includes the following: One mine 
superintendent, oneassistant mine superintendent, one shaft construction 
foreman, three mine foremen, nineteen shift bosses. The average number 
of men employed under each shift boss is fifty-five. This high average is 
possible on account of the large stopes and the general concentration of 
mine workings. 

General occupations includes the following departments: Engineering 
department, geological department, time office, samplers, underground 
watchmen (chiefly for fire protection), surface watchmen, change-room 
watchmen and janitors. 

The total labor charge against the above account in 1918 was 24.3 
cents per ton of ore delivered to the smelter. 


GENERAL REPAIRS 


The following cost statement for general repairs for the year 1918 
covers all replacements and equipment necessary for enlarged under- 


Cost per Ton Orb 
DELIVERED TO 


SMBELTER 
Underground ores) secqe< ccs eee eee eee $0.012 
Mine track scence ceive ch ce te enn ee eee eee .037 


Mime Gare en nndivs’s aisle Mietane ted rata Site ik emer tas ae een nae 
Dhatt stations and! skip pocketsin.is qaenietre. iene aan 
rifts ;crosscuts, aNd uraises iawn. 2. Gage renin tran eee ae 
Miscellanicousstoolss-<o sus. cu cei cee ae ee 
Lighting systemitspis.z.ascs.< cedieie.t oicst horace arene jer ee eee 
Water’and ‘airlines 72h. 4.0, conecsety hee erie ne ere 


.038 
.007 
.049 
.008 


(=) 
= 
rx 


Surface fire protection fa... eee eee cee ee 004 
Air’ Hoist ...3's-s.0. hc Stecja ota ek eee ee 006 
Mine model ss. «.<'0-s-sycags tuecshay coders tee Renee ee eee 002 
Miscellaneous. .°.. 5 0-<:..1 vac selenite: Senne ne eee 004 


poy ere ee ee ee 


—~Te S wre er 
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ground operations, in addition to heavy expenditures for keeping all 
mine levels in repair. 

GENERAL EXPENSE 


The total cost per ton for general expense for the year 1918 was 
distributed as follows: 


f 
Cost prr Ton Orn 
DELIVERED TO 

SMELTER 

Mine inspection and first aid......... eee on Pific Jor Pe $0. 024 
NWI EES ESE Soha Suey Seley Ai a 0.029 
PimetnONaT Ten ee oo ood) hee oy valk cae cad 0.013 
BIOGINGODE-GINCE EXPENSE 65... oyu. c oe vo ene ces wie omen 0.004 
LAPS DEES: 5 ecpl I i e mR 0.014 
SESE ES 5 ee rs ree 0.014 
PPUCKLD PELOOM eters Pe Sr en seated ne eee Cee ee 0.005 
IMs, UV ORs a a2 SiR ee a a ee eae 5 een 0.010 
Se ON a pe eins eae Oe tele SD a oe a 0.009 
Proportion of administrative expense..................... 0.079 
IMNSGellAREOUS Soest ye Mee ates ca ines Fates tis sas cs Guns 3 0.018 
ELObal se Soe Ae ee rere, ere Pe NT) $0.219 


Or FREIGHT 


The charge for transporting ore from the Hopewell crushing plant to 
the smelter at Clarkdale, a distance of 6.7 mi. over the standard-gage 
Verde Tunnel & Smelter R.R., is borne by the mine department. 
This cost, for 1918, was 23 cents per ton carried, equivalent to 3.4 cents 
per ton-mile. 


MISCELLANEOUS CHARGES 


In addition to the operating charges previously noted, the following 
accounts are properly charged direct to mine costs: taxes, injuries and 
damages, fire insurance, depreciation of mine plant, preliminary steam- 
shovel charges. The total of these accounts for the year 1918 was 
$1.243 per ton of ore delivered to the smelter. 


RECAPITULATION OF MINE Costs 


The following table is a recapitulation of mine costs for the year 
1918, when 861,250 dry tons of ore were delivered to the smelter. 
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Cost PER Perr Cent. 
Ton ORE or ToTaL 
DELIVERED TO Mine Costs 
a SMELTER 

StOpil gyri neers ees sect toh oer steel neyo name aes $2 .070 39.15 
Exploration and development.............-.-..-+-. 0.616 IARGZ. 
Diamond/drilliig.). 12 eee ee iene eat ae 0.054 1.02 
Hoisting Gucdecestes gee See te sista at oye cena eng 0.265 5.01 
Drainag Gat, Aerrchacis wrchonictepumose «isin saaraeipt) 6) thir tone 0.025 0.46 
IMinG fires sec avacehueeos tee or eNetn eee e ta eemeao ae arse 0.004 0.08 
Wie mitid S616 Tie cece athe eso act ce ed hed coisa ue nee eg eap ee 0.031 0.58 
Precipitates platbereen ster qmieuea tr eterno 0.014 0.26 
“bokauerdennaonatsjorormTnntOn neath ad cccna eo aoe oo fe 0.090 1.69 
Superintendence and general occupations........... 0.243 4.59 
Generalwepaivaadascrit see ae aeons eee ae 0.242 4.58 
Generalsexpenseran -sasrcarieiieluei tars nolo ie ere 0.219 4.14 
Ore treightto Clarkdale: serge ie aerate aes 0.230 4.35 

Rotaltoperating.COstac: miei ie eets ers $4.103 77.60 
Miscellaneous charges: nc -emrenuier eee ieee 1.184 22.40 

‘Toba MINe COStSs..nei)se. ass ae ore eee ae $5. 287 100.00 


From this summary, it will be noted that stoping and exploration 
and development costs constitute approximately 50 per cent. of the total 
mine costs. 


DISCUSSION 


Cuas. A. Mirxn,* Bisbee, Ariz. (written discussion)—During the 
past eight years, I have made frequent visits to the United Verde mine, 
and have watched the various changes and improvements developed 
in mining methods. One of the most important changes has been the 
gradual reduction in the variety of steel used and the final adoption of the 
Leyner and the quarter octagon. The Leyner steel is hollow round, 
114 in. (3 em.) in diameter, and is used for all drifting and stoping where 
very hard ground is encountered; the hollow quarter octagon, % in. in 
diameter, is used for both the water stopers and small jackhammer 
type of machine. Other important developments are the use of 14g in. 
(1.58 mm.) changes and the reduction in the diameter of the drill bit. 

At the United Verde mine, small machines and small steel have been 
tried in hard ground but the large machine and large steel have been 
found the more economical. In medium ground, however, the small 
machines and small steel are giving good satisfaction. 

The substitution of wet for dry stopers in all hard rock mines is 
gradually being accomplished, the chief obstacle to an immediate change 
being the men, who generally prefer drilling in a dusty atmosphere to 
the slight discomfort from the water used in the drills. In one case 
the miner inserted a wooden plug in the water hose and then gave as a 


*Mining Engineer, Phelps Dodge Corpn. 
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cere ens Soe aadigtd oe statement that the entire water supply 
vas 3 . Frequently, the men have simply turned off 
the water and drilled the holes dry. 

The tendency at the present time is to mine lower-grade ores with 
correspondingly larger tonnages, both for direct smelting and for milling 
ore, and the problem is to obtain enough efficient labor. One of the 
solutions is the use of gravity methods in mining, wherever possible. 
Methods developed on the principle of inclirfe raises and incline stopes 
allow practically all ore or waste to move by gravity, and also permit the 
production of much larger tonnages per man. It is on this principle that 
the Inspiration caving system has been developed. This system has 
incline raises at regular intervals, each one coming up under its particular 
area, or column, of ore. The ore is then drawn through the various 
incline raises into motor cars, being handled entirely by gravity. In 
a minor degree, this principle is the basis on which the incline stoping 
methods, such as the incline top slices in the Coronado mine of the 
Arizona Copper Co. and the incline cut and fills of the Junction mine of 
the Calumet & Arizona Mining Co., were developed. In both of these 
methods, the hand labor is reduced to a minimum and practically all 
ore and waste is handled by gravity. 

Hight years ago practically all stopes in the United Verde were mined 
by the square-set system, the horizontal cut-and-fill being experimented 
with in a few stopes. Today, 58.5 per cent. of the ore is mined by the 
horizontal cut-and-fill, while only 8.5 per cent. of the ore is mined by 
the square-set. In the development of the horizontal cut-and-fill system, 
it soon became apparent that the walls surrounding the orebodies, in 
general, were very firm and that the ore stood very well with but little 
support. This made it possible to expand the cut-and-fill system by 
extending the stopes over large areas, in some cases over 100 ft. (30 m.) 
in width and several hundred feet in length. The only other examples 
in the Southwest that compare with this are the open horizontal cut-and- 
fill stopes in the Pilares of the Moctezuma Copper Co., at Nacozari, 
Sonora, Mexico, and the large incline cut and fills in the Junction mine 
of the Calumet & Arizona Mining Co., at Warren, Ariz. Even though 
the ore occurrence in these three mines is quite different, they have many 
similar characteristics. During recent years, experiments have been 
carried out with the incline cut-and-fill system in the Pilares mine. 
Wherever this system has been tried, it has proved to be well adapted to 
this character of ground, especially where the ore does not require too 
much sorting. 

At present, only 1.4 per cent. of the ore in the United Verde mine 
is being stoped by the incline cut-and-fill system but experimental work 
may disclose a much wider use for the system. 
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Standardizing by North Butte Mining Co. 


By Rosert Linton,* New York, N. Y. 
(Lake Superior Meeting, August, 1920) 


Tuts paper deals with work that has been carried on for over three 
years by the management and staff of the North Butte Mining Co. in 
an effort to standardize mining methods, to eliminate lost motion in the 
operating organization, and to improve the efficiency of the individual 
workman. Naturally, much of this work is an adaptation of ideas sug- 
gested by other mining operations or by practice in manufacturing and 
other productive industries. The studies, however, have developed 
some features that it is believed are new. Both new and adapted fea- 
tures are given in detail. 

The normal capacity of the North Butte mines is about 2000 tons 
per day. Hoisting is done principally through the Granite Mountain 
shaft, which is 3740 ft. (1140 m.) deep and equipped with an electric 
hoist capable of hoisting 200 tons per hour from a depth of 4000 ft. 
(1219 m.). The lowest stoping level is the 3400-ft. The Granite 
Mountain shaft is connected with the Speculator shaft, about 850 ft. 
(259 m.) south, and with the Gem, about 1150 ft. (850 m.) east, which are 
3000 (914.4 m.) and 2000 ft. (609.6 m.) deep, respectively. These two 
shafts are equipped with reversible fans for ventilation. The Speculator 
has a steam hoist with a capacity of 150 tons per hour from the 3000-ft. 
level. The Granite Mountain shaft is concrete lined from the 1600-ft. 
to below the 3000-ft. level and gunited with cement from the 1600-ft. 
level to the surface. Sections of the Speculator shaft with a total com- 
bined length of 500 ft. (152.4 m.) are also concreted. 

There are approximately 36 miles (58 km.) of drifts and crosscuts in 
the mine, in which there are 15.2 miles (24.5 km.) of track. At normal 
capacity, about 75 stoping faces, 20 raises, and 30 sill development faces 
are working. Stoping is usually by the standard square-set method. 
Where the size of the oreshoot and character of the walls permit, the rill 
(or cut-and-fill) system is employed. 


SCOPE AND LIMITATIONS OF STANDARDIZATION 


Standardizing mining operations presents problems quite different 
from the problems of the manufacturer. Methods of a successful 


* President, North Butte Mining Co. 
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factory may be duplicated by copying its arrangement and equipment and 
following its proéduction details ; Standardization can readily be applied 
to most manufacturing processes, especially if the article manufactured 
is produced in large quantities. Mining operations, on the other hand, 
are carried on under conditions that vary widely in different mines and 
even in the same mine. No two mines are alike and methods that prove 
efficient and economical in one mine are inefficient and uneconomical 
in another, where the formation and ore octurrence are of a different 
type. Standards to be effective must be specially worked out to 
meet the conditions of the particular mine in which they are to be 
employed. 2 

It should be emphasized at the outset that any studies of standardi- 
zation and efficiency should primarily be directed to helping the under- 
ground workman do his work more skilfully with less effort and less 
fatigue. It is an axiom in every line of industry that the most skilful 
workman is, as a rule, the workman who does his work with the greatest 
ease. Therefore, in making these studies the purpose has been to devise 
means for further development of skill, to make it possible for more 
men to possess it, to eliminate all avoidable delays and lost motion in the 
working organization, and thus enable men to do the maximum amount 
of work without injurious overexertion. We believe that, given good 
working conditions and a square deal, the average workman would rather 
feel that his day’s work turns out something of benefit to his employer 
than not, and is willing to do his best if he knows his efforts are recognized 
and compensated for on a fair basis. 

The miner was formerly a member of a highly specialized trade— 
skilled in the manipulation of drills and the use of explosives, familiar 
with varying kinds of rock, trained to observe anything and everything 
that affected the particular mining job on which he wasemployed. There 
are still many such skilled miners working underground and every mine 
superintendent is on the lookout for them, but there are also many who 
do not possess this skill and who work much harder without accomplish- 
ing as much because their efforts are not utilized to the best advantage. 
Standardization of methods benefits such men particularly. 

The most important factor in any industrial operation is not the 
method but the man. In carrying out the work described in this paper, 
the great fact has been kept in the foreground that men are human beings 
and not cogs in a machine. N. B. Braly, general manager of the 
company, devoted a great deal of time and personal study to the problems 
involved, bringing to them his intimate knowledge of mining practice. 
The writer feels that Mr. Braly has made a notable contribution to the 
industry in all this work and especially in several novel features devised 
by him, which will be described later. He was ably assisted by other 
members of the staff, among whom may be mentioned L. D. Frink, 
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superintendent, E. H. Hewitt, assistant superintendent, and E. F. Raney, 
efficiency engineer. 


EQUIPMENT 
Air Drills 


The selection of machine drills involved an investigation of the follow- 
ing points: steady operation, fast drilling speed, convenience in handling, 
low air consumption. It is unnecessary to say that every experienced 
mine superintendent selects his drills for their practical rather than 
theoretical efficiency. The drill that stays underground and makes the 
fewest trips to the repair shop is much more desirable and economical 
than the drill that shows a low air consumption but is not rugged enough 
to stand the hard usage of underground work. Similarly, while fast 
drilling speed is important, steady operation is even more important. 
Time studies have shown that only from 14 to 36 per cent. of the total 
time of the machine operator on development work, depending on the 
ground, is actually consumed in drilling; the rest of the time is taken in 
loosening and tightening bolts, changing steel, etc. The complete record 
for a shift’s work, drilling a round of holes in a timbered crossecut with 
medium ground, is given in Table 1. 


TasLEe 1.—Drilling Record of One Shift in Medium Ground 


Vertical | Hori- | Actual Drilling Time 
No. of Kind of Angle, | zontal ft vaste CO baa Depth, | Feet per 
Hole Hole Degrees Angle, | Inches Minute 
| Degrees Min. Sec. 
1 Up 15 3 5 37 66 0.98 
2 Down 15 7 9 21 992" Sito ty 
3 Down 15 7 13 52 62 POTS 
4° | Down 10 17 S Pia 67.5 | 0.65 
15) Down 10 Ly 6 41 57 Oia 
6 Horizontal 12 8 36 70 | 0.68 
7 Horizontal ee Wy) Ol ae S20) 66 1.01 
8 Up 15 3 2. ON ate neo 1.25 
9 Up 15 15 4 25 | 63 ers 
10 Up 15 15 4 38 68 re22 
11 Down LOS 3 6 35 60 0.78 
12 Down 10 20 9 BO 7d 0.61 
13 Down eS ale 20 8 43 36 0.34 


The average results were: upward sloping holes, 1.16 ft. per min. : 
downward sloping holes, 0.66 ft. per min. The work of drilling upward 
sloping holes was 75.8 per cent. more efficient than the drilling of down- 
ward sloping holes. These averages do not include holes 3 and 13, 
which are not representative, as the steel stuck on striking ore. 


4 
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The results of these studies indicate that there is room for better- 
ment in drilling equipment by improving the accessories that go with 
the machines used for drifti i Ane 

ng and crosscutting, such as the arms, clamps, 

etc. Even if the drilling speed of a machine should be increased 100 

_ per cent., the day’s work, under present conditions, in average rock would 

not be shortened over 15 per cent. Any improvement that would save 

1 hr. of the time now lost would equal a 10 per cent. increase in drilling 
speed. ; 

Another opportunity for improving drilling equipment would be the 
development of a successful wet stoper., The present standard stoping 
drills are operated dry and, consequently, make large volumes of dust in 
drilling dry faces. Dust has been eliminated in drifts and crosscuts by 
using the wet type of mounted drill; but while the studies included experi- 
ments with every wet type of stoping drill that has been put on the market, 
none was found that was satisfactory to the drill operators. Both spray 
and wet-jet types have been used, but in comparison with the dry stopers, 
the drilling speeds of the wet stopers are lower, the repair costs are much 
higher, the time lost for repairs is much greater, and the operators object 
more strenuously to the mud and water from the wet stopers than they 
do to the dust from the dry stopers. The development of a wet stoper 
that would apply the water so as to keep down the dust without soaking 
the men would be a most important improvement and would contribute 
greatly to the health and comfort of miners working in stopes and raises. 

The drills used are the No. 448 Ingersoll-Leyner, the Waugh Turbro; 
and the D X 61 Sullivan for crosscutting and drifting; the 16 V Waugh 
and Ingersoll-Rand B C 21 stoping drills for raising and stoping. These 
drills are not necessarily better than any other types or makes but they 
have been found to be those best adapted to North Butte conditions. 
In other operations with which the writer is connected, an entirely differ- 
ent selection of drills has been made by following the same policy of 
selecting the best drill for the particular work in hand. 

In the drill-repair shop, there are swinging leaves with illustrations 
of the various parts of the machines and giving the cost of each. There 
is also a Rand file with a swinging leaf for each type of drill, and a separate 
card for every drillin use. On this card are entered the material used and 
work done each time a drill is brought to the shop for repairs. From this 
record, total repairs for any period can be figured; and from the under- 
ground records, the repair costs per 100 ft. of ground drilled can be 


obtained for any type of drill. 
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Drill Steel 


The determination of standards for drill steel was governed by similar 
considerations. The cost of handling the steel from the mine to the 
shop, sharpening it, and returning it to the working face is a large factor 


186 STANDARDIZING BY NORTH BUTTE MINING CO. 


in the expense of drilling. The total feet drilled per sharpening is, there- 
fore, of as much importance as the drilling speed. Careful tests with var- 
ious steels proved conclusively that 7-in. (22.23-mm.) so-called quarter 
octagon steel (square steel with truncated corners) best fulfilled the require- 
mentsforraisingand stoping. Asitisexpected thata successful wet stoper 
will eventually be made, the standard steel should be hollow and the old 
standard cruciform steel is a solid steel. In early experiments with 
wet stopers, octagon steel was used but the mud running down the steel 
into the chuck occasioned excessive wear; by using quarter octagon steel 
the wear has been greatly reduced. 


7,’ Hollow 
Quarter Octogan 
Steel used. 


Note -Lengths Nos. 1 to 5 used in stoping 


all lengths used in raising. 


Fia, 1.—DRiLu STEEL FOR STOPES AND RAISES, SHOWING DRILL LENGTHS AND BITS USED. 


Comparative tests were made with both 1-in. and 7-in. quarter octa- 
gon and the latter was adopted as the standard. Naturally the 7-in. 
steel permits the use of smaller bits with consequent higher drilling speed, 
less wear and tear on the machine, and materially lower powder consump- 
tion since 7Z-in. powder is used while with 1-in. quarter octagon 114-in. 
powder is employed. 

Speed tests showed a 50 per cent. increase in drilling speed, and in 
some cases 100 per cent., over the speed attained when using the 1¥-in. 
cruciform steel. Details of one set of tests are given here. In this 


a 
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case the average of all tests showed 67 per cent. higher speed when using 
the %-in. steel. 


Trst No. 1 
Old Standard.—1}¢ in. cruciform steel; bits, 2 in., 1% in., 134 in., 15¢ in., 134 in. 


Actuat Drint- Dnzpra Incuns 
Tora, Timp Time Our Ina Timp IN PER 


Min. Szc. Min. Suc. Min. Szc. Incues Minurn 
HolegNowlie Gen on) « tc 30 5 16 le els} 57 95 6.80 
BioleNoe Qe, c . 17 10 habit at 31 


19 98 8.65 


Rotel Semcon tec 47 15 21 59 25 16 193 7.65 
wae . Standard.—}g-in. quarter octagon steel; bits, 13 in., 154 in., 134 in., 1346 
in., 1}¢ in. 


iHolewNOwlees: 5.2: 30 10 17 13 12 57 96 7.40 
HolesNo“2isen es: 14 38 8 18 6 20 93 14.70 
HoleINows. 2... . 9 50 4 40 5 10 8246 16.00 
MRNAS oom ae 54 38 30 11 24 27 8=27146 + 11.18 

. Test No. 2 : 


Old Standard.—1}-in. cruciform steel; bits, 2 in., 13¢ in., 134 in., 15¢ in., 1}4 in. 


Actuat Draiui- Dspra IncHus 


Toran Time Times Our Ine Truu IN PER 
Min. Szc. IN. Sc. Min. Sec. Incuzes MInvutTE 
GLOUNO's Leeper eek is: 15 9 48 th 27 98 13.15 
EolesNG@s.2 er eee ace 16 57 3 33 13 24 82 6.12 
HOlEINO soe caer 21 9 10 16 10 53 88 8.10 
HolesNo, 422--— 25. 19 20 9 35 9 45 90 9.23 
HolegNowouneene cree elo 37 9 56 8 41 98 11.30 
Hole No. 6. 18 47 ai 32 11 15 93 8.25 
otals-er sees 2 112 5 50 40 61 25 549 8.95 


New Standard.—?-in. quarter octagon steel; bits 13g in., 134¢ in., 134 in., 1346 
in., 1}¢ in. 


HolesNos terse esr 20 40 19 0 il 40 42 25.2 
Hole No. 2 8 55 4 26 4 29 91 20.3 
IHOleWNO Boece tee LL 35 7 24 4 11 92 22.0 
HolewNow4o wee cee LO 25 3 52 6 33 92 14.06 
Hole No. 5 19 53 13 51 6 2 91 4 tye b 
LO EAL ee icc ae FL 28 48 33 22 55 408. 17.81 
CoMPARISON OF RESULTS AvanAcs 
B 
Avpracn Nut Draining AVERAGE enian 
No. oF TIME DEPTH OF PER 

Hous Min. Src, -Hotz, In. MiInutTES 

Test No. 1 1}é-in. steel...... 2, 12 38 96.5 7.65 
Test No. 1 }-in. steel....... 3 8 9 90.5 11.18 
Test No. 2 14¢-in. steel...... 6 10 14 91.5 8.95 
Test No. 2 7-in. steel....... 5 4 35 81.6 17.81 
Total 134-in. steel......... 8 10 50 92.75 8.57 

8 5 54 84.93 14.33 


Total, 4-in. steel. ........- 


For drifts and crosscuts 114-in. hollow round steel has been found most 
advantageous and has therefore been adopted as the standard. It is 
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ample in size, convenient to handle, and being made up with lugs on the 
shank is easily extracted from the hole by merely cranking back the 
machine under half head of air. The advantage of quick extraction 
is apparent since actual drilling time is seldom 25 per cent. of the shift. 

The cross-bit was adopted as the standard for all drills, whether of 
7é-in. or 114-in. steel. 1 was demonstrated that this style is well adapted 
to all classes of ground at North Butte, is easy to keep to exact gage in 
sharpening, and gives a high average of feet drilled between sharpenings. 
Some other types of bit will drill somewhat faster, but the cross-bit has 
sufficient speed and combines speed with other requirements in a more 
satisfactory manner than any other type tested. 


Tas 
tise 


a 


1% Hollow 
Round Steel 
used, 


= 
Fia. 2.—DRILL STEEL FOR DRIFTS AND CROSSCUTS, SHOWING DRILL LENGTHS AND 
BITS USED. 


Fig. 1 shows the standard set of drill steel for stopes and raises and 
Fig. 2, the set for drifts and crosscuts. It will be noted that the cutting 
and reaming edges are made long. It is of the utmost importance to 
have the 5° slope near the point of the steel, as shown. This puts what 
is called a reaming edge on the steel and makes the wear at this point 
slower than where the sharper angle of 15° is used, which was the old 
standard. The bits are forged to a clearance of 4g i H (1.59 mm.) 
although the actual average wear shown by tests is about 149 in. Stand- 
ardizing drills to permit changing on %¢-in. reduction of diameter has 
been found to have two important advantages: First, a material increase 
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in drilling speed is obtained; second, bits of average smaller diameter are 
- used [the starting bit is 5g in. (15.88 mm.) smaller], which reduces wear 
on the machine from percussion and consequently cuts down repairs. 
Auziliary Drill Equipment 
The standard equipment for stoping is as follows: 


1 stoping drill 1 round-point shovel . 1 powder sack 
1 hose for stoper 1 square-point shovel “ 4 platform hooks 
hose gaskets 2 8-lb. hammers 1 Bacon timber hoist with 
3 sets drill steel (234 to 9ft.) 1 ax ; rope 
1 jackhamer 1 saw : 1 weight for timber hoist 
1 set jackhamer drill steel 1 pick 1 pulley for hoist rope 
1 steel wrench 1 pinch bar 1 wheelbarrow 
1 monkey wrench 1 tamping stick 1 water keg 


1 oil bottle 
The standard equipment for raising is as follows: 


2 stoping drills 2 steel wrenches 1 water keg 
2 hose for stopers 2 picks _ 1 bell line rope 
hose gaskets 2 axes 1 Bacon timber hoist with 
3 sets drill steel (214 to 9ft.) 2 8]b. hammers rope 
1 oil bottle 1 square-point shovel 1 weight for hoist rope 
1 short pinch bar 1 round-point shovel 1 pulley for hoist rope 
1 long pinch bar 1 powder sack 1 gin pole 
1 14in. pipe wrench 2 tamping sticks 2 saws 
1 monkey wrench 8 platform hooks 


The standard equipment for drifting or crosscutting is as follows: 


1 water Leyner type ma- 1 monkey wrench 4 timber dogs 
chine 1 pipe wrench 1 saw 

1 column bar for machine 1 chuck or clamp wrench 1 water keg 

1 arm for column bar with 2 picks for cleaning steel 1 powder sack 


machine clamp 1 “Submarine” (water 1 level 
3 sets drill steel for Leyner tank for drills) 1 grade stock 

type machine 1 scraper 1 pick 
1 jackhamer 1 pinch bar 1 ax 
1 set jackhamer drill steel 1 tamping stick 1 8-lb. hammer 
2 air hose 1 blowpipe 1 round-point shovel 
1 water hose 1 oil bottle 1 square-point shovel 
1 drilling bench 4 platform hooks mine cars 


The supports of the standard drilling bench are hinged and fold up 
under the plank when the bench is not in use. The drill mountings are 
stamped with graduated arcs, reading to 5°, These graduations are co- 
érdinated to a line on the arm in such manner that when the zero of the 
are is set at this line the drill stands in a horizontal position. The verti- 
cal angle required to be drilled, either up or down, is obtained by setting 
this angle against the line on the arm, when the drill is in proper position. 
Horizontal angles are obtained by reading a similar graduated arc on 
the saucer of the drilling machine. For this angle to be correct, the arm 
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of the bar must be set at right angles to the direction of the crosscut. 
This is accomplished by sighting along a groove in the arm near the bar 
at some object back in the crosscut, which always puts the arm in the 
correct position. 

To lay off drill holes in raises, a Lufkin jointed rule is used, having a 
level on one arc and a graduated arc showing the angle between the arms. 
With this the stoping drill can readily be set at any required angle. 


Fra. 3.—DRILLING BENCH SET UP. Fia. 4.—DRiILLING BENCH TAKEN 
DOWN. 


Ventilating Equipment 


The main ventilating currents through the mine are furnished by large 
Sirocco fans, on the surface, at the Speculator and Gem shafts. The cur- 
rents are controlled by doors so as to afford the best possible distribution 
of air through the workings of the mine. Many stopes, raises, and de- 
velopment faces are, however, not in the path of the circulating air. 
To ventilate these, portable motor-driven Sirocco fans connected to 


ROBERT LINTON 191 


canvas tubing arein use. The application of canvas tubing to ventilating 
was made feasible by the flexible coupling and method of suspension invent- 
ed by Mr. Braly. 

Canvas tubing possesses the following important advantages over 
metal pipes: 

1. It is much more easily and quickly installed, and when not carry- 
ing air hangs collapsed at the side of the working where it takes up very 
little room. r 

2. Since it hangs collapsed during the blasting of the round and is 
expanded by the air pressure of the fans turned on immediately after- 


Fig. 5.—GRADUATED DRILL MOUNTINGS. 


wards, ventilation can be carried close to the face. In eedinary leg 
cuts, it isimpossible to keep metal pipe closer than 100 ft. (30.5 m.) to : s 
breast because the concussion in blasting tears it down; even then, = ess 
the end is tightly covered with ; board, the pipe may collapse for a 
: {t. (18 to 21 m.). : 
mies aati as drift ruin metal pipe permanently, whereas ne 
vas pipe frequently is not even punctured; or if damaged it can easily 
i aired. 
Peo can, without the slightest difficulty, be peer tea 
stopes, over and around timber, and in numerous places ody the fitting 
of metal pipe would be too slow and expensive to be feasi e baat 
5. The miners can put on lengths of canvas tubing and de i 
air so as to blow directly upon them, thus removing the layer of Hg é 
air surrounding their bodies. ‘This is of great importance, especially o 
the lower levels where rock temperatures are high. 
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Of course the friction in canvas tubing is greater than in an absolutely 
tight metal pipe of the same diameter; but in ordinary practice the re- 
duction of volume and pressure due to the higher friction in the canvas 
tubing is considerably less than the reduction due to leaks in metal pipe. 
It is difficult to get any satisfactory ventilation from an ordinary metal 
pipe 1000 ft. (305 m.) long, whereas excellent ventilation has been 
obtained from canvas tubing over 2400 ft. long. The size of tubing 
and the corresponding size of fan are determined by the size of the work- 
ings to be ventilated and the distance the air must be carried. Stand- 
ards based on clearing a working face within 35 min. after blasting are 
shown in Fig. 6. The equipment can be used to ventilate at much greater 
distance by consuming correspondingly longer time. 


CANVAS TUBING 
AND 
es BLOWERS REQUIRED TO 
SSN CLEAR 6’X 8 HEADING IN 35 MIN. 
7 @nO©) , 
No.2 Sirocco Fan: 10 inch: 


oes 5 hp. Distance 600 Ft, 


D.C. Motor. 5 hp. 
> 1800 rpm, 

No.2% Sirocco Fan; 12 inch: 

A.C. Motor. 7%hp, Distance 1000 Ft, 
1740 rpm, ——— = 

D.C. Motor 7¥%hp. ( 
1700 rpm, 


No.3 Sirocco Fan: 14 inch: : 
D.C. Motor. 10 hp, Distance 1300 Ft, 


1300 rpm, ( === = 


No.4 Sirocco Fan: 16 inch: 
A.C. Motor. 20 hp. Distance 1600 Ft. 


1160 rpm, § = z 


Fig. 6.—STANDARDS FOR CLEARING A WORKING FACE WITHIN 35 MINUTES. 


Both direct- and alternating-current motors are used for driving the 
fans; direct current is preferable since the motors can be attached direct 
to trolley lines anywhere in a few minutes’ time. The best practice is 
to use a larger motor than the rating of the fan specifies, in order to allow 
a margin of safety for overheating where necessary to use it under tem- 
perature conditions above normal. Fans No. 2, 216 and 8 are self- 
contained, being mounted on trucks complete with starting apparatus 
ready to connect to the transmission wire. The dimension toannnee 
permit lowering the mounted fans on the cages without taking apart 
The No 4 Sirocco fan is too large to lower on the mine cage without 
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‘es apart; hence, it is not mounted on a truck, but where used is 
placed on a concrete foundation. — Practically all the fans used are the 


smaller sizes si lati i 
isn ince most of the ventilating distances are comparatively 


Fia. 8a. Fig. 80. 
Fig. 8a AND 8b CANVAS TUBING IN USE. 


Ore Handling 


The standard chute and standard gate are shown in Figs. 9 and 10. 
The two wooden doors control most conveniently the flow of rock, but 
an iron door is also placed at the mouth of the chute to facilitate shutting 
it off at any time without having runs of rock. 


vou. Lxvi.—13, 
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Mine Cars 


Mine cars are of the ordinary end-dumping type, holding 0.675 ton. 
They are handled in trains of twelve cars by Westinghouse-Baldwin 
trolley locomotives. One advantage in the use of trolley locomotives 
for haulage is that current is available all over the mine for ventilating 


STANDARD GIRT CHUTE 


Instructions: In starting to put in a chute, see that the ends of the bottom plank 
are directly over the near rail and 5 ft. 3 in. above it. The center of the standard 
should line with the center of the post at the top and be exactly plumb, regardless of 
the batter on the sill posts. Bottom plank to be on a 45° slope; chute jaws 2 to 6 in. 
above ends of chute plank. In heavy ground make end of chute 5 ft. 8 in. above rail. 


4 Place Air } }} 
Hoist in 
this Set 

Under 
Chute 


END VIEW 


Turn Sheets to 
bein Two Pieces 


as shown below, A=Ist Floor Cap, 


B=\st*Floor Post. 
C=Sill Post 8-in.Batter 
D=Sill Post, 
as E=Sitl Cap, 
F=Sill Girt. 
G=8-1n.Stull 
H=10-in.x 10-in Brace 
ue 1=10-in.x 10-in Bricking 
~* [Turn 
oy Rees Numbers are the same 
cha as on Sketch on Back of Feat ue Hanging Wall 
i Coon Bricking should Overlap 


Side Bricking 1 Inch, 
Via. 9.—Facr oF CARD SHOWN IN Fic. 10. 


fan motors. Tracks are 18-in. gage (46-cm.) with 25-lb. (11.34-kg.) 
rail as standard all over the mine, both on main and auxiliary haulage 
ways, with 0.4 per cent. grade in favor of the load. Fig. 11 shows the 
standard switch in use. Oil is kept in small sunken tanks fitted with 
pumps. 

Mechanical Loading and Protecting Raises 


Considerable experimenting has been done with a view to finding or 
developing a satisfactory machine for loading broken rock at the faces 
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of drifts and crosscuts. The Hoar loading shovel was used for a time in 


one crosscut, but the size of the crosscut (6 by 8 ft.) was too cramped for 


its efficient operation. At the time of writing this paper, a belt-conveyor 


STANDARD GIRT CHUTE 


o_ Sia es 
Vina ag’ 


\ 
Detail of Crotch Cap 
over Crotch Pieces< 


Instructions: 


@ In Ordering 
Different Parts 
of this Chute. 
Order by Number. 
© Each Piece is 
given a Number 
in the Sketch, 

© If Complete 
Chute is Required 


State so when 


nN 


\ 


G 


) SEE 


————— 
— 
—— 


Ordering. 
Piece No. Dimension Piece No Dimension 

1) Left chute jaw 1 ax Oe Xe 340", 13 | Right cor. bottom pe. | 1] 10710" <6'3'7 
“2 Left chute jaw 1) 37K 127% 3/10” _ 14 | Left cor. bottom pc. pet HOST OMES 61877 
“3 Right chute jaw 1 SO XAOP SS B10” 1 Bottom brace ery 10/10 <3'6” 

4) Right chute jaw 1 BE S612! 63110" | 16 | Bottom brace Ly 107 < 1005/10 
7 Bottom plank 3 4’’X 10’ X 10/10” 17 | Bottom turn sheet Ta ezaecon” 
6 Standards 2) 57X10" X12/2” | 18 Bottom turn sheet 1 | 6X3’ 
7 Standard cap a, BNO 3: | 19 Filling piece* io | LO 10>. 2'2/" 
"8 Croteh pieces | 2) 4”X10"X 66” | 20 | Sill piece Ware 
7 Crotch cap ee GE<d OSS 272" | 22 Chute door 1] 
10| Left filling piece | 2 | 4”X10”X 6’ 22 | Front piece 1) 4”x10"%3" 
11| Right filling piece) 2 | 4”X10”X 6’ 233 Bottom pieces 2 | BES NTL SG Be 
12) Corner vertical Sera 10” X10" X5’—45% | 24 | Spreader Deo LO OLS Ge 


* Don’t put in filling piece until turn sheets have been placed!! j 


Fig. 10.—BaAck OF CARD SHOWN IN Fia. 9. 


type of loader is being tried, but its use has not proceeded far enough to 


er 1 isfactorily. 
demonstrate whether it can be used satis 
The tops of raises were formerly protected by transverse guard timbers 
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4 by 12 in. (10.16 X 30.48 cm.) spaced 12-in. in the clear. Hinged lat- 
ticed doors fabricated from 114 by 4-in. (3.81 X 0.63 cm.) iron are now 
used. These doors permit a freer flow of air through the raises and afford 
better protection against accidents. 


Fic. 11.—STaNDARD SWITCH POINT AND FROG. 


Metruops 
Standard Drill Rounds 


Probably the most important. series of studies made at North Butte 
were those that fixed standard drilling rounds for both development and 
stoping faces. The objects of this work were: To reduce the amount of 
powder used, to increase the tons of rock broken per foot of drill hole, 
to increase the average footage broken per round, to save time usually 
taken by men in deciding just where holes should be placed. 


Theoretical Considerations 


The blasting formula stated by Henry 8. Drinker (following Schoen) 
in his work on tunneling, published in 1878, has been assumed by most 
authorities to be approximately correct. This formula is as follow: 


W = weight, in ounces, of blasting agent of a given kind. 

L = line of least resistance, in feet; this is the shortest distance from 
the center of gravity of the charge of blasting agent to the 
nearest free face of rock. 

C = charging coefficient, or coefficient of rock resistance. 


Then, W = CEs 


Transposing this formula the coefficients at North Butte were deter- 
mined as follows: 

Soft ground, 0.015; medium ground, 0.024; hard ground, 0.043; 
extra hard ground, 0.1. However, the results did not check with this 
formula when it was applied to determining the weight of powder neces- 
sary to blast holes under varying conditions of depth and angle. It has 
been used in connection with blasting with black powder, but with the 
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high-power dynamites now employed, the velocity of the explosion, as 
well as the force of the blow, is much more intense. The tests at N on 
Butte seem to demonstrate that the weight of the charge is proportional 
to the square, and not the cube, of the line of least resistance, so the 
formula becomes W = CL? 


eT a bs 
 =* 02% 


Fig. 12.—EXPERIMENTS COMPARING RESULTS OF BLASTING ACCORDING TO FORMULAS 
WV = CL? anp W = CL? 


A comparison of the results of blasting according to each formula (us- 
ing 60 per cent. dynamite) is shown in Fig. 12. 

Fig. 13 shows the theoretical weight of explosives required to blast 
holes of varying depth, as figured by the original and modified form- 
ulas. For a hole 1 ft. deep, the original formula calls for only one- 
sixth as much explosive as the modified. Tests have shown that the 
larger quantity is more nearly correct for high explosives. 


Rock coefficients based on the formula C = vr were found to be as 


follows: 


Sroprs SroprEs 

8-FT. 416-FT. 

Drirts RounpD RounpD 

SOLE PLO UN UeeweA eae: acid vo eicic he. fGhoress (2,018 0.08 0.05 0.08 

iM Gye rip bea ae NO le Boa colses Oa. o eo Ont 0), 10% 0.12 

SAL ro LOU Ce eee meri Rare ates oops le als 6 0.18 (0). 0.18 
dB UD ino Fayre OYUN ls Scre es  Siacae ar 0.3 0.36 0.3 
0.6 0.6 0.5 
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Mr. Braly advances the following theoretical conclusions suggested by 
the blasting tests made. In these conclusions, the line of least resistance 
is taken as the shortest distance from the center of gravity of the charge 
of blasting agent to the nearest free face of rock: 

1. The amount of powder is roughly in proportion to the surface to 


be sheared. 
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2. In a cut hole this is a cone, with the line of least resistance as the 
axis, and the amount of powder is in proportion to the square of the line 
of least resistance in feet; in other holes, the shearing surface is only a 
section of a cone. 

3. The softer the ground, the wider is the apex angle of the cone. 

4, After the shearing has taken place, the subsequent action of the 
powder is shattering the rock and blowing it out of the hole. 


Weight of Powder (Pounds ) 


3 4 5 
Depth of Holes (Feet) 


Fig. 13.—THroORETICAL WEIGHT OF EXPLOSIVE REQUIRED TO BLAST HOLES OF VARY- 
ING DEPTH FIGURED ACCORDING TO FORMULA W = CL? anp W = CL. 


6 7 


5. High-grade powder gives more of its energy for shattering and less 
for heaving. 

6. Low-grade powder gives more of its energy for heaving and less 
for shattering. j 

7. With a slow powder, where heaving is desired, the amount will 
probably vary more nearly as the cube of the depth; but with high ex- 
plosives with shattering effect it will vary more nearly as the square of 
the depth. 

The tests indicate an increase in intensity of the detonating wave as 
it progresses toward the bottom of the hole (Fig. 14, after Grant H. Tod). 
Naturally, with greater depth of hole and longer line of least resistance, 
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greater explosive intensity is required. The force of the explosion should 
break the rock to as near the bottom of the hole as possible. However, 
the entire charge should be exploded at as nearly the same time as pos- 
sible, which is accomplished by placing the primer just outside the middle 
of the charge. 


CORRECT POSITION OF PRIMER 
Just Outside the Center of Hole 
f 


Primer 


INCORRECT POSITION OF PRIMER 


Primer 
Speed of Fuse at Sea Level, Pacific Coast. 40 Seconds per Foot. 
Speed of Fuse at Butte 53 Seconds per Foot. 

Due to Relief of Pressure, 


The Cap should always 
be Pointed Towards the 
Bottom of the Hole. 


Fic. 14.—CHART SHOWING INTENSITY OF DETONATING WAVE IN BLASTING. 


Practical Considerations 


Probably the most conspicuous fact brought out by the drill-round 
studies was that few drill operators or shift bosses are able to form a 
definite picture of the plane in which the drill holes bottom. Obviously 
blasting starts from this plane, and its effectiveness depends on the loca- 
tion of the bottoms of the holes with reference to one another and the 
angles they make with the plane. 

When investigating this, a method! used at the University of Cali- 
fornia was employed. Two frames corresponding in size and shape to a 
standard crosscut were built, and covered with woven wire. These were 


‘set up 5 ft. 6 in. (1.68 m.) apart, corresponding to a standard 


round to break 5 ft. Men were given the problem of setting up a drill 
and pointing holes for what they considered a good round. The location 
of the holes was marked on both screens, the back screen showing the 
position and angles of the holes in the blasting plane. In many cases, 
rounds were laid out that would not break clean to the bottom although 
frequently more holes were pointed than would be required with exact 
spacing. Other practical factors were ascertained by observation of 
drill operators and by blasting special rounds. The most important 
may be summarized as follows: 

1. The principal cause for rounds breaking short or unevenly was 
incorrect spacing of holes in the blasting plane. 


1[llustrations showing the use of these screens appeared in Min. & Sct. Pr., Dec. 
13, 1919. 
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2. More powder than actually required was used, as a rule, to insure 
blasting of rock masses lying between holes that happened to bottom too 
far apart. 

3. The rule that high-grade powder shatters and low-grade powder 
heaves was not always observed and the explosives, therefore, were not 
always used to best advantage. 

4. Since upward-sloping holes can be drilled much more rapidly than 
downward-sloping holes, the round should be drilled with as large a 
proportion of holes sloping upwards as possible. The average of the 
mine shows a gain of 45 per cent. in favor of upward pointing. 

5. Incorrect placing of the primer may reduce the efficiency of the 
blasting as much as 40 per cent. The amount of carbon monoxide in 


Fia. 15.—CrLLULOID PROTRACTOR USED IN LAYING OUT DRILL ROUNDS. 


the smoke after blasting is a good indicator; the less efficient the blasting, 
the more carbon monoxide is generated. 

6. As the proportion of time consumed in actual drilling is small 
(varying from 14 to 35 per cent. of the total time of the operator) the 
drill round should be laid out so as to reduce to a minimum the necessity 
of moving bars, columns, arms, ete. 

7. In crosscuts or drifts, where there is but one face to break to, the 
powder should be concentrated near the bottom of the hole. This is not 
the case in stopes where there are two faces to break to. 


Laying Out the Drill Round 


The standards were determined by drilling and blasting a large 
number of experimental rounds. Each round was carefully plotted to 
}@ in. (12.7 mm.) scale on paper in advance of drilling. The position and 
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angle of each hole in the blasting plane was determined and its line pro- 
jected back to the position of the machine drill. The lines were then 
adjusted to converge at as few points as possible, and thus reduce the 
number of times necessary to change the position of the drill. 

In plotting these proposed drill rounds, a template of a rock drill 
was cut out of celluloid to exact scale. A subsequent improvement was 
to combine the template with a 5-in. (12.7-cm.) celluloid protractor, ori- 
enting it so that the center of the column arm and the center of the pro- 
tractor coincide, the bottom of the protractor being the center line of the 


Complementary Angle 


Distance 


Fic. 16.—GEOMETRY APPLIED TO THE ROCK-DRILL ROUND. 


drill steel. This drill protractor (shown in Fig. 15) is very convenient 
and facilitates rapid plotting of the rounds. 

This method of laying out a drill round is a simple application of 
geometry to the problem. Given the position of the bottoms of the 
holes, the angles and height of the machine necessary to drill the holes to 
reach these positions can be accurately determined. There is no hap- 
hazard work and the effect of different positions and angles of holes can 
be analyzed intelligently. Figs. 16 and 17 illustrate this. 


Standard Rounds for Drifts and Crosscuts 


Fig. 18 shows the instruction card for standard round for a timbered 
drift or crosscut. Fig. 19 shows the plan of the drift giving the coérdina- 
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tion of the drilled face to the timbering. From this it will be noted that 
2 ft. 6 in. (0.76 m.) has been established as the standard distance of the 
column from the face. This distance is always observed in untimbered 
crosscuts, but in driving timbered drifts and crosscuts the column is set 
up 3 ft. ahead of or 1 ft. behind the last set of timber, as the case may be, 
the measurements being taken from outside of the cap. A 5 ft. 6 in. 
(1.68 m.) round is specified, but it is contemplated to pull full 5 ft., the 
extra 6 in. being added to make up for short rounds. If 5 ft. can be 
pulled regularly with each round, and it has been found that in most 


VERTICAL SECTION VERTICAL SECTION 
ACROSS DRIFT ALONG DRIFT 


| PLAN SHOWING 
HORIZONTAL POSITION 
OF THE HOLES 
j 
| 


\ yl 
\ } 
| h 8) 
i {soli e t 
BE Sit hla 


se 
Fig. 17.—Mrruop OF LAYING OUT ROCK-DRILL ROUND. 


cases this can be done, this makes the best standard arrangement that 
can be devised for timbered drifts. The holes are laid out so that when 
the round is blasted, the face will be the widest part of the drift, allowing 
the timbers to be placed readily without plugging. Otherwise, it is 
frequently necessary to drill and shoot plug holes before the timber can 
be placed. 

The instruction card is self explanatory, giving the position, vertical 
and horizontal angles, and depth of the holes, the amount and grade of 
powder to be used and order of blasting of round. It is unnecessary to 
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Fic. 18. 


ahs TIMBERED HEADING. a 
TER ON aa RT ee he ee ne et EXPLOSIVES ISSUED 
PEACH a Aeter eek 9 BOSS'S NOM BEFORE LUNCH 
MAGAZINE NO............... MINERS NO rahacgeds ce aeses ABTBRULUNCH hrc gescc cus stp 
| Els Rowse Number of | Sticks of Pocecately 
Number | Depth 35% | 60% Primers | Tamping | Heading 
Round | ‘ 
Plugs oe a ? | 5 
Total / 
CHECK HARDNESS OF GROUND __| MEDIUM GROUND | SOFT GROUND 
ACROSS BOTH PORTIONS OF CARD | MEDIUM GROUND SOFT GROUND 
Holes Powder 
Number Depth 35% 60% 
MEDIUM GROUND. To sreax 5’6” ; 3 : 
2-3-4 6 8 
5-6 6 7 
7-3-9 | 54-6 7 
10-11-12 | 514-6 6 
13-14-15 | 544-6 8 
Round 87146 24 85 
oles | D | Swing | Holes D Swing Holes Position | Angle Steel 
1 C MESSY 
1-2-7-10-13 | 2 | BS & 9 14” 19° 2-3-4 C U 20°) 624 
a2 ers seo Ato) 47 15° 5-6 B O” | = sel) 634 
5-6 14” | 16° | 14-15 | 14” | 20° 739 | D | vu | +10°| 66% 
10-11-12 | A O | +20°| 6-64 
"1314-15. Db |) Ue | —10°| 6-834 
Holes Powder 
Number Depth 85% 60% 
SOFT GROUND. ro Break 5/6” Pe cae 
2 6 a 
3-4-5 | 54-6 7 
6-7 6 6 
8-9 6 6 
10-11-12 | 514-6 6 mie 
Round 70 63 14 
Holes Position Angle | Steel 
i ies ees AipOal) 45352 by ba 
1-2 2” Bo wf $Oai 7) rcd4e4 «| 226° 2 Cc © | 420°] 634 
3-10 2” see ge Oi 14” © Se Lbe 34-5 | D U_ | +15° | 6-672 
4-5 14%) 18° j1-12 |) 14” | 19° 6-7 Epo eiaa® | 2 878 
eS Se SS ne 8-9 A oO +20°| 64% 
10-11-12 | D u_ | —10°| 6-634 
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go into the experimental details by which these standards were arrived 
at, but it may be noted that many different arrangements were tried 
and it is believed that the round illustrated represents as efficient practice 
for particular conditions as can be devised. 

The standard round for drifts and crosscuts is drilled from only four 
heights of the arm. These positions are located by drilling holes in the 
column in which a spike may be inserted. When the arm rests on the 
spike, the drill is at the proper height. In this way the time required to 
loosen and tighten the collar is saved, as well as the time required for 
measuring the height of the arm by the miner. Standard 4-in. lagging 
(10.16 cm.) is used under the bar. It is found that the bar is jacked 
up an average of 21¢ in. (5.4 cm.) if the screw is run into the bar 
before the bar is set_up. 


Bottom of Post Top of Post. 
A LST 


Fia. 19.—Co6RDINATION OF THE DRILLING TO THE TIMBERING IN A SHIFT. 


Standard Rounds for Raises 


Figs. 20 and 21 show the instruction card for the standard six-post 
raise; this is, of course, drilled with stoping drills. The extension of the 
machine is placed 12 in. from the post and 12 in. from the girt. The 
corner hole is drilled at an angle of 80° and at this point the bottom of 
an 8-ft. (2.44-m.) hole will be 6 in. (15.24 em.) outside of thetimber. The 
center side hole is drilled vertically and the cut holes at an angle of 78°. 
In this way all the holes are drilled from four positions, one at each corner 
of the raise. Three cut holes are drilled 9 ft. deep and should come within 
4 in. of meeting at the bottom. Two center cut easers are drilled 4 ft. 
deep and should also come within 4 in. of meeting; these are drilled at an 


angle of 70°. In blasting, the primers are put in the center of the powder 
used or slightly higher. 


Standard Rounds for Stopes 


In stopes there are two faces to break to; consequently, all holes for 
a given stope are drilled with the same angle. In rill stopes, the holes 


4 
d 
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are drilled in rows parallel with the plane of the vein and at right angles 
to the strike. They are drilled 5 ft. (1.52 m.) or 714 ft. (2.29 m.) deep 
according to the ground. Figs. 22 and 23 show the instruction card for 


8 FOOT ROUND—SIX POST RAISE. 


BE SURE TO EXAMINE BREAKERS BEFORE 
BLASTING . 


N.B. MAGAZINE MAN!! 

SEE THAT THIS CARD IS COMPLETELY FILLED OUT. s 

DO NOT ISSUE EXPLOSIVES UNLESS BOTH THE SECTIONS ARE PRESENTED BY MINER 
LOWER HALF OF CARD MUST BE HANDED BACK TO MINER FOR THE SHIFT BOSS! 
RETURN THIS SECTION TO THE OFFICE! 


5/10” Cap 5’ Cap Footage Blasted 
CHECK! 
l ] | | l 
| 
Holes | 1-2|3-4| 5 | 6-7-8-9 10-11-12 | 13-14-15 | 16-17-18 | 19-20-21 | 22-23, 24-25 
| ! ee | - | 
| 
Cut | To Center None From Center 
| RSS | ge 
Steel | 5’ | 10} 10°| 10" gee  8’e” se” | ger 
i i | | 
n oN o n 
pra \\ Hy i 
Sees yt ° soyiiee =H 
ns 790 ir Migg? 90 so” i MI 1] 
ieee 1/78 \ pert jit pee 
My it Fe oy t | at) il it 1 
‘ie " oy : I ! 82 1 it Ny 1 
\\ 19 1, Oo NN a i it tl ! 
\\ " fa \\ ' i 1 jal u 
rn] " Wipe \\ 4 i bal an i! 
\ if HH WwW‘ i I/ ai) il il i} A 
o\k } Hh Hin \ HH iM 70° 15 \\ 1 1 it % 
7m jf Ii! i \y VW He nies Ry War yy 
Mi '\YYY Wi Yy GUYAGY WY YUNG V// ys NW iy 
A, ‘6 iy, Yi Y Z yyy Ud Visey YY Y 
5 3 1 WY Uys A 18 pee, 
‘ 12 y 
6 / 
x hh 
2 yy 
7 Mo hes 
i Gh Lh 
9 Vi ff, 
Ze Vf 
yy 
YH 
Ys 
igh 
A os 
~~ i My 
-|¢ Indicates SHIT 
J? Mf fy 
~] Position of VL, 
Machine UY es 
Ys) 
Hl WY 
V1 1: 


Fic. 20.—INSTRUCTION CARD FOR STANDARD SIX-FOST RAISE. 


square-set stopes, and Figs. 24 and 25 for rill stopes. These cards show 
the arrangement of the holes. They are drilled 414 ft. or 8 ft. depending 
on the dip and width of the vein. Drilling is kept several sets in advance 
of the face of the stope. The advantages of this are as follows: 
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8 FOOT ROUND—SIX POST RAISE 
FOR EX-HARD; HARD, MEDIUM, SHORT, AND SOFT GROUND. 
DRAW A HEAVY LINE THROUGH KIND OF GROUND! 


DAT Bist vie ste raisreiesacauin'or tei sioy sie sicisgesotevel mie qiolg1s seusieie) sie) 9 .ei7an eye ehe cae intone sale EXPLOSIVES ISSUED 

PLACE Ms hese sive bivcree ones BOSS'S NOW. rcs cesenee es BEFORE LUNCH............>+. 
MAGAZINE NO..... 2.452 - 000 MINER’S NO... crccce-ceseenes AFTER LUNCH........-10+++06 
TYPE OF DRILLING MACHINE. .........ccccccccnsccevcnnresccesessccsncsssrorssasssecsres 


USE TWO STICKS OF TAMPING TO A HOLE. 
DO NOT ISSUE POWDER IF CARD IS DETACHED! 


Waste Direct Waste Direct 
to Chute to Gob 


Holes Powder 
Tamping Primers 
Number | Depth 35% 60% 
Round 
Plugs ee y 
Total 
Fie Nees Ex. Hard Hard | Medium Short Soft 
35% | 60% | 35% 60% | 35% | 60% | 35% | 6% | 35% 60% 
| | | | 
1-2 3 | 0 2 0 2 0 ge onl 0 
3-4-5-6-7-8-9 51 4 47 @ 404) Soe. eh eee 
10-11-12-13-14-15 Ci lattes iene 4 3 oh THe 3 ) 
16-17-18-19-20-21 4 pelors 4 3 3b 7 » 3 | 0 
2223-24-25 | 2 0 the 0 Lys Oia 2 | Oa 20 0 
Total | 97 | 76 | 76 | 76 | 72 | 57 | 152 | 0 | 57 0 
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Fic. 21.—INsTRUCTION CARD FOR STANDARD SIX-POST RAISE, 
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TIMBERED STOPES 
Drilling and Blasting 9 to 14 Ft. Vein : 
Case II ( Over 70 Dip) 


Spacing when Five Rows are used 


SS 


U0 


»»> = Regular-Slope=1-in 6(Along Vein) 
LAL Vhs LEE SOS (Along Vein 


= - Cuts- hele Hs) 6( » oe 
>» - »» - To be Blasted with 60%Gel. 
Miner must put a 6 in. Plug on Footwall 


Side of the Last Hole he Drills f 
Section showing Slope of all Holes Wacheatan Purp om Fieah ig ote 


S 
N 


i eee 


Drilling and Blasting 
Case II (Under 70 Dip ) 


Lia 


Plan - Showing Spacing of Holes 
when 3 Rows are used 


Plan - Showing Spacing of Holes : Case II 
when 4 Rows are used (Under 70°Dip ) 
End Section - All Holes in Ore 


Instructions 


Slice No,I-To be Drilled from Platform 
ZSlice No. II- JE ete, ” ” Top of Set 

» »» -Spacing and Depth sameas Slice I 
Toles-Regular-To Slope 1 Ft.in6 Ft(Along Vein) 
at (Cts = ” ” 3Ft. ry ” Bi 
” >» - 9» beBlasted with 60 % Gelatin 
Miner must put a 6 in.Plug on Footwall 
Side of the Last Hole he Drills for 
Identification Purposes. 


Section showing Slope of all Holes 
“Keep the Ore Clean” 


Fic. 22.—INSTRUCTION CARD FOR SQUARE-SET STOPES. 
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1. In case of a breakdown of compressor or drill or shortage of drillers 
for the stope, the stope is not short of ore, as holes already drilled can 
be blasted. 


TIMBERED STOPES 


DATE icin. «icveisie ojaisiain.6 9 TO 14 FT. VEIN 
PLACE, davisictie attest clei esis eles BOSS SAIN O weer tei oii eet BEFORE LUNCH isn. tes. cowie <5 
MAGAZINE NO tc nnaeis «rin ris MLN BRS INO Sma aotcis hace stokes AFTER LUNCH ii cceme sagen ss 
POWDERASSUED G0 ccm ce sieei sivas steitte bE A iti ar ht SiS PASSIONS HOLES BLASTED wacn sot asia 
PRIMERS ISSUED 7 dere eieieiieteisigel= a 016 NOS Tera a= Aas ctateretaasss PLUGS BLASTED......... “tote. 
TAMPING (use 4 sticks to a hole) FT. BLASTED ad ORE. cu ctuempauianee 
DRILLING MACHINE USED 17 cc... sr 01s sie sjs's alesis s apetaiena IN: WASTE. icc anes aes 


CHECK WIDTH OF VEIN | 9 | | 10 | | 11 | | 12 | | 143 | | 14 | 


‘ | 
> | N.B. Magazine Man.—See that both sec-| : A 
La! tions of this card are completely filled out. Character of Vein 
ss Issue no ere iene unless oe pores 
are presente yy miner. eturn this 
fx | section to office. wares Case II 
° N.B. Shift Boss.—Check width of vein on | Q | | a) 
td | both sections of card. Draw heavy! & | eB | rs le | | 
f | line through char- ; “lala mleld/aAla |e |e |—_— 
Q | acterofvein. Do| Depth, Dist. | § x |\4)/O|}Alm |i | & iS iAjo} Depth 
not detach sec-| Hole from | Spac- | p< i= || Rj}o les } Dig ia Hole 
ss tions. | Case I Waste ing | | | roll tid Ln ome ee | Case II 
| | j 
Frozen walls | 8! | '6:ins | s | 30) 36) 36] 36) 40 28 32 32 32) 36 Ay 
oO | Free walls | 12in.| 8 36 44 44) 44) 46 32 36 36 36 40 4; 
i | Number of rows | | a} 4 ay Sr Sid rat 2 a “3 
| 35%) hk. t Sl Be a ore a aie ae 
Powder per hole 3 Wea ao) ee Se ee eel a De 
60% | 8 7 4| 3 
| Frozen walls 9’ 6in. | S | 32] 36) 36] 36) 40/ 30, 32 "32 32! 36 
a SSS | ee ee a p iy 
oq | Free walls | 12in S | 36] 40) 40] 40] 46 32 36 36) 36) 40 2 
a) Number of rows | | 5) 4) 4 3) Si Sle als Sa Si. ok 
a 35% | 5} 5| s| || gi al al 
Powder per hole = — — —| —  — — -_ 8 ae = 
; | 60% | 8| 7 | 4\3 
| Frozen walls re Ce: 32/36 36) 36 40 30 32 32 32| 36| 
asas tee oe | a Pe See ee Lele 1s 
<1 | Free walls | 12in.| S | 36 40) 40) 40) 46 32 36) 36 36! 40 45 
rai = | | | 
a Number of rows | 5) 4) 4) 3] 3] 5 4! 4) gi 3 
—_—_—_—————_—_—— | = — al 
i | 35% Bl Bhs | 3 
| Powder per hole : Rn ae Se 
7 1 60% | ox Nise} 
Case I (over 70° dip) | Case II (under 70° dip) 


PLUGS—Use one-half stick of 835% gelatin for each foot of hole. 
CUT HOLES—To be drilled 6 in. deeper than regular holes. 
‘ILLUSTRATIONS AND INSTRUCTIONS—See back of this card. 
‘KEEP THE ORE CLEAN.” 


Fia. 23.—INSTRUCTION CARD FOR SQUARE-SET STOPES. 


2. The driller works in a different part of the stopefrom the timbermen 
and shovelers; therefore, the men do not get in each other’s way. 

3. Drilling can be done in a more regular and systematic manner and 
the holes more accurately spaced. 
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4. The rock is sorted to better advantage and the ore is kept cleaner. 


5. The drilling platform need not be taken down for blasting. The 
drill can be placed behind a timber set to be protected from flying rock. 


LEY GI he nk Rae tearaie:, iene. Se 2TO 4FT. VEIN 
DEA CR ee ee oe cee, BOSSIS NOG ceee eee ec s...BEFORE LUNCH.............. 
WEA GAZING NO ence eee MINERISWVOsre oc cee ee ALPERULUNC ECs. sce derine 
POWDER ISSUED 60%.................. NY Ah i tins Ae iene HOLES BLASTED............. 
PRIMERSISSUED TET... dence wees exc LOWED eae cates snc: PLUGS BLASTED....... 
TAMPING (use 4 sticks to a hole)................... ‘ 
IDRILLING I MACHING@USED. oc.) on saves cue es kan Pokes tines 
CHECK WIDTH OF VEIN | 2 EY AEY 
N.B. Magazine Man—See that both sec- | : 
a tions of this card are completely filled out. Character of Vein 
<2] Issue no explosives unless both sections = 
ea are presented by miner. Return this | 
& section to office. 
(je) SUEEEEEEEEEEeeeeggqg o_o, 
N.B. Shift Boss.—Check width of vein on | 9 s a s 
es) both sections of card. Draw heavy = Hip | Hip 
& line through char- lm | QO] & Ale Alm q|e|—— 
a) acter of vein. Do| Depth Dist. Sha a i) a |e] a g a | #| Depth 
Ss not detach sec-| Hole | from | Spac- PS | im aha BS | at oe =| 3) Hole 
tions. | Case I| Waste | ing | | | Case II 
; “7 ae | | 
Frozen walls omy | 3” | S$ | 22) 26 26) 30) 34] 18) 22) 22) 26) 30 
rs EEE = eS bes , 
Free walls 2 6” Ss 26] 32 32) 36) 40) 24) 28) 28) 32) 36 5 
2 | No. of rows | 2} 2) 2] 2 2) 2) 2} 2 2 
35% | | Val 4} 4! 3)) hal 23 
Powd hol —|-|— — | ||| | |— 
owader per hole 60 % 6 5 | 4 3 
Frozen walls ee ee S | 22 28 28 34 40 20 24) 24) 30) 36 
Free walls | 7 | 6” | 8 | 28, 34) 34) 38) 48) 24) 30) 30] 36, 42 5 
3 | No. of rows 2) 2) 2) 2 | 34] GAN GA): 
pao oe Oe ee SE a a a a pe 
| 35% | | 4) 4) 4 oasis 
Powd hole a a a FE i a ree, 
owder per ho con Pe arg | 
Frozen walls | ay 6” |S | 80 34 34 40] 46 22 24 24) 30) 36 
Free walls 2 | 9” | 8 | 34 38) 38 44 48 24 32) 32) 38) 44) 5 
4 | No. of rows | | 2; 2) 2) 2) 2) 2) 2) 2) 2) 2 
}35% | | | 4! 4 4 | “3! 3} 3 
1 | ns air ae" Sc ead ad 
Powder per hole "60% 6 5| | frig 3 | | 
4 Firm Walls | Poor Walls 


PLUGS—Use one-half stick of 35% gelatin for each foot of hole. 
ILLUSTRATIONS AND INSTRUCTIONS—See back of this card. 
“KEEP THE ORE CLEAN.” 


Fig. 24.—INsTRUCTION CARD FOR RILL STOPES. 


A standard drilling platform is employed and facilitates operations 
greatly. It enables the operator to work more conveniently and also 
saves on the length of drill steel. The height of the platform is 80 ad- 
justed that when the machine is run out to full length the chuck is just 
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Instructions 


Miner must put a 6 in. Plug on Foot- 
Wall Side of the Last Hole he Drills 


Spacing when Three for Identification Purposes. 


Rows are used, 


Spacing when Two 
Rows are used. 


“Keep the Ore Clean”’ 


Fia. 25.—INSTRUCTION CARD FOR RILL STOPES. 
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up against the back. There is, therefore, no wasted length of drill steel. 
The platform is hung on hooks with sharpened points and U shape below, 
in which 5 by 10-in. lagging (12.7 by 25.4 cm.) is laid. The sharpened 
points of the hooks are driven into the posts, the lagging dropped in the 
U, and planks laid across. The platform is quickly built and can be 
moved, raised, or lowered, in a few minutes. 


VENTILATION 


Ventilation practice at North Butte is planned to go considerably 
beyond providing the theoretical amount of air necessary to keep the 
supply pure. We are not dealing with explosive mixtures, as in coal 
mines, but with gases from blasting and rock dust from drilling, both of 
which are very injurious to the health of the miners; also with under- 


CANVAS TUBING 
APPROXIMATE CUBIC FEET OF FREE 
AIR PER MINUTE FURNISHED BY THE 
VARIOUS SIZES OF FANS AND TUBING. 


No.2 Sirocco Fan - 10 inch 
A.C. Motor Shp. Tube 
1735 rpm, 
D.C. Motor 5 hp. 
1800 rpm, 


No.2 Siroeco Fan - 12 inch 


7%hp. Tube 
1748 rpm, 
D.C. Motor 7% hp. 
1700 rpm. 
No.3 Sirocco Fan - 14 inch 
D.C. Motor 10 hp. Tube 
1300 rpm, 


Cubic Feet of Air per Minute 


No.4 Sirvece Fan -16 inch 
A.C. Motor 28hp. Tube 
1160 rpm, 


Distance 
in Feet 


Fig. 26.—CHART SHOWING APPROXIMATE AMOUNTS OF AIR FURNISHED BY VARIOUS 
SIZES OF FANS AND TUBING. 


ground temperatures inherently high, causing the bodies of men who work 
in it to be enveloped in a heated, moisture-laden layer of air, which is 
also injurious. It is therefore necessary to blow a large surplus of air 
into most of the stopes and raises, and some drifts where the heat is 
excessive, in order to remove this saturated layer of air from around the 
bodies of the workmen and give them cool alr to breathe and in which to 
work. In standardizing this work, it 1s simply a matter of using the 
portable fans and canvas tubing whenever and wherever conditions re- 
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quire. A complete ventilating outfit can be taken from the surface 
underground and be running in 3 hr., or it can be taken out and put on 
the surface in 114 hr. The equipment is also very efficient for clearing 
gas out of muck piles, and since adopting it as a standard there have 
been no cases of miner’s headache arising from mucking piles of rock that 
hold carbon monoxide in mechanical mixture. 

Where fans are used, it is seldom necessary to run raises from stopes 
to the levels above. The fans give far better ventilation than natural 
ventilation through the raises. The raise manways and chutes have a 
high resistance to the flow of air and the amount of air that flows through 
them is small, whereas the air current from the fans is strong and posi- 
tive. Where the stopes do not run through to the level above there is 
a large saving in expense. 

Each installation of ventilating equipment is a separate problem, 
since there is so much variation in the widths of ore stoped and position 
of both stoping and development faces with reference to the main air 
supply. Calculations can be made of the volume of air to be displaced 
and the time required to displace it. This involves figuring the total 
cubic feet of the openings and an estimate of the excess flow required to 
reduce the heat or to meet other conditions. The fan equipment can 
then be selected of sufficient capacity to meet the requirements. Usu- 
ally this is determined by practical experience rather than calculation. 
In Fig. 26 are shown the approximate amounts of cubic feet of air per 
minute that will be delivered with the different sized fans and tubing 
operating at varying distances. 


TIMBERING 


Timbering practice in the Butte mines has been standardized for a 
long time, and details were contributed to the Institute several years ago. ! 
Since that time there has been practically nochange. Noimprovementsin 
timbering methods were indicated by the studies, but it was shown that 
about 40 per cent. of the timberman’s time was spent looking for timber 
and additional time was lost looking for other supplies. This time has 
been reclaimed to a great extent by the better routing of all supplies. 
There are now timber depots on each level underground, in which an 
ample supply of timber is kept constantly on hand. The timber is all 
framed on the surface and stenciled with the number of the particular 
working in which it is to be used. Tally boards in the office show exactly 
what is on hand at each timber depot at all times, and as the stock is de- 
pleted below the standard it is automatically renewed without special 
orders being sent in by foremen or shift bosses. 


1B. N. Dunenes: Timbedne in figs, Batts fice “Trans. (1913) 46, 137. INSEE: 
Braly: Shaft-sinking Methods of Butte. Trans. (1913) 46, 151. 
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In addition to the large timber depot on each level, a small timber 
depot is cut in at each raise. In this small depot are kept on hand 
twelve posts, six caps, eight girts, one crate pole, six cars assorted blocks, 
twelve bundles of wedges, forty chute lagging, thirty 4 by 10-in. lagging, 
thirty assorted chute braces, six 3 by 10-in. by 3 ft., six 4 by 10-in. by 
4 ft. l-in., ten 2 by 10-in. slide lagging, one keg 60-penny spikes, one keg 
80-penny spikes, two platform hooks, one machine drill, and one steel 
wrench. As material is used from this raise, ‘it is replenished from the 
main timber depot or from the surface. 


STANDARDIZATION OF WoRK 


The application of time studies to mining operations on any compre- 


hensive scale, the writer believes, is new. The value of time studies 


was first emphasized some years ago by Taylor and has been widely 
recognized in manufacturing and other productive industries, but aside 
from special cases has never been used in controlling or standardizing 
underground work. All time studies at North Butte were made by the 
company’s staff. The well known timing methods in general use in 
manufacturing industries were employed, but it was considered best to 
have the actual work done by men of experience in metal mining and 
familiar with the particular underground conditions to be studied. The 
investigations were very comprehensive. Every operation underground 
was timed and a careful record was kept of the figures. The data, which 
were quite voluminous, after critical analysis by Mr. Braly and his as- 
sistants, formed the basis of the standard of efficiency ratings now in use. 
The time studies also suggested numerous improvements whereby indi- 
vidual work could be made more productive with little or no increased 
effort. 

A classification of underground labor into various kinds of work per- 
formed under present conditions is as follows: 

Miners, 15.7 per cent.; shovelers, 26.8 per cent.; trammers, 18.9 per 
cent.; timbering, 26.4 per cent.; powdermen, 2.3 per cent.; nippers, 2.1 
per cent.; station tenders, 1.8 per cent.; shaft repairs and shaftmen, 
2.4 per cent.; draining and ventilation, 1.9 per cent.; top carmen, 1.3 
per cent. 

The greatest difficulty in applying the results of these time studies 
to actual operations was to find a simple method of recording the work of 
each individual workman. This was finally solved by the “ Pictorial”’ 
record card, shown in Fig. 27, devised by Mr. Braly. On this card, the 
letter A, for instance, represents setting up a machine and taking it 
down, including bringing up the machine from the drill platform to the 
breast, bringing the column to the breast and setting it up, placing the 
machine in proper position, connecting both air and water hose, oiling 
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E-Ft.of Air or 
Water Line 


F-Tanks Filled 
& Trammed ~ 

Z-Cars Oré Mucked & Trammed 
ZZ-Cars Waste Mucked & Trammed 


Drifts and Crosscuts 
.G-Standard 


Y-Wheelbarrows Ore Mucked 
YY-Wheelbarrows Waste 
M-Back Lagging 
L- Block 7 


V-Cars C aoe 


Q-Ft. Sides soe 


Lagging vi Me R- “Cribbing 
or Lacing ¢ i A-Pole Lagging 

ess J-10=10° 
¥4 Sawed 


Fic. 27.—CarbD FOR RECORDING WORK OF INDIVIDUAL WORKMEN. 
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the machine, ete., all preparatory to drilling. Should the time studies 
show that the proper time for two men to perform this is 40 min., if 
they perform it in 50 min. they are 80 per cent. efficient ; if they perform 
it in 30 min., their efficiency would be 133 per cent. Every operation in 
drifting and crosscutting has been timed and is known, so that it is 
only necessary to record the operations done by any man underground 
for an entire day, add them together, and compare the totals with the 
standard in order to arrive at his efficiency’ for the day. Shoveling, 
tramming, timbering, and all other underground work were timed in the 
same careful and detailed manner. : 

In practice, the shift boss makes out cards daily for the men in his 
crew and sends them to the office, where the factors are applied. The 
cards for each man are totalled weekly and the factors have been so worked 
that the units can be added direct on a machine without involving any 
excessive amount of clerical detail. 

These cards are not only efficiency records; they are instruction cards 
for the men and the shift bosses. They also give the shift bosses specific 
information as to what men in different positions ought to do; this is 
one of the most important results that has developed by the use of this 
system. Many shift bosses are inclined to give some men too much work 
and not enough to others, not intentionally, but because they have not 
crystallized out in their minds the exact amount of work a man should 
do. Further, there is recorded on the cards the supplies used each day 
in each working face. This facilitates compiling; and it has been found 
possible to improve considerably the routing of supplies to points of 
use, and thus eliminate time lost because the men did not have their 
supplies within convenient distance. Stocks and the location of under- 
ground supplies are kept track of on tally boards, on which supplies 
used each day are pegged up from the cards; the stocks are replenished 
without special requisitions from shift bosses. Tally boards are also 
used for compiling the output of ore and waste, rock shoveled, and other 
items of work done in the various working places. 

Considerable time has also been saved by routing work through the 
shops. The system is adapted from commercial machine shop practice. 
When a new job is started, the master mechanic makes out shop orders 
for the various operations required, whether for the blacksmith, boiler, or 
machine shop and hangs these cards on racks, which have a row for each 
mechanic and his helper; the number tags are placed at the left hand 
end of the rows. The master mechanic arranges the cards so that the 
job is routed through the shops to the best advantage. Nomanruns out 
of work and the material is on hand as needed. Each man takes the 
cards in order as they are placed on the rack, but this order is frequently 
changed as the jobs progress through the shops. As each job is com- 
pleted, the mechanic enters up his time and materials used and the card 
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becomes the shop record. This method of systematic shop planning has 
practically eliminated expensive rush jobs, except in case of breakdowns 
of machinery, and also cuts out delays to the mine in receiving needed 
equipment from the shops. 

After having established the time standards and installed the system 
of recording individual efficiency, a bonus system was inaugurated under 
which underground men are paid a bonus based on efficiency rating in 
excess of 80 per cent. of the standard. All underground men are paid 
the standard rate of day’s pay regardless of rating, but if they make a 
rating of over 80 per cent., they are paid at fixed rates per point above 
80 per cent. This is an incentive for the men to study their jobs and 
coéperate in raising the efficiency of the whole organization. However, 
the primary object of standardizing the work is to educate the miner to 
conserve his effort and not waste it. Ordinarily it requires much less 
energy to do a thing right than to do it wrong, and the application of the 
standardized methods has demonstrated this. The standard methods in- 
troduced have resulted in increased efficiency, but it is believed that they 
have at the same time enabled the workmen to do their work more 
easily. 

It was also found that inefficiency was frequently due to men not 
being placed to the best advantage. For nearly three years, employment 
has been in charge of the assistant superintendent instead of the indivi- 
dual shift bosses. He interviews all applicants for work and furnishes 
the various shift bosses, on their requisitions, with such numbers of men 
as they require. Men who are recommended for discharge or who wish 
to leave are obliged to report to him; in many cases such men are trans- 
ferred and retained as employees. Of men so transferred, about two- 
thirds have made good in their new jobs. Since establishing this system, 
labor turnover has been reduced over one-half and the shift bosses have 
found that they get a much better force of men than when they hired 
their men by selecting from those who applied each day. The policy 
does not contemplate or tolerate discrimination against any man whois, by 
no fault of his own, unable to make a high rating; the policy is to give any 
man who is willing to work a chance to do so, to locate him where he can 
do his best, and to educate him in his work so that he can do it better. 


EDUCATION 


A most important factor in promoting efficiency is to carry on syste- 
matic and regular instruction in underground operations. For some time 
past there have been held classes of instruction to prepare men for em- 
ployment as shift bosses. These classes are open to any underground 
man ambitious to advance. From time to time written examinations 
are held, the questions being, of course, questions pertaining to practical 


——~ sania acacia iia eee 


DISCUSSION . 217, 


underground operations. All shift-boss positions are filled from men 
who pass these examinations. Before starting work as a shift boss, each 
man spends two weeks underground with the mine foreman. He thus 
becomes familiar with the mine and has brought to his attention the 
best methods known for handling its particular problems. By educating 
the shift bosses in this way, a good foundation is laid for educating the 
men, for the shift bosses must largely be depended on for carrying out 
the training of the men under them. Speciil instruction in the use of 
tools and in mining methods is also given all underground workmen 
who desire it. Z 


HEALTH 


Every effort has been put forth to make underground conditions as 
healthful as possible. The writer wishes it were possible to go a step 
farther and, by means of physical examination and medical advice, 
assist the individual workman to conserve and improve his physical 
well-being. Prejudice against physical examinations has made it im- 
possible to accomplish anything along these lines as yet. It is a matter 
that cannot be made compulsory or effective without the codperation of 
the men themselves, but it would be of tremendous benefit to the men if it 
were possible to carry out this plan. 


DISCUSSION 


Grant H. Top, Livermore, Calif. (written discussion)—To carry 
out successfully such a program as was prepared by Messrs. Braly, Frink, 
and Linton, certain fundamentals must be present: (a4) There must be 
in the minds of the management a sympathetic understanding of the 
reasoning power of the mind of labor; by this, the writer does not mean 
any form of parlor Bolshevism. (b) Labor turnover must be prevented; 
large numbers of steady employees are necessary to make standardiza- 
tion methods economically sound. (c) The property at which a stan- 
dard form of operation is desired must have been developed to a point 
where continuous operation is assured. 

Several factors contribute to the success of the work at North Butte. 
Men who make good are assured steady employment, which makes for 
stability and satisfaction. The management’s interest in the employee 
is shown from the moment he gets on the ground. The room in which he 
waits to be interviewed by the employment manager is well lighted and 
ventilated and furnished with reading matter as well as pictures and 
models showing underground operations. The employment manager was 
evidently selected because of his understanding of human nature. When 
a man is hired, he is, if possible, assigned to the kind of work he is best 
fitted to do. When a man proves unsatisfactory to his boss, or wishes to 
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leave, he is sent to the employment manager and, where practicable, is 
assigned to some other work. 

The number of men employed and the quantity of material kept in 
the mine have been reduced to asafe minimum. ‘There is no unnecessary 
riding on the cage, and the time consumed in lowering and hoisting men 
and materials is well regulated. Everything has its place and appears 
to be in it most of the time. The mine tracks are in good repair and there 
is a noticeable absence of idle equipment blocking trackage, at any point. 

The most conclusive evidence of the possibility and advantage of 
standardization work, in many mines, is the cost of producing copper at 
the North Butte under an abnormally high cost of material and labor. 

The efficiency engineer and safety engineer use the camera under- 
ground to great advantage. Photographs of bad or dangerous practices 
are made in the course of inspection rounds and stereopticon slides of 
these photographs are shown at the regular weekly meetings of the mine 
staff and shift bosses. Photographs are also made and slides shown of 
good practices as well as clever or original work done by any man or boss 
in order that proper credit may be given to the individual responsible for 
the work. ‘This stimulates good work to a marked degree. 


Cuas. A. Mirxn,* Bisbee, Ariz. (written discussion) —The Copper 
Queen branch of the Phelps Dodge Corpn. during the past eight or ten 
years has spent considerable time and effort trying to work out the most 
efficient method of performing the various operations connected with 
mining. Classes for foremen and bosses were held, at which the various 
standards in process of formation were discussed, then the bosses de- 
veloped instructors who were sent around to train themen. Later, after- 
noon and evening classes, which all the men were urged to attend, were 
instituted at which, in addition to the company standards, subjects 
related to mining were discussed by men who specialized in the different 
branches. The attendance and results of these classes have been most 
gratifying. 

Various other companies in the Southwest are making investigations 
along similar lines, with the object of developing standards to meet their 
particular needs. The operations connected with drifting, raising, and 
sinking have been fairly well standardized by most of the large companies. 
The general method of introducing these standards is for an instructor to 
spend from four to six shifts in a working place instructing the miners. 
The stoping methods in the large porphyry copper mines are also pretty 
well standardized, individual standards being worked out to meet 
conditions. In the high-grade mines, however, such a variety of stoping 
methods are still in existence that a number of standards must be used, 
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and in many instances they must be sufficiently flexible to permit. of 
considerable modification. 

In the field of mining equipment there is also room for improvement. 
The types and weights of drilling machines could be reduced and the 
sizes and classes of steel reduced to correspond; many mines might find it 
feasible to standardize on one kind of steel only. Other improvements 
would be the manufacture of all machines with a universal chuck and 
universal air connections and diameters of air hose. Mine cars can also 
be standardized. It is true that no one type and make of car is suitable 
for all mining operations, but the number of types in use can be greatly 
reduced. 

Mechanical shovels will in time supersede the mucker underground 
in a majority of cases; much can be done toward evolving standard 
shovels that will be suitable for conditions in metal mines, where space is 
extremely limited. 
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Athens System of Mining 


By S. R. Exuiort,* E. M., Isopemine, MIcu. 


(Lake Superior Meeting, August, 1920) 


Tue principles of the caving system, as they apply to mining soft 
iron-ore deposits, are well known, as this method has been in use for many 
years. It is, however, necessary to give a general description of it 
before describing the Athens method. 

The shaft and surface equipment should be placed at a sufficient dis- 
tance from the orebody, so that the caving and pulling of the surface will 
not disturb the operations of the mine. Levels are started at the proper 
intervals, and when raises are completed, slicing commences at the top 
of the orebody and progresses downward. The necessary precautions 
are taken to avoid the occurrence of large open rooms and it is customary 
to break sufficient capping to form a mat to prevent heavy falls of ground 
from crushing through to the lower sublevels and endangering the lives 
of the workmen. Slicing is continued, and when sufficient width and 
length are undercut, the capping commences to cave, and in time a settle- 
ment occurs at the surface. As soon as this caving commences, the pres- 
sure on the timber increases; after it extends to the surface, the amount 
of pressure has a certain relation to the depth. In other words, the 
pressure increases with the depth, but not in direct proportion. At 
great depths, such as are found at the Athens, 2500 ft. (760 m.), the pres- 
sure might be so excessive that the cost of keeping working places open 
would be prohibitive. 

The actual caving of the surface in a deep mine, with a great thickness 
of capping, is slow and often takes years to accomplish. After sufficient 
width and depth have been undercut, the capping starts to break away, 
but, through arching, large masses of rock fill the opening, support the 
capping, and retard the continuation of caving. Caving tothesurface is, 
therefore, retarded until either a sufficient thickness of the orebody is re- 
moved, or the’width and length of the undercut part have been greatly 
increased. I wish to emphasize this fact of slow caving, for it is on this 
principle that the success of the Athens system largely depends. 

Assuming that work is begun at the top, in this case at an elevation of 
about 1500 ft. (456 m.); that there is a thick bed of sand saturated with 
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- water, which, in certain areas, reaches a thickness of 150 ft.; that the body 
strikes about east and west and pitches on an angle of about 12° to the 
west; when sufficient width and length and depth have been removed, 
a settlement will occur at the surface and the water, and possibly quick- 
sand, will find its way to the workings. As mining is continued on 
successive sublevels, which are constantly increasing in depth, additional 
capping will break away and the size of the hole at the surface will increase. 
As the depth increases the pressure on the tifnbers will increase until , 
at great depths, this pressure may become so great that it will be 
impossible to keep the main drifts open, to say nothing of working places 
in sublevels. 

For the successful operation of the caving system, it is necessary to 
plan sublevels so that as soon as a gang completes its work on the top 
sublevel, there is a working place forit atalowerelevation. Inother words, 
in a given territory the removal of the ore and the undercutting of the 
hanging wall is going on at several elevations, but the work on the top 
sublevel is always farther advanced than on the succeeding sublevels. 

The Athens system is the reverse of the ordinary caving system. The 
ore, under the capping, at the greatest depth in the mine is removed first 
and the work gradually extends from the bottom to the top of the deposit. 
The shaft is sunk to its ultimate depth and drifting on the bottom, or 
2500-ft. level, is started. As soon as this drift is far enough away from 
the shaft for another gang to work with safety, drifting is started on the 
2400-ft. level. 

When the orebody on the 2500-ft. level has been crosscut, as shown at 
D, in the accompanying illustration, raising is started, commencing 
at 1 and gradually working back toward 11. In the meantime, cross- 
cut EH has reached its limit and raising is started in 12, and is progressing 
back to 22. The work on the 2400-ft. level is only slightly behind and 
crosscuts F and G are driven. Raises from crosscut D are connected 
with crosscut F and are then continued to their ultimate height, which is 

f the orebody or the capping. 

aN ara as the ae raise 1 reaches the rock, slicing is started. This 
gang works on a pillar, the northern limit of which is a vertical plane 
midway between raises 1 and 2 and the eastern limit is a plane running 
north and south midway between raises 1 and 12, and stepping down tothe 
west on the same angle as the inclination of the raises. The same method 
of slicing is used as in the ordinary caving system. As soon as a few 
slices have been taken under the capping, sufficient rock is blasted to form 
a mat to protect the men, in the sublevel below, from heavy falls of 
ground. When the part undercut has increased sufficiently, the rock will 
fall of its own accord and blasting becomes unnecessary. _ 

After a few slices have been taken around raise 1, work is started at 
the top of raise 2, and then at the top of raise 12. The method of mining 
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in steps, and gradually increasing the depth, is shown on the accompany- 
ing plan and sections. The plan shows one area mined from hanging 
wall to foot wall; the part of the crosscut D in this area has, therefore, 
been abandoned. As mining continues, all of the ore adjacent to the 
bottom level is removed and the level abandoned. The line of retreat for 
the ore on the foot wall is approximately parallel to the same line under 
the hanging wall; it is marked on the plan “ Area mined under hanging.” 


= 


F00T| 2200' 


runewe| 22001 


t= 


SECTION B-B 


weiss 


Fria. 1.—IDBAL PLAN AND SECTIONS. 


Caving to the surface, as previously stated, is a very slow process 
and at such a great depth as is worked at:the Athens mine, we feel confident 
that a hole will not appear at the surface, until long after a large part of 
the ore has been completely removed from the hanging to the foot wall 
Even if a cave does extend to the surface, it will be over an area that ee 
been mined; it will be below the working places and not above them, as is 
the case in the ordinary caving system. Inthe ordinary system, the wake 
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enters above the workings and is present during the life of the property, 
making the ore wet and giving bad working conditions. This is not the 
case in the Athens system. 

The Athens system is practicable only in a comparatively flat deposit. 
The principal argument against its use is the interest on the investment. 
Against this argument we expect: (1) Toavoid prohibitive pressures, thus 
making a large saving in timber cost. (2) The orebody will be drained 
and no surface water will pass through the working places, because if 
caves to the surface occur they will be below the workings. By draining 
the ore and providing dry working places the efficiency will be increased, 
and the cost lowered. The saving in freight, by shipping a dry ore, will 
amount to a large sum of money over a period of years. (3) Pumping 
will be less than in the caving system, because it will take years to break 
the surface, and we shall, therefore, for this length of time, only handle 
the water that is in the orebody. After the cave occurs and the size of 
the hole on the surface increases, draining a larger area, the head will 
constantly be decreasing, as successive levels are abandoned. (4) It is 
thought that the system is safer than the ordinary caving system, because 
a large proportion of the gangs are always working under a solid capping, 
and when a hole occurs at the surface it will be over a part of the mine 
that has been abandoned. 


DISCUSSION 


F. W. Srerr, Houghton, Mich.—As the angle of dip is about 12°, 
what difference would it make in retreating toward the shaft, in an ore- 
body of this character, whether you started at the higher end and worked 
downwards or at the lower end and worked upwards? 


Lucien Earon,* Ishpeming, Mich.—As we do not own the land 
either east or west, the shafts must be north or south of the ore. The 
orebody strikes east and west and is in the Lucky Star property on one 
side and in the Bunker Hill property on the other. The shaft is on the 
north side. We went back as far as we could. 

My idea of mining a very wide orebody of this character at great 
depth is to go to the side farthest from the shaft and mine out a vertical 
slice about 150 ft. (45 m.) wide for the full length of the orebody, treating 
this slice as though it were the entire vein. A slice 150 ft. wide and 2000 
ft. long is large enough for almost any production. In this way, much of 
the development work and most of the timber roads will be in ore, and 
there will be little repairing in rock. When the first slice is finished, the 
weight of the broken capping will be carried on the foot wall, and the next 
slice can be mined without much difficulty. If the whole of the cap- 
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ping over a wide orebody is undercut at once, the pressure becomes so 
great that there is difficulty in mining the ore at the bottom. In each 
vertical slice, the ore at the ends should be mined first, leaving the middle 
portion higher than the rest. Then the timber can be distributed down- 
hill both ways and the air currents brought in in the opposite direction. 

This method of mining is more a proposition of getting at the further 
boundaries of the property and retreating toward the shaft than of getting 
at the bottom of the orebody and working up. The only difficulty we 
have had in the application of the method is that the ore is 300 ft. high 
near the southwest corner and on the north it is about 100 ft. high, so 
that we could not start mining on the north side until we got to the top 
of the higher ore. 


S. R. Exurotrr (author’s reply to discussion).—If work is started at 
the high end of an orebody and retreats to the bottom, the well-known 
principles of the caving system are being used; if this method is reversed 
and you retreat from the lower end of the orebody to the top, the princi- 
ples of the Athens system are used. The advantages claimed for the 
Athens system are enumerated in the last pargraph of the article. The 
time that has elapsed since the description was written has shown the 
value of the system. 


—— -  — . , 
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Building Reinforced-concrete Shaft Houses 


By J. Exvuzey Haypen,* C. E., anp Lucien Eaton,f M. 8., Isuprmine, Micu. 


(Lake Superior Meeting, August, 1920) 


Tue Cliffs Shaft mine of the Cleveland Cliffs Iron Co., located in 
the city of Ishpeming, Mich., is the largest producer of hard hematite 
ore on the Marquette iron range. The two shafts, A and B, lying 820 
ft. (250 m.) apart on the east-west trend of the ore formation, were sunk 
in the early eighties, and, except for four years, have been steady pro- 
ducers of iron ore. Their location, on a hill overlooking the general 
offices of the company on the one side and the city of Ishpeming on the 
other, has made the shaft houses landmarks. 

In the spring of 1919, as the old wooden shaft houses had become 
shaky and out of line, and would soon be unsafe, it was necessary to 
replace them with the least possible delay. Three plans of construction 
were, therefore, considered: To replace the old shaft houses by somewhat 
similar structures made of wood; to use steel and radically change the 
design; or to build reinforced-concrete shaft houses outside of the wooden 
structures, completely enclosing them. The first plan was disapproved, 
because it is anticipated that the mine will have a long life and the prox- 
imity of other buildings makes the danger from fire rather great. Delay 
in receiving material, and the necessity for closing the shafts during 
erection, were other factors in the situation. The second plan was dis- 
approved on account of the high cost of steel, slow delivery, and inter- 
ference with hoisting during the period of erection. The presence near 
one of the shafts of a large bed of hard gravel suitable for concrete made 
the cost of the third plan considerably less than the second, and little, 
if any, delay in hoisting was expected. Our expectations in this regard 
were fully realized. Furthermore, the work could be done by unskilled 
labor, which was plentiful, and the erection could be quickly started. 

When the proposition was submitted to W. G. Mather, president 
of the company, he recommended that, on account of the prominence 
of the buildings due to their location, an effort should be made to com- 
bine in the design as far as practicable something of architectural beauty. 
Following his recommendation, the original plans were submitted to the 


* Engineer in charge of construction, Cleveland Cliffs Iron Co. 
+ Superintendent, Cliffs Shaft Mine. 
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Condron Co., structural engineers, of Chicago, Ill., with George W. 
Maher, also of Chicago, as consulting architect. Three designs were 
submitted by them, of which that shown in Fig. 1 was chosen. 

The two shaft houses are not exactly the same in design, being right 
and left hand and differing in several minor details; the plan and eleva- 


Fria. 1.—Tum compterep A SHAFT HOUSE. 


tion of the A shaft house are shown in Fig. 2. The design calls for a 
reinforced-concrete building 33 ft. (10 m.) square inside at ground level 
with solid vertical walls for 31 ft., then tapering to 21 ft. (6.4 m.) saat 
at the eaves at a height of 88 ft. 9 in. (27 m.), with a pyramidal roof 
The extreme height is 96 ft. 9 in. (29.5 m.) above the footings. Except 
where additional sheds have been built outside, there are fourteen win- 
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dows on each side, and there are three doors. The three floors above 
the ground are connected by a ladderway. The pockets, built in 1910, 
in the old shaft houses were retained unchanged, and openings for them 
were left in the sides of the new shaft houses. 

The shape and size of the new shaft houses had to be such that all 
new construction work would be clear of the old shaft houses, and the 
positions of beams and floors were governed largely by the available 
openings between timbers on the old shaft houses, as it was impossible 
to cut through any of these timbers. The beams for carrying the sheaves 
were heavily reinforced and made strong enough to carry a load that 
would break the hoisting rope. Extra reinforcing was put in the walls 
under these beams. The beams for the floors were designed for a safe 
load of 200 lb. (90.72 kg.) per square foot, and the floors were made of 
3-in. (7.6 cm.) plank. The guides for the skip and cage are carried on 
vertical 12 by 12-in. (30.5 by 30.5-cm.) fir timbers, which are securely 
fastened to the concrete beams. . 

Work on the new shaft houses was started on July 21, 1919, both 
houses being built at the same time. The A shaft house was completed 
on Dec. 6, and required 725 cu. yd. (554.3 cu. m.) of concrete; the B 
shaft house was completed on Dec. 11 and required 1014 cu. yd. (775.3 
cu. m.) of concrete. The work of tearing down the inside forms at both 
shaft houses was commenced soon after. A total of 182 working days 
was required for the work; 55 working days were required for pouring 
concrete and 77 working days for building forms and reinforcing. The 
maximum amount of concrete poured in any day was 52 cu. yd. 
(39.75 cu. m.). 

The gravel for the work was obtained from a pit 200 ft. (61 m.) 
west of B shaft, where a bin was constructed, with a chute to feed the 
mixer for the B shaft house and a side chute for loading into wagons for 
transportation to the A shaft house. All gravel for the latter was hauled 
by teams. A 1)4-yd. (0.95 cu. m.) gravel car, hauled up an inclined 
track by an air-driven hoist, carried the gravel from the pit to the top 
of the bin, where it was passed over a 114-in. (3.2 em.) grizzly, all over- 
size being raked off and wasted. From this bin, the gravel for the B 
shaft house was drawn off into a measuring box, which was tilted into 
the mixer by an Ingersoll-Rand Little Tugger hoist. The 14-yd. 
air-driven mixer was set below this measuring box and the con- 
crete was drawn off into 14-yd. buckets, which were set on low trucks 
and trammed on a narrow-gage track to a skidway up the shaft house. 
At the A shaft, an inclined platform was constructed and the gravel 
wheeled in barrows to a l-yd. mixer. A narrow-gage track carried 
the bucket to the skidway at the shaft house, as at B shaft. At 
both shafts, air-driven hoists installed on the second floor of the old 
shaft houses were used to raise the concrete to the hoppers, from which 
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ik ae an <p wooden chutes to the forms. These hoppers were 

work progressed. In order to prevent separation of the 
aggregate, the vertical drop of the concrete into the forms was kept as 
low as possible, being seldom more than 6 ft. €1/52"m.): 

At B shaft, the skidway was built outside the forms for the con- 
crete shaft house, the upper end only being braced on the old building. 
When the top of the old shaft house was reached, a temporary framework 
of 6 by 8-in. (15.3 by 20.3 em.) timbers was built 30 ft. higher and the 
skidway was connected to this. The legs that extended beyond the new 
roof were cut off when the concrete had-been poured high enough in the 
forms. At A shaft, the skidway was built outside the old shaft 
house and inside the new one, and was carried up on a temporary frame- 
work to the roof of the new building. The concrete for the top part of 
the roof was dumped into a box and hoisted through a trapdoor in the 
roof by means of a 14-qt. (13 1.) bucket. This hoisting was done by 
hand, but less than 15 cu. yd. (11.5 cu. m.) of concrete was thus handled. 

The ground around A shaft was hard and compact and offered 
no difficulty in placing the footings, which were put in to a depth of 
3 ft. (0.91 m.). Two courses of 25-lb. (11.34-kg.) rail were placed in the 
footings, the bottom course of five rails, and the top course of three 
rails. A total of 119 cu. yd. (90.98 cu. m.) of concrete mixed 1 to 5 was 
used in these footings. At B shaft, considerable difficulty was en- 
countered in placing the footings. The old shaft had been put down 
through 60 ft. (18.28 m.) of quicksand, which had formed a crater 
around the shaft during sinking, and this crater had been filled with rock, 
which was loose and full of voids. It was therefore necessary to go 
down to a maximum depth of 26 ft. (7.92 m.) to obtain a secure base 
for the footings. The ground under the old shaft house and around the 
shaft was then treated to a wet mixture of concrete, which closed the 
voids in the old rock fill. Three courses of 25-lb. scrap rail were placed 
in these footings, five rails in the bottom course, four in the middle, and 
three in the top course. Vertical rails were also set into the footings to 
tie them to the shaft house proper. A total of 339 cu. yd. (259.2 cu. m.) 
of concrete was put in for the footings of this shaft house. 

The lumber used for the forms was as follows: 2 by 6-in. (5.08 by 
15.24 cm.) hemlock studs were used throughout and were placed 16 in. 
(40.64 cm.) between centers. For the first 10 ft. (3 m.) above the 
footings, 2-in. rough hemlock plank was used, but above this l-in. (2.54 
em.) hemlock, dressed on one side, was used; the change from rough to 
dressed lumber was made for the architectural effect. The lumber was 
given a coat of paraffine oil before being placed in the forms. _ 

No. 9 annealed iron wire was used throughout in holding the forms. 
It was placed on every studdle at intervals of 2 ft. (0.6 m.) in elevation. 
Patented ‘‘EZ” clamps were used to draw up the wire and hold the forms 
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to correct dimensions. Deformed steel }4 in. (1.27 em.) square was used 
throughout for the-reinforcing, except over the doors and in the beams, 
where 1}¢-in. (2.86 cm.) square twisted steel was employed. The rein- 
forcing was tied together and held in place with 6-in. (15.24 cm.) wire 
ties. Patented auger twisters were used to tighten these tie-wires. 


Fig. 3.—B Suarr HOUSE UNDER CONSTRUCTION, 


Huron Portland cement was used throughout the work, a 1 to 5 mixture 
being used in the footings, and a 1 to 4 mixture in the shaft house proper. 
The shaft houses were built and poured in sections, varying from 
6 ft. (1.83 m.) to 16 ft. (4.88 m.) in height. While the forms at one 
shaft were being filled, those at the other were being extended. On the 
entire job, hoisting in the shafts was interfered with only once ; that was 
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for 4 hr. one Saturday night when it was necessary to stop the skip 
while the beams in the A shaft were being poured. 
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The many architectural features of the design, together with the fact 
that it was impossible to brace the new construction on to the old shaft 
houses, on account of their constant vibration during hoisting, made the 
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work of form building difficult and slow. To help hold the forms to 
correct dimension. during construction, concrete block spreaders were 
used at 6-ft. intervals. These spreaders, together with the “EZ”’ 
clamps, permitted the tightening of the form wires so that all heaving 
of the forms during pouring was eliminated. Great care had to be exer- 
cised in the distribution of the concrete into the forms, to prevent the 
weight from coming unevenly on the forms and pushing them out of line. 

At first the pouring of concrete was done on both the day and the 
night shifts, in order to reduce to a minimum the number of lines in the 
walls. When cold weather set in, the height of the pour was reduced 
to such an amount as could be successfully completed on the day shift. 
After each pour the top surface of the concrete was mauled and roughed 
up, all refuse was blown off by a compressed-air blast, and before the 
new pour was commenced the top surface was washed with a mixture of 
cement and water. Also, when cold weather set in, each mixer was 
provided with a Hauck kerosene blower, which delivered a hot flame 
into the aggregate as it was being mixed, so that ‘the concrete was de- 
livered into the forms at a temperature of about 80° F. (27° C.). Large 
canvas tarpaulins were hung 8 in. (20 cm.) away from the form line, 
on the outside of the shaft, to reduce radiation over the section to be 
poured, and burlap bags were used for covering the top surface of the 
completed pour. 

The very cold weather that existed throughout the last three weeks 
of the work necessitated further precautions against freezing. Steam 
radiators were installed on the inside near the top of each shaft house; 
the outside forms were packed with straw between studdles; and a second 
line of boards was put on. In addition to this, tarpaulins were hung on 
the outside. When the thermometer was at zero, the concrete 24 hr. 
after pouring was warm to the touch. 

The crew employed consisted of fifteen carpenters, including one boss 
carpenter; nine reinforcing men, divided into three gangs of three men 
each; and two puffer men; in addition, twenty-four men were used only 
when pouring was being done. A blacksmith and helper were used part 
of the time for cutting and bending bars. The job was carried to com- 
pletion without a serious accident, only a few minor cuts and bruises 
being sustained. The monograms placed on the panels near the cornice 
were cast separately in a mold, and were put in place after the rest of the 
building was completed. 

The accompanying table shows the distribution of costs. 
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Cost of Erecting Two Concrete Shaft Houses at the Cliffs Shaft Mine, 
Ishpeming, Mich. 


a alee 
| Total Per Yard 
| Labor Supplies Total Labor | Supplies} Total 
Concrete: t 
Stripping gravel pit $273.84 $334.68 $ 
I NE. vee seen k g 608.52 | $0.158 | $0.192 | $0.350 
ee and hauling gravel... 2,584.30 582.83 3,167.13 1.486 0.335 11821 
ement...... ptt teereeeeeees 516.80 5,065.31 5,582.11 0.297 2.913 3.210 
Forms, erecting and. tearing : A on 
down sete t tenes Dette e eee 13,411.99 7,185.71 20,597.70 7.712 4.132 | 11.844 
Excavation and grading Raoevats 511.93 112.55 624.48 0.295 0.064 0.359 
Mixing and placing:.2.......: 4,821.05 743.92 5,564.97 2.772 0.428 3.200 
Dressing BUEAGOSieck.'. ee? 49.45 49.45 0.028 0.028 
Special EOOUE crete Tuiehcvs fers Sraveitt 12.79 20.30 33.09 0.007 0.012 0.019 
Preliminary construction...... 2,225.14 404.26 2,629.40 1.279 0.233 ple 
Reinforcing. 20sec Ne cs lad 4,924.83 3,401.51 8,326.34 2.833 1.956 4.789 
POUL aoe sctee te ea sinters es | $29,332.12 | $17,851.07 | $47,183.19 |$16.867 |$10.265 |$27.132 
Sheaves, floors, and runners..... $3,250.90 | $1,040.77 | $4,291.67 | $1.869 | $0.599 | $2.468 
Lighting End Beating oo cu cS cs. 6 246.11 169.61 415.72 0.141 0.098 0.239 
Tearing down old shaft houses... 762.59 19.51 782.10 0.439 0.011 0.450 
Moving tracks and chutes....... 620.34 8.01 628.35 0.356 0.005 0.361 
Office, supervision, and consult- 
INCLINE vac. coos aes ee ees 3,242.45 3,242.45 1.865 1.865 
LGC Ue Serer $34,212.06 | $22,331.42 | $56,543.48 |$19.672 |$12.843 |$32.515 
DISCUSSION 


Wituram Kewtuy, Vulcan, Mich.—A distinction should be made 
between a shaft house and a headframe; this is distinctly a shaft house. 

On the last page it is stated that ‘“When cold weather set in, each 
mixer was provided with a kerosene blower, which delivered the hot 
flame into the aggregate as it was being mixed, so that the concrete was 
delivered into the forms at about 80°.” How could the temperature of 
these materials be raised considerably by the flame in the short time the 
materials are in the mixer, without having the flame so hot that it would 


cause trouble? 


Lucien Eaton.—The burner, which is placed over the discharge 
end, sends into the mixer a flame about 4 in. in diameter and from 20 
to 30 in. long; it burns about 12 to 15 gal. of kerosene a day. The flame 
impinges directly on the mixture as it goes around. If the mixture gets 
too hot, there is a tendency for the aggregate to separate. The burner 
did not interfere with the discharge, nor did it injure the mixer, as the 
latter was turning all the time. We also heated the water with steam. 


T. L. Conpron, Chicago, IlJ.—In the reinforcing of a structure, 
two elements are important; one is the reinforcing for the stresses due 
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to the heavy loads, which is the usual problem of making the beams, 
girders and supports ample for the loads they are to carry; the other, 
which is more important, is reinforcing for the temperature stresses. 
Concrete has a tendency to crack. Structures that are built of cut 
stone algo crack, but the cracks develop in the mortar joints which is 
not so bad. In a concrete wall that is not reinforced, the cracks occur 
wherever the concrete may be weak, so the problem is to so reinforce 
the wall as to care for shrinkage stresses and the temperature stresses 
that will be repeated season after season. Mr. Eaton says that so far 
no temperature stresses have developed in these structures. 


Lucien Eaton.—At the B shaft, which is the one to the west, there 
are two cracks in the shed that was built over the runway of the car 
from the crusher building. This shed was built after the shift house was 
started, and the foundations are not tied together; moreover, at the lower 
end, the water runs down the incline and gets into the ground and 
freezes. As those foundations are not tied together at the bottom, 
the frost raises the foundations of the shed in the winter time. 

We knew pretty well how to reinJorce to take care of loads, but 
reinforcing to prevent shrinkage was an entirely different proposition, 
and that was where we learned most from Mr. Condron. The idea is 
to put in the reinforcing in such small units and so close together that 
there is no room for cracks to develop. 


HOISTING EQUIPMENT AT UTAH-APEX MINE 235 


Hoisting Equipment at Utah-Apex Mine 


By J. A. NorpEn* anp A. R. Witison,{ BincHAM Canyon, Uta 
t 
(Lake Superior Meeting, August, 1920) 


Mucu has been written concerning the hoisting equipment of various 
mines throughout the country, but most of the literature on the subject, 
if not all, describes equipment of extraordinary capacity and the small 
and medium-sized outfits have been neglected. The hoisting equipment 
here described is capable of handling about 1200 tons per day. It has 
not been worked to capacity, but 600 to 700 tons, together with men and 
materials, have been handled in two shifts without any great effort. 

Only one shaft extends from the surface to the lowest levels of the 
mine; see Fig. 1. It is composed of three compartments, two of which 
are used for hoisting, and the third for water, air, and electrical lines, and 
for sinking purposes. In 1909, this shaft was raised from the 1000-ft. 
(304-m.) level to the 700-ft. There a station was cut and an air hoist 
installed. At this time all mining operations were confined to the upper 
levels of the mine; that is, above the 700-ft. The ore was dropped to 
this level through chutes from the 300-, 400-, 500-, and 600-ft. levels and 
then lowered in cars on cages to the 1000-ft., which is the main haulage 
adit, the mill and railroad bins being about 3000 ft. from the shaft. 

Orebodies were, in due time, developed on the 1000-ft. level and below. 
Therefore, in 1913,the shaft was sunk to the 1150-ft. level and thereafter 
sinking was continued at regular intervals until the 1500-ft. level was 
reached. But, hoisting from the 1300-ft. level was a difficult and slow 
process with the antiquated air hoist, so, in 1916, it was decided to raise 
the shaft to the surface and install a modern, electrically operated hoist. 
This was completed early in 1917 and the hoist was in operation in 


March of that year. 
Tue Hoist 


Figs. 2, 3, and 4 show various features of the hoist and electrical 
equipment. A Nordberg engine of the double-drum, geared type, 
designed for a 10-ton load, including rope, at a speed of 1500 ft. per min., 
is used. The drums are 7 ft. (2.1 m.) in diameter, with a 54-in. (137-cm.) 


* Assistant Superintendent, Utah-Apex Mining Co. 
+ Master Mechanic, Utah-Apex Mining Co. 
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Fig. 1.—Srctions THROUGH PARVENU SHAFT SHOWING STATIONS, ORE POCKETS AND 
; DUMPS. 
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face, and have a capacity of 3000 ft. (914 m.) of 11¢-in. (2.9-cm.) rope. 
The gears are cast steel, with cut teeth of the herringbone type. The 
brakes are of the gravity-post type and the clutches are the axial, friction- 
plate design. 

Both brakes and clutches are operated by hydraulic thrust cylinders, 
the brakes being applied by means of deadweights and released by 
the cylinders, while the clutches are applied and released by double-acting 
cylinders. The motive power is oil under pressure, furnished by a motor- 
driven accumulator. Hydraulic valves, governed from the operating 
platform by a system of levers, admit: and exhaust the oil from these 
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thrust cylinders so that their movement absolutely follows the motion of 
the operator’s levers, giving exactly the same control over the brakes and 
clutches that could be had by direct hand operation. 

The accumulator consists of a cylinder containing a weighted plunger 
to give the desired oil pressure; its capacity is five brake applications. 
Oil is supplied by two motor-driven triplex pumps. 

The hoist is operated by a 500-hp., 16-pole, wound-rotor, 450-r.p.m. 
motor, which drives through a single reduction of 19 to 129. Speed is 
regulated by the variable resistance of a theostat of the liquid, weir 
control type. A sodium-carbonate solution is used as a conductor; 
its regulation is described later. 

a The current supply is three-phase, 60-cycle, 44,000 volts, which is 
stepped down to 2300 volts by a bank of three 250 kv-a, outdoor-type 
transformers. These are protected by lightning arresters, choke coils, 
fuses, and rotary air-break switches. From the transformers, the 2300- 
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volt lines are carried to a bus and switchboard in the hoist room. It has 
been found that the average load for starting a loaded skip is about 300 
amp. for a few seconds, afterwards the full-speed running current is 75 
to 125 amperes. 


Fig. 3.—VIEW OF HOIST FROM RIGHT SIDE. TAKEN SHORTLY AFTER INSTALLATION. 
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Hoist Controu 


The entire hoist is controlled by three levers on the operating platform 
Two of these operate the brakes and clutches, the third controls the ne 
tive power. This lever is mechanically connected to the controller and 
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the rheostat weir. A movement of a few inches forward of this lever 
engages the “forward” controller finger 4, Fig. 5, which closes the forward 
set of solenoid-operated contactors. This energizes the motor stator for 
forward rotation. As the lever is pushed farther forward, the rheostat 
weir raises the solution around the electrodes, which are connected 
across the rotor slip rings. The resistance is thus gradually lessened 
and the motor is brought up to speed. 

When the electrolyte in the rheostat reaches a certain height, - it 
covers a liquid contact. This closes a contactor whose fingers are in 
series with the operating coil of the rotor short-circuiting contactor, which 
allows this contactor to operate when the operating lever is thrown 
to the extreme position engaging finger 5, thus short-circuiting all rheostat 
resistance and bringing the motor to full synchronous speed, less slip. 
The function of the liquid contact is to prevent the premature short- 
circuiting of the rotor, in case the operating lever should be thrown to 
full-speed position before the rheostat allows motor acceleration. A 
reverse rotation is obtained by a backward movement of the same opera- 
ting lever. 


Hoist Sarety Devices 


The oil switch between the bus and the hoist circuit is equipped with 
overload relay and low-voltage release trips, to open the hoist circuit. 
These operate in case of a dangerous overload or a too great drop in 
voltage and open the emergency solenoid circuit, which sets the brakes 
and throws the controller to neutral position. In addition, several other 
auxiliary devices open this circuit, see Fig. 5. 

A quick emergency stop may be effected by the operator by opening 
the master switch; this opens the main oil switch and causes the action 
above described. The low-voltage contactor and interlock contactor are 
auxiliary contactors, so connected with the control circuit that it is 
impossible for the motor to start when the power comes on af ter an inter- 
ruption, if the control lever has not been left in neutral position. The 
two main contactors for forward or reverse rotation are mechanically 
interlocked so that it is impossible to operate one while the other is in the 
operating position or to operate both simultaneously. For overwinding, 
underwinding, and overspeeding, the Lilly hoist controller operates the 
emergency solenoid. In addition, limit switches are set on the head- 
frame and in the 900-ft. skip dump. These prevent overwinding by open- 
ing the emergency solenoid circuit; Fig. 5. 


Sxips AND POCKETS 


With this new equipment, hoisting was continued with single-deck 
cages and cars. Through the years 1917 and 1918, years of high prices 
and intensive mining, the tonnage was crowded to the capacity of the sys- 
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tem, which seemed to be about 700 tons per day of ore and waste st 
anything went wrong the entire mine was soon held up for there was no 
storage capacity. During this period the installation of skips and ore 
pockets was first contemplated, but work was not commenced until 
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Fig. 6.—DETAIL OF ORE POCKETS FOR PARVENU SHAFT, SHOWING THE INSTALLATION 
OF PNEUMATIC GATES. 

February, 1919, when, taking advantage of the low price of lead, ore 

production was curtailed. The work was completed in May. 

At the present time mining operations are in progress on five levels, 
the 100-, 1150-, 1300-, 1500-, and 1800-ft. For all of these, except the 
1150-ft., ore pockets were cut. Fig. 1 illustrates the position of these 
other stations along the shaft. 

Three classes of material are produced on most of the levels: First- 
class or direct-smelting ore, second-class or milling ore, and waste. 
Hence it was necessary to provide for handling at least two kinds of 
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material simultaneously at the shaft. The 100-ft. level, being an adit 
tunnel, has its own waste dump but more or less waste is hoisted to the 
surface from all of the other levels. 


SHart STORAGE PockETs 


Fig. 6 shows the details of a typical ore pocket cut on the lower levels. 
It is divided into two parts by a reinforced-concrete wall. The ground is 
extremely hard, requiring no timber, and a small pillar was left between 
the main storage pocket and the shaft. The main gates are of the 
pneumatic type, designed and built by the Anaconda Copper Mining Co. 
The cylinders are 10 in. (25 cm.) in diameter and are equipped with a 
special control valve and check valves at each end to cushion the blow 
of the piston. Below the storage pockets are measuring pockets, which 
hold one skip load. These also are furnished with pneumatic gates, 
which have 6-in. cylinders, with an ordinary fourway stop cock for con- 
trol, and angle-ball check valve at both ends to cushion the blow of 
the piston. These gates were designed and built at the mine. 

Later, it was found to be desirable to divert the flow of rock from one 
pocket to the skip operating in the other compartment; this is accom- 
plished by a swinging diversion gate between the measuring pockets, 
balanced with weights so that it is easy to handle. The top of the 
storage pocket is covered by an 8-in. (20-cm.) grizzly made of 30-lb. 
(14-kg. per m.) rail. 

The 1300-ft. and 1500-ft. level pockets are identical, but the 1800-ft. 
pocket is slightly larger, being 10 ft. longer and proportionally larger at 
the top. On the 100-ft. level, however, due to soft ground, it was neces- 
sary to build the entire pocket in direct connection with the shaft. The 
measuring pockets, gates, etc. are standard with those of the other pockets. 


Tur 1000-rr. LeveL STORAGE POCKETS 


All ore is dumped at what are known as the 900-ft. level dumps. From 
here it goes through chutes to the large receiving pockets of the 1000-ft. 
level; see Fig. 1. When these pockets were planned, it was the intention 
to use no timber, but it was soon found that the ground would not stand 
without support, so reinforced concrete was used. 

The original design called for a 10 by 10-ft. (3 by 3-m.) pocket without 
a manway. Four regular stope sets would require an 11 by 11-ft. cut; 
this would do nicely for the pocket and as a manway would be very 
desirable, it was decided to carry up five regular stope sets, the fifth being 
for the manway. The cut was made large enough to allow 14 in. of 
concrete all around the pocket and on the manway side a 12-in. wall was 
made. For reinforcements, old rails were placed so that they formed 
30-in. squares all around the pockets. Peep holes were left at regular 
intervals along the manway. After the concrete had set, the four stope 
sets of the pocket were withdrawn, and the fifth or manway set was left 
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standing. From the top of these pockets, chutes were run to the skip- 
dump at the 900-ft. level; these are 5 ft. square in section and are 
untimbered. 


900-rr. LeveL Dump 


The skip movement in dumping was worked out graphically before 
the curvature of the guides was decided upon. These, as shown in Fig. 
rs are bent on three simple curves and are very satisfactory in operation. 
As this dump is located at an intermediate level of the shaft and as it is 
desirable to hoist to the levels above this and to’the surface, the dump- 
guides must be moved out of the shaft at times. 

To accomplish this, the guides are broken and the lower portion is 
hinged. The upper portion is riveted to a base plate which is securely 
bolted to the shaft and dump timbers. The lower portion is riveted to 
three bearing plates and is hinged so that a short movement will make it 
clear the shaft and allow the skip to pass. The rivets are countersunk 
in the underside of these bearing plates and make a smooth contact with 
the base plate, which is securely bolted to the shaft and dump timbers. 
Two pieces of 16-lb. rail, bent to the proper radius and riveted to the roller 
guides, run in slots cut in the base plate and timber and guide the 
movement of the dump-guides as they are moved in or out of the shaft. 

The four dump guides, two for each skip, are moved simultaneously. 
Each guide is connected by two links to ashaft keyed to a wormwheel, which 
is connected by gearing to a 5-hp. motor. To get the necessary move- 
ment, about 20 in., requires about one-fifth of a revolution of this worm- 
wheel, which takes about 11 sec. The motor is rated at 720 r.p.m. 
and the total reduction of speed through pinion, gear, worm, and worm- 
wheel is 684 to 1. 

The motor is governed from the hoist-operating platform by a push- 
button control and solenoid-operated contactors; see diagram in Fig. 8. 
When the limit of movement of the dump guides is reached, in either 
direction, the circuit is automatically broken by limit switches, which are 
operated by a trip arm attached to the wormwheel. The motor, being 
equipped with a magnetic release brake, is stopped immediately when the 
circuit is broken. 

The small oil switch on the hoist switchboard has a potential release 
coil which opens at low voltage. It is also opened by a time-limit relay, 
which operates in case the current flows for a longer time than necessary. 
The four sets of links, operating the dump guides, are equipped with 
contacts which light lamps on the hoist-operating platform, thus indicat- 
ing to the operator that each guide is in either dumping or non-dumping 
position. Another bank of lamps indicates whether or not the motor is 
operating. The operator may stop the motor by an emergency push 
button in case the automatic limit switches fail to act. 
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to a pave overwinding while the skip is dumping, limit switches are 
s ; iB ese are operated by the skip rollers at a predetermined point 
see an gee Buss They break the emergency solenoid circuit, 
S device to act as above described. The wiri 1 
eee pens ¢ e wiring diagrams are 
. To divert the ore from one hoisting compartment to the chute opposite 
the other hoisting compartment, the diversion truck shown in Fig. 7 
oe designed. It is operated by hand and when it stands in the position 
own, the ore will go directly from the shaft into its regular chute; 
pe reg it is pushed to one side or the other, the flow is diverted as 
esired. ; 


SurracE Dump AND WasTE CONVEYORS 


Figs. 9 and 10 illustrate the surface dump and method of handling 
waste. A belt conveyor transports the waste from the hopper at the 
skip dump to the edge of the waste pile. Due to the steep slope of the 


Fig. 10.—Vizew OF HEAD FRAME AND SWINGING BOOM CONVEYOR. 


hillside at the shaft collar, the waste dump is inclined to creep, especially 
during the spring thaw. Therefore, a continuous stationary conveyor 
would be impractical; it would be difficult, if not impossible, to keep it in 
alignment without undue attention and expense. To overcome this 
difficulty, two conveyors were used. The first, which takes its feed 
from a pan feeder under the skip-dump hopper, is of the stationary type 
and was extended as far from the shaft as was deemed safe, about 40 ft. 
(12 m.). The main members of the framework for this conveyor are 
anchored to the concrete walls of the pit, so, even should the dump move 
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from under it, this conveyor would be practically self supporting. The 
second conveyor is of the swinging-boom type. The framework is all 
steel and is suspended from a bipod. The lower end is hinged on 
especially designed bearings on a turntable under the head pulley of the 
first conveyor. This construction not only makes the conveyors in- 
dependent of the sliding dump, but also, as the boom may swing in an 
are of about 90°, the total capacity of the piling system is greatly 
increased. 5 

The conveyors are operated with 5-hp., 440-volt, three-phase, 60-cycle, 
induction motors, rated at 1700 r.p.m. D. O. J/speed reducers are used, 
the ratio of reduction being 1700 to 25. The belt speed of the conveyors 
is 155 ft. per min. The motors are controlled from the operating plat- 
form of the hoist. 


THe Heap FRAME 


The head frame contains no particularly new features. It is a sturdy 
well-built affair, but is not quite high enough for our present purposes. 
An additional 10 or 15 ft. clearance over the skip when it is in dumping 
position would be desirable. 


SKIP AND CAGE 


The skip and cage are combined. On account of the low head frame 
it is necessary to put the cage floor directly over the skip box, leaving 
only enough room for the latter to work freely. This arrangement 
would interfere with loading; therefore the floor was made in four sections, 
hinged so that it can be folded back when rock is being hoisted. The 
floor is of’ 3¢-in. (9.5-mm.) plate and is supported by 4 by 4-in. angles 
(10 by 10-.m.), which are bolted to the bale and braces. When men are 
being hoisted or lowered, doors are used. 

The cradle, head rigging, and safety devices contain no particularly 
new features. The latter are of the usual dog type, actuated by the release 
of a chain wheel and spring. The cradle consists of a piece of 8-in. 
(20-cm.) I beam and two pieces of 2154¢-in. (7.5-cm.) shafting secured, 
by cast steel brackets, to the cradle side plates and bales. The bales, or 
main side members of the frame are of 444 by 114-in. (11.4 by 3.8-cm.) 
mild steel, the width at the bottom is increased to 9 inches. 

The skip-box sides are of }4-in. (6.3-mm.) plate with 34¢-in. wearing 
plates in front and back. The bottom is of 3¢-in. (9.5-mm.) plate with 
a 3{,¢-in. wearing plate on top of a false bottom of 2-in. (5-cm.) plank. 
The capacity of the box is about 70 cu. ft., or 414 tons of ore. The total 
weight of the skip and cage is about 5000 pounds. 


SIGNAL SYSTEM 


The electric signal system for the operation of the skips is a develop- 
ment of the multiple-bell circuit; the wiring diagram is given in F'g. 8. 
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Two 220-volt mains and four commons extend the entire length of the 
shaft. These are No. 8 wire, in a 6-wire cable, which is run in conduit 
and terminates in weatherproof junction boxes on each station. There 
are four complete circuits, one for each of the two main hoisting compart- 
ments and one for the “chippy cage” compartment; the fourth is for 
the station buzzers, which are used to call the cage riders. 

The Anaconda mine post switch is used. This is a cast-iron, bottle- 
shaped affair and contact is made by pulling a rope connected to the 
contact points inside of the bottle. These points work against the action 
of a spring. The bells are of the solenoid-operated, single-stroke type. 


Costs oF INSTALLATION 


The following is a statement of the costs of the shaft and equipment. 


Year Fret Per Foor 
1909 Raising shaft from 1000-ft. to 700-ft. level....... 321.5 $ 9,800 $30.48 
1913 Sinking shaft from 1000-ft. to 1150-ft. level....... 152.3 10,300 67.62 
1915 Sinking shaft from 1150-ft. to 1300-ft. level....... 148.6 11,300 76.04 
1916 Sinking shaft from 1300-ft. to 1500-ft. level....... 200.7 19,000 94.66 
1916 Raising shaft from 700-ft. level to surface....... 726.0 23,000 31.68 
1917 Sinking shaft from 1500-ft. to 1800-ft. level and to 

BUMP cen ere Ae eres skeet Rie ees 400.0 32,700 81.72 


1949.1 $106,100 $54.44 


1916 Hoist and equipment, house, foundation, motor, elec- 


trical ‘equipment etc, ae ee Pere eee eee ee $45,000 

Headiframe foundation, ;etcamicce ere cheee ee eeieenee teen 15,000 $ 60,000 
1919 Conveyors, skip dumps, hopper, etc. at the surface....... 5,000 

100-ft. level pocket and equipment. . 3,900 

1000-ft. level pockets and 900-ft. ievel ap dunes and 

Equipment! sw rnceeree Sak Oar ee See ee ene 18,000 

1300-ft. level pocket and equipment.................. 6,200 

1500-ft. level pocket and equipment. . yaar ke peege > 6,200 

1800-ft. level pocket and equipment. . nee es hee 7,600 

DADS: aks occa tiprud cafe ro ac RCe sci rer 


atone 3,100 50,000 


$216,100 
CONCLUSION 


In conclusion, it might be said that no attempt has been made to 
go into the great mass of detail involved in constructions of this nature. 
Only the important features have been touched. Each mine has its 
own peculiar problems and it is impossible to prescribe a standard solu- 
tion for all. 


This paper has been written with the permission and approval of 
V. 8. Rood, Manager. 
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DISCUSSION 


K. M. Norris,* Butte, Mont. (written discussion).—It is well to 
keep in mind the limitations of the type of hoist described. Its control 
is largely dependent on the operation of the brakes; though the engine 
can be plugged (motor reversed while up to speed) without apparent 
injury to the electrical equipment, this is considered bad practice. If 
the electric power is cut off suddenly, the control of the hoist is altogether 
dependent on the brakes; this control appears to be satisfactory with 
medium loads at moderate hoisting speeds. 

Two electric hoists in the Butte district are similar in design to that 
installed at the Parvenu shaft. They are economical in operation and 
respond more quickly and smoothly to the application of motive power 
than do hoists operated by steam or compressed air. They hoist from 
a depth of 1000 ft. (804 m.) with a maximum load of six tons; their 
capacity appears to be limited to 900 tons of material handled per 16 hr. 
of hoisting time. 


* Assistant General Superintendent of Mines, Anaconda Copper Mining Co. 
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Octagonal Ventilation Shaft of Davis-Daly Copper Company 


By J. L. Bruce, Burrn, Mont. 


(Wilkes-Barre Meeting, September, 1921) 


For a number of years, from an economic standpoint, the ventilation 
of the Colorado mine of the Davis-Daly Copper Co. has been a difficult 
problem. The development through the main hoisting shaft was pursued 
for a number of years and to a depth of about 2500 ft.( 762 m.)before large 
bodies of good commercial ore were opened. This lack of early success 
in exploration restricted expenditures for ventilation, with the result that 
the present orebodies were developed at a depth of 2500 ft., and in 
country rock of relatively high temperature, without adequate means of 
supplying the development faces and the stopes with cool or fresh air 
of low humidity and suitable velocity. During the progress of develop- 
ment, two or three connections were made at higher levels with the 
workings of adjoining operations, but these were of a makeshift and 
unsatisfactory character and afforded no means for carrying downcast 
air from the surface, in anything approaching a direct course, to the 
working faces. 

During the latter part of 1917, arrangements were made with the 
Anaconda Copper Mining Co., whereby, during the year 1918 and the 
early part of the year 1919, a crosscut was driven eastwards on the 2500- 
ft. level of the Colorado shaft and connection was made by means of any 
up-raise of approximately 200 ft. to a crosscut driven westwards from 
the 2800-ft. level of the Belmont mine, this crosscut at the top of the 
raise being driven at Davis-Daly expense by the Anaconda Copper 
Mining Co. This connection, in conjunction with a No. 11 Sirocco 
fan installed near the Colorado shaft, provided the Colorado mine 
with a maximum of approximately 30,000 cu. ft. per min. of relatively 
fresh air, most of which came in a fairly direct route from the downcast 
Belmont shaft through the No. 11 fan to the 2500-ft. level stopes. After 
passing through these stopes and the stopes of overlying levels, it passed 
through the main crosscuts on higher levels back to the Colorado shaft, 
which provided the upcast for this current of air. The improvement 
noted on the completion of this work was marked, and, for a time, fairly 
satisfactory. Further extension of the mine workings, however, and 
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the exposure of more faces, and increased rock and water temperatures in 
the development of the 2700-ft. level, early in the year 1920 caused the: 
ventilation conditions of the workings again to become very unsatis- 
factory. It was found that many faces in the mine, even when afforded 
the best local ventilation practicable, recorded temperatures of from 
90° to 100°, with humidities as high as 100 per cent., even when many 
working faces were ventilated with compressed air furnished by three 
compressors, which were kept operating almost*constantly, at an expense 
of about $50 per day above that normally required for rock drilling and 
other mechanical operations. / 

Means were considered for again improving the ventilation and 
affording a plan whereby this could be extended downwards and out- 
wards as the mine became deeper and more extensive in its develop- 
ments. In planning for this the following principal factors were 
considered: 

1. Ventilation to be Independent of Adjoining Properties—This was 
considered highly essential, particularly on account of the fact that air 
coming from adjoining workings had at times contained noxious gases 
from underground mine fires. The occurrence of such fires or gases in 
adjoining workings, if these workings were depended on for the supply 
of fresh air, would be likely to compel the discontinuance of operations 
at the Colorado mine. Furthermore, on occasions, it had been found 
that the supply of air from adjoining workings had been so cut off or 
restricted that the quantities to be depended on were altogether un- 
certain. Also it was believed that the ventilation of the mine should be 
independent of other properties so that in case of fire in the Colorado mine 
the reversal of ventilation currents and distribution of air would be under 
the direct control of the management. 

2. Downcast Operating Shaft—It was decided that many benefits 
would be obtained by making the main operating shaft. downcast instead 
of upcast. The upcast air was known to contain entrained copper water, 
which, though small in quantity, was sufficient, at the high temperatures of 
the upcast air, to cause serious deterioration of air lines, pump columns, and 
particularly hoisting ropes, skips, and cages. An upcast main hoisting 
shaft maintains pump stations, shaft stations, and usually the principal 
crosscuts, underground stables, etc. in a hot, humid, and uncomfort- 
able condition; this makes local ventilation by small fans or by blow- 
ing of compressed air a necessity, whereas a downcast main hoisting 
shaft maintains nearly all such places in a cool and dry condition. 

3. Distribution of Air—By so locating both the main downcast course 
and the main upcast that each is connected with practically every level 
in the mine, it is possible in most cases to split off the desired amount of 
fresh air at any desired level, either by short-circuiting to the upcast 
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course or by auxiliary fans, so that the fresh air will travel by the most 
direct route to the places at which ventilation is necessary, and after 
being used will go as directly as possible to the main upcast course. 

4, Location.—The location of the ventilation shaft was chosen par- 
ticularly with a view to the rapid and economic completion of the work. 
It was preferable to locate the surface equipment upon surface property 
already owned by the Davis-Daly Copper Co., inasmuch as the value of 
all other surface property suitably located would have been high. Loca- 
tion close to the hoisting shaft was also desirable, from the standpoint of 
convenience of inspection of the surface fan and equipment and economy 
of operation. A point about 110 ft. (33 m.) to the southwest of the 
Colorado shaft was chosen, as the ground was known to be reasonably 
free from geologic structures, such as faults and veins, that would indicate 
bad ground. The exact point for location of the center of the shaft 
was then selected by trial, as being the point that would require the 
minimum total length of crosscuts from the various existing levels, while 
leaving a suitable amount of space for the plant on the surface. 

5. Cross-section of Ventilating Shaft—The original plan contemplated 
the construction of a standard size two-compartment shaft with each 
compartment 414 by 5 ft. in the clear. It was intended, however, to 
make this shaft smooth-lined by cribbing solid with wall plates, end 
plates, and centerpieces set tightly face to face, leaving out the posts 
entirely. The suggestion was made by A. §. Richardson, of the 
Anaconda Copper Mining Co., who was engaged on the work as con- 
sulting ventilation engineer, that the cross-section could be much reduced, 
without sacrificing air capacity, by the construction of a circular, rein- 
forced concrete-lined shaft. While this was considered impracticable, 
both from the standpoint of estimated cost and time of completion, the 
idea was evolved of building a smooth-lined shaft of octagonal cross- 
section. It was determined that an octagon circumscribed about a 
circle with a diameter of 64 ft. (3.3 m.) and with an area of 34.5 sq. ft. 
(3.2 sq. m.) in the clear, would give at least as great a capacity as the two- 
compartment shaft referred to, with an area of 45 sq. ft. (4.1 sq. m.) in 
the clear. This was based on experiments made by A. S. Richardson, 
who estimated, on the basis of resistance tests made on miniature air 
passages, that the coefficient of friction in the octagonal, smooth-lined 
shaft would be about 0.000,000,001,35. As a matter of fact, the tests 
made after completion of the work showed a coefficient slightly less 
than this. 

Based upon experience gained in the use of cribbed shaft timbering 
at the Butte & Superior mine, the intention had been to use shaft 
timbering or lining 10 in. (25.4 em.) thick for the standard two-compart- 
ment shaft. Inasmuch as the span of timber for the octagonal shaft 
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would be less than 3 ft. (0.9 m.) as compared with 4.5 to 5.0 ft. for the 
rectangular, and as the size of excavation would be approximately one- 
third less and the natural arch of the rock better on account of the circular 
shape, it was decided that the timbering or lining of the octagon need 
be no more than 8 in. thick to give the same strength of support. It was 
found, by calculation, that the amount of timber saved by using the 
octagonal cross-section would be about 42 per cent. of that required by 
the rectangular; or in other terms that the recfangular shaft would have 
required 50 per cent. more excavation and 72 per cent. more timber than 
was actually used. As the work of handling the waste and timber in the 
main hoisting shaft was a serious obstacle to the maintenance of normal 
production, this was a highly important advantage. 


History oF PROGRESS 


The proposal to sink a new ventilation shaft, and the general plans 
thereof, were submitted to the Board of Directors on Aug. 14, 1920. 
These were approved and preparatory work commenced on Sept. 3. 
Re-surveys of all levels down to the bottom of the proposed shaft were 
made, by carrying meridian lines down the main shaft by means of plumb 
wires hung about 3 ft. (0.9 m.) apart and carried down not more than 
400 ft. for each plumbing. These were rechecked until meridians agreed 
within a limit of 3 min., which was considered satisfactory, in view of the 
strong air current in the shaft and the short base lines. This opinion was 
confirmed by the raise connections, none of which was in error as much 
as 3 inches. 

Before starting crosscuts to reach the site of the new shaft, it was 
necessary to clean out and retimber old shaft stations, lay turn sheets 
and tracking, and install lights and signals. Three places were started on 
Sept. 3, two on Sept. 9, three on Sept. 13, and one on Sept. 24. By the 
end of September there had been completed 325 ft. (99 m.) of crosscuts 
and 30 ft. (9 m.) of raising, including as such the new shaft station sets. 
Table 1 shows the rate of progress and its location for each month. All 
of the shaft work was done by raising, with the exception of 90 ft., which 
was sunk from the surface after Dec. 1 to hole the raise from the 300-ft. 
level, and 12 ft. of winze sunk from the 1500-ft. level after Feb. 4, 1921, 
which holed through to the raise from the 1700-ft. level, completing the 
driving of the shaft on Feb. 16. Between this date and the starting of 
the exhaust fan on March 21, all chute timber, ladders, slides, etc. were 
removed, station sets cribbed, crosscuts cleaned, two tight doors con- 
structed in each crosscut, drain pipes placed, and other things were made 
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Taste 1.—Rate of Progress Each Month 


Se ee ee 
¥ Level 


300 | 400 | 600 | 800 | 1000, 1200) 1400 1500 1700 Total 
| 


Advance in Crosscuts, in feet 


: l 
September, 1920............-. 62| 281 56} 4] 59| 6] 30| 30|° 50, 825 


Octobers23. ese sai ce eee 0} 42| 35) 96 0 6 0| 381 60) .277 
INGyerlbet. sr cn etae mriicec 
December emar cn eke oo eter 


January.LO2 leer erie sen 
Hebrusryel=20 Sees ce ater 


Totals fej erat ee 62) 70| 91\100| 59| 12| 30| 68|110) 602 
| | 


Advances in Raises,* in feet 


September, 1920............. 107, O40 | a a 1Ole Ola tO) nOle Olena 
October etn esis. ase tcontae = 66| 18] 22| 10| 46| 24] 42] 20| 12) 260 
November.................-.| 75| 48| 48] 38| 30] 48| 28] 41] 60| 416 
December nce. soe |111| 52| 82] 54| 48| 78| 46| 36] 74| 581 
January, 1O21S97 ee ee2 | 38| 42| 48| 38] 66| 76) 50| 29] 56| 443 
Februaryjle20.atac ee eee em Cole OR} meu) £00.) ©, 0.) 10. j-2acbelaO Gatch martes 
| | | | | | 
Totald owe aime. cas aeeeeee 300 160 200, 140 200 226 | 200 | 126 253 1805 


*Stations included as raising total height 90 ft. 


TIMBER AND TIMBER FRAMING 


In planning the octagonal shaft, it was decided to use 8 by 10 in. 
lumber, which could be obtained in native fir of good quality at a satis- 
factory price. It was realized that it would be necessary to cut and 
frame approximately 17,000 pieces for the shaft lining, in addition to 
those necessary for stations, chutes, partitions, etc., and that each piece 
to be framed was only about 3 ft. long, so that any loss of timber in 
framing would be a relatively large proportion of the amount in each 
stick. The lumber required for cutting the halved joint customarily 
used for wall and end plates would have been just 25 per cent. greater 
than that actually used, so the expense of such framing would have been 
almost prohibitive. A miter joint would have left a continuous joint 
at each of the eight corners of the shaft, and would have been unstable 
and altogether unreliable for distributing the pressures. Eventually 
the style of framing illustrated in Fig. 1 was developed. This gave at 
each corner of the shaft a joint which could not easily be displaced. 
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By reversing the timber in each alternate ring of timber bricking in the 
shaft, as shown by the broken lines A, the joint at each corner was also 
broken vertically at 10-in. intervals. This has proved to be entirely 
satisfactory. 

An ideal arrangement for framing this bricking would consist of a 
roller carriage across two saws, one with the arbor placed at an angle of 
45° with the line of travel of the timber and moving vertically to make 
the cuts marked B, Fig. 2(a), the other with thé saw arbor set perpendicu- 
lar to the line of travel and moving horizontally to make the cuts marked 
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Fic. 1.—DETAILS OF CRIB SET FOR AIR RAISE, 


A, the timber being turned over 90° between the two cuts, and each saw 
being adjusted to limit the depth of the cuts. With this arrangement, 
the timber, always progressing, would require only two cuts for each 
piece of bricking, after which cuts C and D could be made on each piece 
of bricking on a sliding table saw. By this method, there would have 
been little waste aside from the sawdust, as the block left after cutting 
five pieces from a 16-ft. timber would have been serviceable for blocking. 

As the work was carried out, no special saws nor equipment were 
installed; use was made of machinery in operation in almost any small 
mine framing shop. The first operation on a 16-ft. stick of 8 by 10 in. 
(20 by 25 cm.) timber was the making of cuts A, Fig. 2(6), on the regular 
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swing cut-off saw. Cuts B were then made on the same saw by shifting 
the pieces to the required angle with the saw, which was accomplished by 
fences and stops. This produced five pieces, each of which was taken 
to a sliding table saw, where cuts C and D were made, of equal length, 
and with a constant distance between cuts A and C, which was accom- 
plished by suitable fences and stops attached to the saw table. Cut EL 
was then made by placing the stick in a cradle form, secured to the car- 
riage of a Denver timber framer, so that the piece of bricking rested on 
the cut D, which was horizontal, bringing the piece into position for 
making cut E with the top cut-off saw of the framer, the horizontal saw 
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of the framer being disconnected for this operation. Cuts F and G were 
then made on the sliding table saw by resetting the stops. This sequence 
of making the cuts throws all the irregularities due to varying dimensions 
of the 8 by 10 in. timbers to the outside of the shaft lining, and provides a 
good fit for the joints and a constant size for the exposed side of the 
lining. The total waste by this method of cutting amounted to only 
5 per cent. of the timber purchased for the bricking. 

Early in the work of placing the timber in the shaft, it became appar- 
ent that the variation in thickness of the rough timbers, if not compen- 
sated, would cause the timbering to build higher at one side of the shaft 
than at another, with the resultant tendency to deflect the walls out of 
plumb. This could have been corrected by sizing one side and one 
edge of the 8 in. by 10 in. by 16 ft. timbers before framing, to give uni- 
form thickness; but as this was not convenient it was decided to sort the 
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bricks into piles of uniform thickness, each raise to take all its bricking 
from one pile. 

The octagon was subdivided into three compartments, as shown 
in Fig. 1. The largest, consisting of one-half of the shaft, provided 
a chute for the waste broken, and the other two, which were equal in size, 
provided the manway and the timber slide. These were separated by 
horizontal braces 5 ft. 4 in. (1.62 m.) apart, which supported the chute 
wall. This was constructed of double 3 by 10 in. planking, which, after 
removal, was used for flooring in the mine stopes. At first, some trouble 
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Fig. 3.—STaTION SET FOR AIR RAISES. 


was experienced by the breaking of this planking from the concussion of 
shooting or of falling rock. This was overcome by leaving spaces in the 
chute wall by inserting 2-in. blocks between each pair of planks and the 
pair above them. The manway and timber slide were separated by I-in. 
sheathing nailed to the 4 by 8 in. braces, thus providing a smooth-lined 
compartment for the timber slide and giving a division for upeast and 
downcast air currents to improve the ventilation. After completion of 
the raises, all timber within the octagon was removed and most of it was 
used elsewhere in the mine. During the raising, no lining was used on 
the bricking exposed to the wear of the rock in the chute and it was found 


that in the highest raises there was little wear. 
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The plan of raising from nine levels made necessary the construction, 
at each level, of working stations at which the waste would be drawn 
from a chute at the bottom of the raise and where a small hoist would be 
installed for hoisting tools, timber, blocking, etc., up the raise, the hoist 
being set on the opposite side of the crosscut from the raise, so that 
ample room would be left for egress and ingress to the manway compart- 
ment and the timber slide. The first station set framed was erected on 
the surface and subjected to the inspection and suggestions of engineers, 
foremen, bosses, contractors, and all concerned. From this codperative 
effort, the design shown by Fig. 3 was evolved. All sills were made 
14 ft. long, so that the station set would have substantial support when 
holing the raise from the level beneath. At the conclusion of the raising, 
all timbers in the station set were removed, with the exception of the 
sills, the four corner posts, and the square frame on top of the posts. The 
octagonal section was then carried upwards through the station set 
by bricking in the openings, leaving a door on the side next the crosscut. 


EQUIPMENT AND Metruops UsEpD 


Crosscuts were driven with the No. 21 Waugh Turbro and the No. 
248 Leyner Ingersoll rock drills, using 114 in., round, hollow, drill steel. 
Raises were driven with the Ingersoll-Rand CC-—21 stope hammer, using 
114 in. cruciform steel. It was customary to drill a four-hole center cut 
with eight more holes placed one above each corner of the raise and 
pointed slightly outwards from the center. 

The timber hoists were of various types and makes of small air hoists 
and were located opposite the timber slide and on the opposite side of the 
crosscut from the chute mouth. The sheave wheel at the top of the raise 
was supported by the usual extension gin pole, made of telescoped pipe, 
and was adjustable in length from 10 to 16 ft. A sheet steel cage or 
box 20 in. (0.5 m.) square and about 5 ft. (1.52 m.) deep, with a bale at 
the top, was at first used for hoisting eight pieces of bricking or a load of 
blocking or wedges, but this was found to be too heavy and too large to be 
handled conveniently at the top of the raise, and the bale prevented its 
being raised as near the top of the raise as was convenient. After cutting 
down the height so that the box would take only four pieces of bricking, 
without securing satisfaction, a lighter box or basket was designed of old 
belting laced together. Eventually, however, most of the contractors - 
reverted to the use of the common hooks and chains. 

In raising, which was done by contract, three men on each shift 
constituted a crew, two working in the raise and one operating the hoist 
and doing the tramming when not otherwise occupied. The best success 
was obtained when breaking rounds of not to exceed 3 ft., and by keeping 
the timbering close up to the back. At first an attempt was made to 
block the timbering with blocking a few inches from each end of each 
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piece of bricking. This, however, was found to be slow and difficult. 
As a result the corners of the outer octagon were cut off and after about 
three complete rings of bricking were placed, boards or planks were set 
vertically against these at every corner and the blocking completed by 
gradually tightening with wedges all round the octagon, as shown in 
Fig. 1. Reasonably uniform and complete distribution of the pressure 
was assured by the fine rock filling, which was permitted to accumulate 
between the bricking and the walls of the excavation. 

Chutes were kept nearly full, the rock being drawn down just enough 
before each blasting to make space for the rock to be broken. When blast- 
ing, the manway and timber slide were covered, leaving out a sufficient 
number of the planks at the top of the chute lining to enable the workmen 
to get through after the blasting. 

The plumbing of the timber was checked at intervals of about 100 ft., 
by the engineers, by means of two plumb lines hung in the manway and 
timber slide, from a sprag above the timber. A straightedge was then 
placed, just free of contact with the wires near the bottom of the raise, 
and two corners located by taking the angles from the straightedge 
through each wire to such corners with a Stanley adjustable bevel square 
and by measuring the distances to such corners. These points were 
then projected to a point near the top of the raise by duplicating the 
angles and distances on a similar straightedge set in line with the wires 
just below the top of the timbering. 


Doors IN CrosscutTs 


In each crosscut connection between the downcast shaft and the 
new upcast ventilation shaft, and in other crosscuts in the mine connect- 
ing the downcast air course and the upcast, there were installed two air 
doors, usually from 25 to 50 ft. (7.6 to 15.2 m.) apart. The framework 
for each door was made by excavating a channel of rock from the bottom, 
sides, and back of the crosscut, setting two 10 by 10 in. (25 by 25 em.) 
posts the requisite distance apart, and separating them at the top and 
bottom of the drift by spreaders. The forms were then placed between 
this framework and the rock in place at the outside of the channel and 
the space filled in with concrete. A door stop inside the 10 by 10 in. 
framework was made of 3 by 6 in. material and the doors themselves 
were made of double 1 in. boards with roofing paper between to reduce 
the leakage of air to the minimum. After completion, all openings were 
stopped up as completely as possible by calking with oakum, and the 
doors were held tightly in place by substantial button latches. 

On the 300-ft. level, the highest level connecting between the two 
shafts, small auxiliary trap doors or valves about 18 in. square, opening 
toward the downcast shaft, were installed. The purpose of these is to 
assist in the quick reversal of the air current in the downcast shaft 
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whenever the exhaust fan is reversed, so that in the event of a fire near 
the collar of the downcast shaft or in the downcast shaft above the 
300 ft. level, the quick reversal of current will prevent the smoke from 
being carried into the underground workings. 


EQUIPMENT SPECIFICATIONS 
Mine Ventilation Fan 


It was specified that this fan was to operate at an elevation of 5700 ft. 
above sea level, and to exhaust 125,000 cu. ft. of air per minute, against 
a resistance equivalent to a static pressure of 5 in. of water. The fan is 
of double inlet, reversible type, arranged for belt drive from an electric 
motor; there are three bearings, one outside of pulley, all supported on 
cast-iron stands independent of the fan casing and extending down to 
the floor line. An expansion discharge stack is provided, to reduce the 
velocity of the air to about 1650 ft. per min. The fan is three-quarter 
housing and so arranged that no part of the connecting ducts serves as 
any part of the fan casing or supports the discharge stack. The fan 
shaft is of best quality hammered steel, about 0.35 per cent carbon, 
and the fan castings are of tough gray iron free from injurious cold 
shorts or blowholes. 

The bearings are of standard length, double ring oiling, self-aligning, 
and guaranteed to be sufficiently tight that the suction of the fan will 
not draw the oil out of them. The fan casing is constructed of 14 in. 
steel plate thoroughly stiffened with steel angles and provided with 
supports for bearings on the foundations. The fan is equipped with 
reversing damper provided with hooks and eyebolts for locking it securely 
in position independently of any cable or chain used in hoisting or lower- 
ing it. All parts of fan and casing were properly fitted and the wheel 
balanced before shipment. 


Motor Specifications 


Fan motor is of squirrel cage type, 600-r.p.m., three-phase, 2200- 
volt, and with a rating of 200-hp. capacity for a rise of 50° C. Pulley 
on fan is 40 in. in diameter; pulley on motor, 28 in. in diameter; belt, 16 
in. six-ply endless rubber. 

GENERAL 


All woodwork in ore bins, ore sorting room, skip change pocket, etc. 
in the vicinity of the downcast shaft was thoroughly coated with a 
fire-resisting paint. The downcast shaft, near its collar, was completely 
surrounded by a ring or collar of 4 in. piping, perforated with a row of 
holes so directed that water turned into this pipe will be thoroughly 
distributed around the shaft timbering. This system is connected with 
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the water main by a valve on the surface, which may be opened promptly 
in case of fire in the shaft or near its collar. Inasmuch as there is a heavy 
condensation of water in the upcast shaft, and as it is smooth lined 
throughout, it is considered to be practically fireproof. 

After starting the fan on March 21, 1921, tests showed that the 
coefficient of friction in the new shaft was 0.000,000,00129, as compared 
with the estimate of 0.000,000,00135 made before work was started, 
and with a coefficient of 0.000,000,0022 for one of the smooth gunite 
lined, rectangular shafts of the district, and with a coefficient of 0.000,- 
000,0088 for a rectangular, unlined shaft. The volume of air passing 
was a little more than 90,000 cu. ft. (2527 cu. m.) per min. Under 
these conditions, the total shaft resistance for 1800 ft. of depth amounts 
to only 1.15 in. of water, leaving an effective fan suction of about 4 in. 
of water at the bottom of the shaft, in addition to the natural draft, to 
overcome the resistance of the remainder of the mine workings. The 
velocity of the air in the upcast shaft under these conditions is about 
2600 lin. ft. per min. 

Tests were made at each pair of doors between the two shafts to 
determine the approximate leakage. This was done by cutting a circular 
hole 4 in, in diameter in the door nearest the downeast air course and 
measuring the flow of air through this hole. It had been determined 
that the hole was large enough to take all the leakage of the other door 
with practically no resistance by observing that the gage pressures 
were practically equal on the two sides of the door through which the 
hole was cut. As the test was made with only one door offering resis- 
tance, it could be presumed that the leakage with the holes closed would 
be substantially less. The test on the various levels showed the leakage 
to vary from 70 cu. ft. per min. to 600 cu. ft. per min., with a total for 
the nine levels of 3250 cu. ft., or about 3.6 per cent. of the total air 
actuated by the fan. 

The temperatures in the working places of the mine were greatly 
improved and the average efficiency of all underground employees was 
increased at least 50 per cent. Table 2 shows conditions in some typical 
portions of the mine before and after the work was completed. The 
temperatures were taken before the air shaft was finished and 24 days 
after the surface fan was started. 

It has been confirmed that the saving in electric power alone, for air 
compressing, is equal to more than $18,000 per year, when operating 
the mine under its normal conditions of two shifts in the 24 hr. Only 
four accidents, involving a loss of time, occurred during the progress of 
the work, out of 5787 shifts. Two of these were caused by falling ground, 
one by a rock from the chute mouth, and one by the explosion of a 
priming cap. None proved serious. 
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Costs 


The costs of the work are shown in Table 3. Most of the timber used 
was native fir, costing $37 per 1000 board feet. The cost of timber 
shown in the statement includes all material reclaimed after completion 
of the raise. The cost of explosives used averaged a little more than 
20 c. perlb. The standard wage scale for miners during the progress of 
the work was $5.75 per shift. The earnings on contracts averaged 
$6.28 per shift. The item ‘‘all other supplies” includes the pipe and 
tracking, though practically all of this was reclaimed after completion 
of the work. 

The total depth of the shaft is 1805 ft. (550 m.), 90 ft. (27 m.) being 
included in the shaft stations, of which there are nine, each 10 ft. high. 
The amount constructed by raising was 1607 ft., and by sinking, 108 ft. 

The labor cost for the shaft work includes a charge of approximately 
$3 per ft. for extra work in catching up caving or heavy ground, and for 
trammers paid days’ pay outside of the contracts. It also includes 
approximately $1 per ft. for tearing out chutes, chute linings, and for 
temporary repair work. 

The total rock excavated from stations and raises amounted to about 
127,860 cu. ft., and that removed from crosscuts to about 22,000 cu. ft., 
estimated altogether at about 12,500 tons. 

The details of the cost of timber in the shaft are as follows: 


Pzr Foor 

or RaisE 

Cost of timber for bricking (native fir at $37 per M).................--+-. $ 7.48 

Cost of framing and delivery to shaft collar (framers $6 per day)........... 0.76 
Cost of temporary timber for chutes, etc. (reclaimable-salvage value about 

OE DCEEC CD iemee Pie eens rsa Ae ede 8 ok sa fh a kaos, fnsir GASES ud eplee ie Sole 1.47 

Costromeutunentim ber Lome nUbess CLG assem > ony 9G Hie nem obs ne 0.37 
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$11.07 
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@ostioletam bel, fOr StalONS se] wie yc acuciei aes wast denies eg ons) ere $ 83.80 per station 
Cost of timber for cribbing stations after completion of work... 63.70 per station 
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$151.90 per station 


The costs just given do not include the cost of hoisting the waste or 
disposing of it after it reached the surface. In most mining operations, 
the waste could be used for filling stopes, which expense would be taken 
care of by the value of the waste for such filling. In this instance, it 
was necessary to hoist all of the waste to the surface and to dispose of it 


by hauling with motor trucks. 
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DISCUSSION 


D. Harrineton,* Denver, Colo. (written discussion).—I have spent 
the greater part of three years studying ventilation in Butte mines and 
was in the Davis-Daly property before it was ventilated and when it was 
partly ventilated, and was doing some work there when the new ventila- 
tion installation was placed in operation. 

From a critical point of view, it would appear to be poor policy to have 
the two shafts so close to each other (110 ft.) though possibly this could 
not be avoided; it would appear also that the cross-section of the new 
shaft (area 34.5 sq. ft.) is somewhat small and apparently no provision has 
been made for periodical inspection and possible repair of the shaft. 

The effects of the installation were numerous and important and 
almost immediate. Mr. Bruce stated that over $18,000 would be saved 
annually in electrical power for compressed air alone and said his under- 
ground labor had increased efficiency over 50 per cent. This is attested 
in a statement on page 374 of the September 10 issue of the Mining & 
Scientific Press, which gives the net profit of the Davis-Daly Co. for the 
quarter ending June 30 (the first quarter after the ventilation plant oper- 
ated) as $85,597 against $39,206 in the first quarter, before the installa- 
tion was in operation. The statement also says that ‘the number of 
tons hoisted per shift was probably the highest in the history of the prop- 
erty with operating costs low.” 

Table No. 2 shows a remarkable decrease in the temperature and 
humidity of many of the working places in the mine 24 days after the fan 
started in March. These decreases will undoubtedly be more marked 
after the fan has been operating some months and especially after the cool 
air of the winter months will have had an opportunity to exert its influence. 
In conversation with some of the miners of the Davis-Daly property in 
Butte in September, 1921, the writer was informed that in some of the 
previous hot places, the worker now instead of being almost naked uses 
extra shirts and must ‘‘keep the muck stick moving to keep warm.” 

One of the remarkable facts brought out is that the frictional coeffi- 
cient of the comparatively smooth octagonal shaft was about half of the 
similar coefficient for a smooth-lined gunited rectangular shaft and about 
one-seventh of the coefficient for the ordinary rectangular timbered shaft, 
This shows that smooth-lining air shafts and adopting circular or octagonal 
cross-section, at least for shafts used solely for air transmission, greatly 
reduce the cost of ventilation. 

One of the essential and novel features of the installation is the 
quickness with which it was conceived and the promptness and dispatch 
with which it was put into effect. The use of the octagonal section, to take 
advantage of arching of the rock and of minimum rubbing surface for the 
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flowing air, and of 8 by 10 in. timbers skin to skin, giving a smooth 
surface also to decrease air friction and to give added strength and stability 
to the shaft, the installation of a fireproof-housed fan at the surface capable 
of causing reversal of currents with minimum delay (it has recently been 
done in less than 10 min.), the care taken to prevent leakage through 
doors, and the fact that a metal mining company would feel justified in 
spending over $70,000 on a purely ventilating installation, make the 
project one of the most interesting examples of later-day progress in 
metal-mine practice in my observation. 

It is to be hoped that the distinct advance-made by the Davis-Daly 
Co. will be followed by others; viz., dividing the mine into separate 
ventilation splits and keeping them separate; making adequate provision 
to force moving air by auxilliary ventilating equipment (brattice cloth, 
small fans, tubing, etc.) to blind ends and in fact to all places where 
men work. 


A. §. Ricnarpson,* Butte, Mont. (written discussion).—The octa- 
gonal ventilation shaft of the Davis-Daly Copper Co. is the first attempt 
in the Butte district so to design an air shaft as to secure the required air- 
carrying capacity with a minimum amount of excavation and economy of 
the power required to overcome the resistance to the flow of air. Other 
shafts in the district were not sunk for such service, being used first for hoist- 
ing ore; they, therefore, conformed to the conventional rectangular type. 

Although circular shafts have been in general use in Europe and South 
Africa, they have not been adopted in this country, even in the eastern 
coal fields, where similar conditions exist. Except for carrying air, it is 
questionable whether there would be great advantage in the adoption of 
this type of shaft by deep metal mines; but when the shaft is to be used 
solely for ventilation purposes, this type is by far the best. All of the 
advantages of the smooth-surfaced circular shaft are closely realized. 

The tests made to determine the leakage through pairs of ventilation 
doors, described on page 264, are open to objection. Gage readings of the 
pressure difference between two sides of a door could not determine that 
there was no leakage through openings other than that purposely left, for 
0.01 in. of water would indicate a pressure sufficient to induce a velocity 
of flow of approximately 420 ft. per min., and this cannot be detected onan 
ordinary water gage. As there was a flow of air through the hole at which 
measurement was made, a pressure difference, however slight, must have 
existed, and there would have been at least some flow of air through all 
other cracks and openings so that an absolutely exact total measurement 
could not be made. } ik 

The saving of $18,000 per year in power used for compressing air is of 
importance. Opening the compressed-air line is the most common 
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method of relieving oppressive ventilation conditions; its cost is not gener- 
ally appreciated, and the figures are of great value for that reason. 

An average 50 per cent. increase in efficiency of all underground 
employees is impressive. Full benefit from improvement in ventilation 
conditions is seldom realized in increased labor efficiency because stand- 
ards as to what constitutes a shift’s work are clearly defined in the minds 
of many miners, and these are not easily changed. An exception to this 
condition occurs where the contract system is employed. 

The record of improvement within 24 days after starting the surface 
fan is good. The experience in other Butte mines has been that the full 
benefit to be derived from any extensive change in a ventilation system is 
not experienced until at least one year has elapsed. Table 2 does not 
show the full significance of the improvement made. The record for 
stope 2336 shows an increase in relative humidity; this might be mislead- 
ing unless it is realized that an increase in relative humidity at lower 
temperatures does not necessarily mean an increase in the moisture 
content of the air. In the stope under consideration it decreased about 
12 per cent. Increase in velocity of air movement, which is one of the 
most important factors in developing a cooling effect, is not brought out 
in the comparison, mainly because the instruments in common use are 
not adapted to the measurement of such low velocities as are ordinarily 
found within the workings of most metal mines. 

Estimation of ventilation conditions, as affected by temperature, 
humidity, and air movement, cannot be accomplished by any of the 
methods used in this country. The ‘‘ Katathermometer,”’ which has 
been developed in South Africa, seems to be the best effort in this direc- 
tion because it depends on the rate of cooling of artificially preheated dry 
and wet bulb thermometers, but more information is needed in regard to 
its use. 


J. L. Bruce (author’s reply to discussion).—The paper states quite 
fully the reasons for locating the ventilation shaft so near to the existing 
shaft. The controlling factors consisted principally in the rapidity with 
which the program could be completed, the considerable saving in cost 
of construction, and the availability of surface space at moderate cost 
as compared with the location of a shaft closer to the principal under- 
ground activities. Except for the resistance of air traveling the extra 
distance from stoping operations to the foot of the new ventilation shaft, 
we have found no objection to the proximity of the ventilation shaft to 
the operating shaft. There is apparently no admixture of the foul gases 
from the upcast shaft with the air passing into the downcast shaft, and 
the leakage of air between shafts underground is, in our opinion, not 
appreciably greater than it would have been were the shafts located 
1000 ft. apart. 
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The ventilation shaft has now been completed for approximately 
one year, and although some heavy ground was encountered in places, 
there has been no evidence of any failure or weakness in the shaft timber- 
ing. Inspection of the shaft will be accomplished, whenever desired, by 
erection of a temporary tripod or headframe immediately over the surface 
opening, from which a special cage or deck will be operated through the 
shaft by a portable hoist, which will be moved to a suitable location on 
the surface. 

The conclusion has been reached that the diameter of the shaft might 
have been increased about 12 in., increasing the area approximately 33 
per cent., without an increase in the size of the timber used. But as this 
was doubtful before the character of the ground was known, the smaller 
diameter was chosen on the presumption that this shaft would always 
have economic capacity for exhausting a considerably larger volume of 
air than there would be likelihood of receiving into the mine through the 
operating shaft in combination with the existing and probable connections 
to adjoining mines. 

Because of operating conditions since April 1, 1921, owing to curtail- 
ment of production, no reliable comparison of results could be made, but 
sufficient is disclosed to show that the estimate of 50 per cent. improve- 
ment in efficiency of underground labor is quite conservative. 

It has been necessary to continue the operation of auxiliary under- 
ground ventilating equipment, including smaller fans to force air from 
the more important air courses to the dead ends and less accessible 
portions of the mine through ventilating tubing, but this has been made 
much more efficient owing to the accessibility of a suitable source of fresh 
air for these requirements. 

While the method of measuring the leakage of air through pairs of 
ventilation doors, as pointed out by Mr. Richardson, is not extremely 
accurate, the total of such error would be a very small percentage of the 
total flow of air through the air shaft. 
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Dust-ventilation Studies in Metal Mines* 


By D. Harrineron,t E. M., Denver, Coro. 


(New York Meeting, February, 1921) 


One of the main functions of the United States Bureau of Mines 
is to obtain and disseminate information that will promote safety in and 
around mines, and the health and safety of employees engaged in mining. 
Serious health and safety conditions arising out of contamination of air 
in metal mines by dust, fumes from explosives and fires, and absorption 
of oxygen by timber and other causes, led the Bureau of Mines to codper- 
ate with the United States Public Health Service in the study of dust 
occurrence and ventilation in metal mines in various parts of the 
country. 

A. J. Lanza, of the U. 8. Public Health Service, and Edwin 
Higgins, mining engineer of the U. 8S. Bureau of Mines, in 1915, made a 
detailed study in the mines around Joplin, Mo.; their reports! are now 
available. In 1916, 1917, and 1918, a similar study was made in the 
Butte, Mont., region by Doctor Lanza and D. Harrington, mining 
engineer of the Bureau of Mines; the reports of this investigation will 
be available soon. In 1919, the study was continued in some of the 
Arizona mines by D. Harrington, of the Bureau of Mines, and G. E. 
McElroy and R. A. Koronski, of the U. 8. Public Health Service, the 
underground work being completed in June, 1920; these reports are 
now being prepared for publication. In the spring of 1920, the scope 
of the work was extended, with D. Harrington in charge as supervising 
mining engineer, and short studies were made in the mines of the Coeur 
d’ Alenes in Idaho and around Oatman, Ariz. It is hoped soon to extend 
the work into mines of California, Nevada, Colorado, Michigan, and 
Minnesota, and ultimately to other states should the mining companies 
be willing to codperate. 

While the codperation of the mining companies is necessary, the 
companies are put to practically no expense other than supplying a guide 
to accompany the investigators underground, the length of time spent 


* Published with permission of the Director, U. S. Bureau of Mines, 

} Supervising Mining Engineer, U. 8S. Bureau of Mines. 

1 Bureau of Mines Tech. Paper 105 and Bull. 132, and U. 8. Public Health Service 
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underground generally being a few weeks for a comparatively extensive 
mine. 


TENTATIVE CONCLUSIONS AND RECOMMENDATIONS AS to Dust 


Investigations in mines of foreign countries, as well as of the United 
States, prove that breathing air containing minutely divided dusts is 
likely to be harmful to the health. The most harmful dust is apparently 
that which is practically insoluble and breaks into minute particles with 
sharp, cutting edges. Free silica, such as quartz, flint, etc., has these 
harmful properties to a great degree and is thought to be the most harm- 
ful of dusts. Silicates are also insoluble and some of them break into 
fine particles with cutting edges, but they do not appear to be as harmful 
as quartz. ‘The harmful dust, in general, is smaller than 10 microns, or 
about }4500 in. Inasmuch as probably much over 50 per cent. of all 
metal mining in the United States is in siliceous material, the importance 
of the dust problem is manifest. 

While fine siliceous dust is likely to be dangerous, especially when the 
dust is free, such as quartz, a mine working in quartz material may have 
especially dusty conditions and the employees be apparently immune to 
diseases of the respiratory tract for the following reasons: 

1. The quartz may be in a condition of partial alteration, due to heat, 
pressure, or chemical solutions, and bear somewhat the same relation- 
ship to unaltered quartz, as to sharpness and hardness, as would decayed 
oak to the original dry hard material. 

2. The quartz dust may be associated with some other dust so that 
the harmful features of quartz dust (sharpness and insolubility) are 
neutralized or eliminated. The latter is essentially the adsorption theory 
advanced by Haldane. 

3. A mine having dry siliceous material drilled dry, even using a 
large percentage of upper holes and hence producing the maximum 
amount of fine dust, may be comparatively harmless to the health of 
workers if sufficient air currents are provided to sweep the dust away as it 
is formed, the workers keeping as much as possible to the fresh-air side 
of the drill. In general, compressed-air blowers (supplying about 100 
cu. ft. of air per min.) are inadequate to ventilate these dusty places 
properly, so definite means, such as small fans and tubing, must be pro- 
vided to cause a current of 1000 or more cu. ft. (28 cu. m.) per min. to 
pass the worker and either take away the dangerous fine dust from the 
working place or reduce the dust content of the air at the working place 

nger point. 
ihe a ae is probably the most harmful, it is the opinion 
of the writer that all dusts, especially those insoluble in water (and some 
that are soluble) are likely to be ultimately harmful to the health of 
breathers; this applies to coal dust as well as to other mineral dusts. 
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The writer cannot concur in the recently advocated policy of intro- 
ducing foreign dusts to neutralize dusts known to be dangerous to 
health. In metal mines, dust must be removed or its formation pre- 
vented. The introduction into coal mines of suitably chosen stone dust 
to prevent explosions is commendable because of the immensely greater 
menace of explosions than of any probable health feature in rock dust, 
provided the latter is carefully selected. 

The dust menace in metal mines is at its worst: 

1. To workers in comparatively dry places in siliceous ore when 
dry drilling upper holes in unventilated places, especially if the air is 
above 80° F. (27° C.) and 85 per cent. relative humidity. Dry drilling 
of horizontal or downward holes by drills of the jackhamer type is 
little, if any, less dangerous than dry drilling of the upper holes. Several 
types of water stopers have been perfected for drilling the upper (even 
vertical) holes, and these not only prevent dust formation but are dis- 
tinctly superior to dry drills in speed of drilling. Adequate currents 
of moving air at points of maximum dust formation either remove the 
dust or dilute the dust content of air below the danger point. 

2. To workers in comparatively cool dry places where air is not kept 
moving by ventilation, especially where workers are on a contract basis, 
hence working at top speed. The fine particles of dust remain suspended 
in still air many hours and the rapid deep breathing of dust-laden air 
introduces a maximum number of dust particles into the respiratory 
passages of workers. The remedy is, in general, the establishment of 
adequate air circulation. 

3. To workers in dry mines, or places, where blasting is done while 
men are on shift; the concussion due to blasting throws into the air 
clouds of fine dust, which remains suspended for several hours unless the 
air circulation at the working places is adequate. 

The principal measures for the prevention or removal of dust in metal 
mines are as follows: 

1. Eliminate dry drilling, using water-feed drills with hollow steel, 
there now being successful water drills for all purposes including the 
drilling of upper holes. In general, the system of mining should be 
devised so as to restrict to a minimum the drilling of upper holes. 

2. As far as possible, blasting when menare on shift should be avoided. 
If the blasting is absolutely necessary, in dry siliceous material, adequate 
air currents to remove both the fumes of the explosives and the fine dust 
floating in the air should be provided. Timbers, walls, and floor adjacent 
to the point of blasting, in a dry place, should be thoroughly sprinkled 
before and immediately after blasting; the muck pile should be well 
sprinkled at all times. 

3. Dusty places, such as manways, chutes, loading or dumping 
places, downcast haulage shafts, ete. should be kept damp by permanent 
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water sprays. Dusty haulage roads, shaft or other stations, etc. should 
_ be kept thoroughly sprinkled in some manner, such as by hose and nozzle 
as when sprinkling a city lawn, but the device must wash down the 
walls, timber, etc. as well as wet the floor. 

4, The introduction of large quantities of water by the use of wet 
drills, sprinkling, etc. will cause the underground air to be practically 
saturated with moisture, a condition generally held to be harmful. 
However, high humidity is of little harm, even in still air, until the tem- 
perature is above 80° F. (27° C.), and if the air has a movement of a few 
hundred feet per minute, practically saturated air is readily endurable 
underground with temperatures up to oreven over 90°F. If the water 
used for drilling, sprinkling, etc. underground is pure water piped from the 
surface (as it should be), the use of the water in hot mines will, in general, 
have a tendency to reduce the high air temperatures. Mining companies 
cannot, in general, expect to get full codperation of miners in the use of 
wet drills in raises and stopes unless the water is piped to the machine. 
The men are reluctant to carry water in cans, barrels, etc. up ladderways, 
or even to haul it up by rope and pulley. 

5. Where formation of dust cannot be prevented, one of the most 
efficient methods of removal is to sweep the dust-producing places with 
1000 cu. ft., or more, of air per min., thus removing the dust-laden air 
from the places where men work and transferring the dust (simul- 
taneously vastly diluting the proportion of dust particles in the air) 
to parts of the mine not frequented by workers, and ultimately removing 
the dust from the mine or, if the walls and floor are damp, depositing it 
along the walls of the air passages. 


TENTATIVE CONCLUSIONS AND RECOMMENDATIONS AS TO METAL-MINE 
VENTILATION 


Metal mines, in general, make comparatively little effort to provide 
adequate ventilation; namely, to supply at working faces and places 
currents of pure air circulating at sufficient velocity to allow employees 
to work at maximum speed without injury to health Many metal 
mines have flowing through the main air courses much more air than Is 
necessary to provide the best ventilation, yet do not adequately venti- 
late more than 25 per cent. of the actual working faces or places. 

Most of the older metal mining men consider ventilation a useless 
fad or an impossibility, and little progress can, in general, be effected as 

men remain in charge. 
Sperm on natural ventilation are likely to be inefficiently 
ventilated during a great portion of the year, or when underground rock 
temperatures and surface air temperatures are about equal. In case 
of underground fires, the mine relying on natural ventilation is unable 


to control the air currents. 
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Financial Value of Good Ventilation 


In addition to providing safer and more healthful working conditions 
for underground men, the establishment of good ventilation pays well 
in dollars and cents. 

1. One cool mine, relying on natural ventilation, had good air circula- 
tion in midwinter but practically none in spring, summer, and fall, during 
which months there was not sufficient oxygen in the mine air to support 
combustion of a candle flame. While adjoining fairly well ventilated 
mines had an oversupply of men, this mine was always short of labor. 
After several years, a fan with about 30,000 cu. ft. (849 cu. m.) per min. 
capacity was installed; immediately this mine became a favorite with the 
men and its output soon jumped from a fraction over 2 tons to over 7 tons 
per man employed per shift. 

2. In another mine relying on natural ventilation, the air was so hot 
and so smoky that men were continually being gassed (some fatally), 
and compressed air was used to ventilate. After the installation of fans 
with systematic coursing of air to the working places, compressed-air 
consumption was cut in half (the saving in air compression paid for the 
entire cost of the ventilating system) and the output per man per day 
nearly doubled, gassing was unknown and the accident rate, in general, 
fell perceptibly. 

3. When a mine with one shaft and no air circulation and most work- 
ings below the 2000 ft. (609 m.) level with hot, humid, stagnant air was 
purchased, the new owner practically suspended ordinary mining opera- 
tions and concentrated nearly all the working force on the construction 
of another shaft with suitable fan and underground air courses; the cost 
of the new work (solely for ventilation purposes) was well over $50,000, 
but the operating saving quickly returned the entire amount invested. 

Air in metal mines (according to data from several hundred samples 
collected under various conditions in various mines in many states) is, 
in general, as free from chemical impurities, dangerous or unhealthful 
gases, etc. as in the much better ventilated mines of the coal regions, 
especially in the main return or discharge currents, yet at the face of 
blind-end drifts, crosscuts, raises, winzes, and stopes the air is depleted 
of oxygen, or charged with such quantities of CO or COs, or both, as to 
cause headache, nausea, etc. and hence greatly decrease the working 
efficiency and ultimately undermine the health of the men. 


Elements Entering into Metal-mine Ventilation 


The main elements entering into metal-mine ventilation, as viewed 
by the writer are, in the order of importance, air movement or velocity 
air quality or chemical composition, air temperature, and air humidity. 

1. In by far the greater number of underground places found to have 
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poor ventilation, the main underlying reason was lack of movement. 
It was found that if the velocity was adequate (100 ft. per min., or slightly 

over, in cool places and 400 or 500 ft., or over, in hot places, 70° F. or 
above), there was comparative comfort when temperature and humidity 
were high, even if there were slight amounts of chemical impurities 
in the alr. It is the opinion of the writer that at least 90 per cent. of the 
inefficiency of present-day metal-mine ventilation is due to lack of move- 
ment of air at places where men work. Men have been seen to go from 
a Stope with stagnant air to a level to “cool off,” yet the moving air in 
the level was several degrees hotter and much more saturated than 
that of the stope. 

2. While, in general, the quality of metal-mine air is good, there is 
frequently found at the working faces air containing over 0.25 per cent. 
CO: or as high as 0.10 per cent. CO, especially over muck piles, or below 
17 per cent. in oxygen. If any one, or all, of these conditions exist in 
stagnant air, the workers are likely to suffer from headache or nausea and 
hence work with decreased efficiency and refuse to work full time. This 
is especially probable if the temperature is above 70° F. (26° C.) and the 
humidity above 85 per cent. One or more of these conditions is usually 
present at dead-end faces, unless especial means are taken to renew the air. 

3. High temperatures in places containing stagnant air are most 
harmful to health and working efficiency, especially if the humidity is 
over 85 per cent., and particularly if much fine dry siliceous dust is 
present. However, if the air has a velocity of a few hundred feet (or 
more) per minute, temperatures well above 90° F. (32° C.) are readily 
endurable and probably are not unhealthful, even with high humidity; 
and pure circulating air quickly dilutes the dust content of air at a work- 
ing face to safe limits. 

4, High humidity of underground air is not disadvantageous to 
health or working efficiency until the temperature is over 70° F. (26° C.), 
and not then if the air has a velocity of several hundred feet per minute. 
It is the writer’s opinion that with this air movement practically saturated 
air well above 90° F. will allow a man to do hard work without discomfort 


or ill effect. 


Factors Affecting Temperature, Humidity, and Purity of Mine Air 


Mine-air temperature is affected most directly by rock or under- 
ground-water temperature, and by oxidation of ore and timber, with other 
minor causes, as follows: Outside-air temperature, mine fires, friction 
of air in air passages, firing of shots, movement of ground, heat from lights 
and breathing of men and animals, heat from machinery, etc. 

Air underground (especially if still) will, in general, take essentially 
the temperature of the surrounding rock, though dripping water will 
more quickly give its temperature to surrounding air than will the 
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surrounding rock. However, the passing of considerable quantities of 
moving air will tend ultimately to change the rock temperature to the 
temperature of the moving air. Where much timber is used in a region 
of stagnant air or where air currents are sluggish, especially if the timber is 
crushed and decaying, there will be much heat given off due to chemical 
action; this is also true where there is present much finely divided sulfide 
ore, especially copper sulfides, in a crushed zone. A combination of 
sluggish air currents with crushed timber and sulfide ore is apt to result 
in spontaneous fires. 

High relative humidity (over 85 per cent.) is generally found in metal 
mines after leaving the main intake air courses. At least 90 per cent. 
of the working faces were found to have a relative humidity above 85 
per cent., irrespective of the climate of the region in which the mine was 
situated or of the time of day or season of the year. 

The main sources of vitiation of underground air are: Oxidation of 
ore or of timber giving off CO, and taking up oxygen; issuing of gases 
such as COs, nitrogen, etc., from adjacent strata; fumes from explosives 
giving off locally dangerous amounts of deadly CO, or oxides of nitrogen 
as well as considerable quantities of CO: and possibly other gases; 
breathing of men and animals; oxygen consumption by miners’ lights; 
possible impurities in the intake air from smelter fumes, boiler-house 
gases, etc.; and possible impurities in compressed air, which contributes 
from 10 per cent., in well ventilated mines, to 30 per cent. of the entire 
air supply, in poorly ventilated mines. ‘Though the composition of the 
main-return air of most metal mines is as good as that of coal mines, 
at the face of many blind ends the quality of the air is poor and at 
times dangerous. 


Disadvantages of Using Compressed-air Blowers 


In general, blind ends of crosscuts, drifts, raises, etc. are ventilated 
only by compressed-air blowers. The ordinary compressed-air blower 
(the open end of an air hose) delivers about 100 cu. ft. (2.8 cu. m.) of 
air per min., which will supply the ordinary drill but will not cool the air 
at the working place nor remove the bad air; workers at muck piles 
depending on compressed-air blowers frequently are nauseated. The 
temperature of the compressed air issuing from the end of the hose is 
little, if any, lower than that of the surrounding air, and as the blower 
works four or five times as long as the drill, it uses four or five times as 
much compressed air as the drill. In hot mines, this excessive consump- 
tion of compressed air reduces the air pressure to below 70 Ib. (frequently 
below 50 Ib.), and drilling is made ineffective and frequently must be 
suspended. Moreover, it costs about 100 times as much to compress 
a given quantity of compressed air (say 1000 cu. ft.) as it would to supply 
that amount by ordinary fan ventilation. 
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Common Easily Corrected Faults 


Failure effectively and promptly to seal worked-out abandoned places 
results in loss of much pure air and air velocity to active workings; allows 
the lost air to enter the abandoned workings, where oxygen is absorbed by 
timber and COs, generated, and temperature and humidity are increased, 
to be taken later into active workings, to the detriment of employees. 
Besides, the absorption of oxygen with sluggish air flow in abandoned 
regions is likely to cause spontaneous fires. Sealing such abandoned 
places (cheaply and effectively done by guniting) will conserve the air 
supply for use in active workings in unvitiated form, and will tend to 
prevent spontaneous fires. 

Currents of comparatively cool, pure air frequently pass within a 
few feet of places where men work about 10 or 15 min. in hot, stagnant, 
humid air, and then spend 20 to 40 min. ‘‘cooling off” in the nearby air 
current, which could readily be diverted to the working face. 

Mines having hot rock but cool water, either from the workings or 
piped from the surface, allow the air to assume the temperature of the 
surrounding rock, when sprays of the cool water would give cool air to 
workers. 

Frequently small fans with canvas or galvanized-iron pipe are pro- 
vided to force air to the working faces, but the end of the pipe is left 100 
ft. or more from the face, and the worker at the face is left to suffer from 
hot, stagnant air, and frequently headache and nausea from fumes from 
the muck pile. 

Air courses are frequently piled with lumber, timbers, etc. practi- 
cally cutting off air flow. In main shafts, cages or skips are left standing 
in such manner as practically to plug the shaft. In main haulage drifts, 
also acting as air courses, trips of cars are left standing so that air flow is 
practically nil. Doors are frequently left open for hours at a time, 
depriving entire sections of the mine of air circulation; only too fre- 
quently doors are of such faulty construction, or in such poor repair, that 
more air leaks through than is held in check. 


Connecting Ventilation Systems of Different Mines 


The general metal-mine practice (and frequent coal-mine practice) 
is to ventilate one mine through another. While this is cheap and con- 
venient, it is inefficient and dangerous, as the mine receiving air from 
another usually has hot, humid, vitiated air frequently impregnated 
with gases, fumes from explosives, etc. and with dangerous dust. There 
have been many deaths in metal mines, as well as coal mines, from fumes 
from a fire in an adjoining mine (due to reversal of air currents) even when 
under ordinary ventilation conditions the mine with the fire is on the 


return air. 
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Relation of Ventilation to Fire Protection and Prevention 


One of the most important considerations in connection with metal- 
mine ventilation is its relation to fire protection and prevention. In 
addition to the advantage of having fans with provision for readily 
reversing air currents, fire protection is greatly advanced by a sys- 
tematic splitting of air currents, and by having a system of well 
constructed doors in openings along main intake shaft or air course, such 
that the main intake shaft or air course may be positively isolated from 
the remainder of the mine in case of fire in the intake. These doors (and 
in fact all doors underground) should be held shut by a latch, system of 
weights and pulleys, etc. A door held shut only by the air pressure is 
dangerous, as air currents are likely to be reversed, either naturally or 
mechanically, at time of fire. Automatic doors should have devices that 
will close the doors and hold them shut when they are released after 
being opened. 


Data Obtained by Ventilating Experiments 


Valuable data have been obtained during the past few years by 
progressive metal-mining companies experimenting in ventilation 
problems and with various kinds of equipment. 

1. Small fan and canvas pipe units have been developed for delivery 
of 1000 to 5000 cu. ft. (28 to 141 cu. m.) of air per min. to workers at 
blind-end faces of drifts, crosscuts, stopes, raises and winzes, greatly 
improving working conditions and decreasing costs, labor turnover, etc. 
To avoid the heavy expense due to rapid decay of the canvas tubing, 
recent experimental work has developed a process by which the cloth is 
treated, and decay materially reduced or at least delayed. 

2. Partly for fireproofing, partly to reduce friction of air in shafts 
and other main air courses, there have been developed several methods 
of smooth-lining by use of the cement gun, with the result that the air 
flow is practically doubled with the same amount of power. 

3. Similarly, it is found that smooth-lined circular shafts will deliver 
over three times as much air as the same cross-sectional area in a rectan- 
gular, exposed-timber shaft as usually constructed. 

4. Use of small fans forcing air at high velocities through galvanized 
iron or canvas tubing causes rapid increase in temperature, together 
with simultaneous decrease of relative humidity. While the increase 
of temperature is a disadvantage, the decreased humidity and rapid 
movement much more than offset any disadvantages. 

5. Use of cool water sprays is effective in reducing temperature of 
underground air, and when carried on in conjunction with fan units 


giving adequate velocities, workers in hot, deep mines are given decided 
relief, 
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Recommendations as to Metal-mine Ventilation 


All metal mines should be ventilated mechanically, using a fan in a 
fireproof housing, placed preferably on the surface, and having a capacity 
of 50,000 cu. ft. or more per min. for a fairly large mine, or one with high 
rock or water temperatures, or having gas flow from strata. The fan 
should operate 24 hr. per day and should be able to deliver against a 
water-gage pressure as high as 5 in. Theré should be provision, by 
suitably arranged doors or otherwise, for the prompt reversal of air 
currents desirable. Ai ¢ Z 

The mine should be divided into absolutely separate air splits, so 
that the intake air for a split will have a velocity of 200 to 500 ft. (60 
to 152 m.) per min. in the main air courses, circulate through a limited 
number of air places, and be removed to the surface before the tempera- 
ture, humidity, dust, and gas content become so high as to be harmful to 
the health or efficiency of the workers. The establishment of absolutely 
separate splits will also, in case of mine fire, confine dangerous fumes to 
one split, and prevent the spread of these gases through the other mine 
workings or into other mines. 

A special effort should be made to conduct moving air to the working 
places. The mining system (especially future work in a well prospected 
mine) should therefore be planned to give an intake air course and a 
return air course, as in coal-mining practice, by driving parallel workings 
in pairs with frequent connections and closing all the connections except 
the one nearest the working face. Where necessary to drive single drifts, 
crosscuts, raises, winzes, etc., provision should be made for adequate 
mechanical ventilation, preferably with a small fan forcing air through 
canvas or galvanized-iron pipe. Canvas pipe should be preferred as it 
is more flexible and more likely to deliver the maximum fan capacity 
at the working face; by using a “blasting length,” the air current can be 
kept close to the face at ordinary times. 

While suction ventilation of blind ends will more quickly remove 
explosive fumes from the working face, at ordinary working periods it 
does not give the cooling and exhilarating effect of the air as it issues from 
the end of the tube in the pressure system. Moreover, by delivering 
1000 cu. ft., or more, of air per min., a fan and canvas pipe system will clear 
an ordinary working place of fumes (or at least safely dilute it) within 
10 or 15 min. The compressed-air blower delivers only about 100 cu. 
ft. of air per min. and is dangerous to rely on for the removal of fumes. 

Doors should be so placed as to control air currents, prevent leakage, 
and isolate the intake or the return shaft. All doors supposed to be kept 
closed should be held closed positively by some definite method. The 
placing of well made doors is a vital part of safe and efficient ventilation 


practice. 
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As workings are abandoned, they should be effectively sealed to 
prevent spontaneous fires and to conserve the air supply for active 
workings. Gunite over boards and metal lath or chicken-wire or over 
gunnysacking and chicken-wire gives a substantial and tight seal. 

Where possible, each mine should be ventilated absolutely indepen- 
dently of every other mine with both return and intake air courses (shafts, 
drifts, etc.) to the deepest or farthest workings. If possible, main intake 
and return air courses should not be used for other purposes, such as 
haulage. 

Air courses should be kept free of obstructions. Cages and skips 
should be held above the shaft collar when not in use. Levels used as air 
courses should be kept free of piled timber, standing cars, locomotives, 
etc. At intervals, raises should be provided between levels or into 
stopes, with platforms and other obstructions removed to allow free 
circulation of air. Where shafts, raises, etc. are of small cross-sectional 
area, they should be smooth-lined, as this practically doubles the possible 
air flow for the same pressure. 

The coal-mining practice of using deflecting curtains of fireproof brat- 
tice cloth, or of using lined brattices, overcasts and deflecting doors in 
raises, might be adopted to advantage. Where cool water is available, 
it might be used to cool air currents by sprays in hot drifts or to cool the 
air and increase its flow in downcast shafts, raises, etc. With the efficient 
use of cool-water sprays and a high air velocity, there is no reason why 
men may not work under comfortable and healthful conditions until 
rock temperatures approach 135° F. (57° C.), which is much higher than 
temperatures in the deepest workings of any mining region of the United 
States, with the possible exception of one camp that is not heavily worked 
at present. 

By far the most essential feature in providing adequate and efficient 
ventilation of metal mines is constant, intelligent supervision, which 
can be had only by assigning all ventilation work to a wide-awake 
progressive engineer. 

CoNCLUSION 


The above data, conclusions, and recommendations embody essen- 
tially the personal experience and views of the writer and are offered with 
the idea that later experience and data may cause some changes; how- 
ever, the data and conclusions are given after over 20 years’ experience 
and observation in coal and metal mines in over twenty-five states of the 
Union. 


DISCUSSION 


H. M. Lanois, Philadelphia, Pa.—Until comparatively recently, 
all dusts were grouped under the same heading. Of course they were 
subdivided into organic dust, mixed dust, and inorganic dust, but there 
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was: little or no distinction as to their relative harmfulness. This 
distinction has been established in the last few years, and has a certain 
relation now to preventative medicine and industrial problems. There is 
no pathological proof as to the harmfulness of organic dust, which never 
produces any injuries of the lungs. Inorganic dust, on the other hand, 
if inhaled under the proper conditions and for a sufficient length of time, 
will almost certainly produce perfectly definite pathological changes in 
the lungs, so definite that you can predict absolutely what is going to 
happen. 

A potter for example, can be in the trade for about 15 years before 
he begins to show any evidence of injury to his health. More often it is 
about 20 years, and it will be about 30 or 35 years before there is defi- 
nite, serious change. Even then, the ordinary examination in the early 
stages will show nothing by physical signs, but the X-ray will show, 
as in all cases of inorganic dust, a most serious distorting disease of the 
lungs. 

Silica produces a more acute inflammatory condition of the lungs than 
any other of the inorganic dusts. The idea has been advanced that silica 
gives rise to some chemical reaction. This hypothesis has never ap- 
pealed to me, because, so far as I know, the only chemical substance 
that has any effect on silica is hydrofluoric acid. 

It hardly seems possible to me that there is any chemical fluid in the 
body, which can be involved, that would have a corroding influence, or 
would be apt to set up a chemical reaction if brought in contact with 
materials of this sort. Furthermore, the South African observers were 
able to show, from histological studies of the lungs, that these fine pieces 
of silica, the sharp points, which would be the ones first influenced by 
such chemical action, were unchanged. 

The changes that take place in the lung as the result of inhaling 
inorganic dust are definitely progressive. In some men they occur 
early and in others they are more or less deferred; every now and then 
one is encountered who seems to be resistant to the effects of the dust. 

So many men in the granite cutting industry have died or become 
incapacitated as the result of intense exposure to inorganic dust that a 
serious attempt is being made to introduce preventive measures in 
order to save the industry. When the investigation of the granite 
cutters was started, it was thought that the industry was productive 
of an undue amount of tuberculosis, but it has been found that many 
of these cases are pure pneumoconiosis. The symptoms are almost 
identical with those of tuberculosis and even an experienced X-ray 
man may have difficulty in telling whether or not tuberculosis is also 
present. 

Doctor Lanza has pointed out that the living conditions of miners 
show that infection occurs in many of the men, not as a result of the 
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industry, but of their living habits, and of their houses becoming in- 
fected. I know of no condition that demands intensive study on the 
part of large corporations and engineers more than the protecting of the 
men against inorganic dust. The real work that must be done today is 
in educating the workmen; they are prone to become careless about 
utilizing the appliances at hand. Also, they are apt to be rebellious, 
particularly in the matter of physical examination, assuming that 
somebody is trying to find something the matter with them, so that they 
can be put out of work. 


A. J. Lanza.—In the case of hard-rock dust, the danger consists in 
the amount of silica in the dust, and the extent of exposure. It is 
purely a mechanical proposition. A man may work three or four months 
a year in a silicious dust without injury while a man working twelve 
months a year in a moderately silicious dust will be a victim. Exposure 
to silicious dust for any great length of time is inevitably harmful. 

It is unfortunate that the prevention of dust—and therein lies the 
prevention of disease; once dust is in the air it is almost impossible to 
do anything with it—is not as easy in practice as it seems on paper. It 
would seem, theoretically, that the liberal use of water would be simple, 
but in mines situated at a high altitude, during the winter, the liberal 
use of water is apt to cause freezing of dirt when hauled to the surface; 
besides, the average miner would rather breathe rock dust, and know he 
was going to die of consumption, than to get wet and fear that he was 
going to get rheumatism. 

The use of respirators for protection against dust is fallacious. The 
average size of dust particles that penetrate into the lungs is about five 
microns in diameter. Larger particles remain in the upper respiratory 
tract. A respirator of a sufficiently fine mesh to filter out of the air 
particles of from two or three microns to ten microns in diameter, 
would offer so much resistance to breathing that a man could not work 
with it. 

It is in the application of water that our safety lies. That idea has 
been carried to a high degree of perfection in South Africa. There 
blasting is never done in hard rock mines without using a water blast. 
This is an intensive water spray that is turned on just before the shots are 
fired, so that as the shots go off the whole thing is buried under an 
immense spray of water. 


GrorceE E. Couns, Denver, Colo. (written discussion).—My exper- 
ience is that in mines opened by adit level with connection to one or 
more surface shafts—such as are common in Colorado—natural venti- 
lation is usually effective; the natural current is continuously at work, 
whereas in mines where work is carried on for only one or two shifts 
artificial ventilation is commonly suspended when the mine is idle. 
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The greatest single improvement in connection with dust is to confine 
work to a single shift, so that there is ample opportunity for fine dust to 
settle in the interval between shifts. The other advantages to the 
health and comfort of the men, arising from day-shift work, are such that 
I have always planned, whenever possible, to concentrate underground 
work on day shift. 

My observation has been that the use of wet machine drills does not 
protect men from contracting miners’ consumption. The striking 
differences between different mines and different districts in respect to 
the relative number of men contracting this disease suggest that much 
remains to be learned as to its causes. 

I do not agree with Mr. Harrington’s recommendation to use an 
underground ventilation fan with tubing solely as a blower. It should 
be connected so as to blow or exhaust at will: the former for use when men 
are at work, the latter to remove dust and gases after blasting. Canvas 
pipe is convenient to handle, but it cannot be used for exhausting. As 
a rule, galvanized-iron pipe is preferable, with a couple of lengths of 
canvas pipe for use at the breast. The direct use of compressed air 
for blowing back gases after blasting is ineffective, as it often drives it 
merely a few hundred feet from the face. But the compressed air, used 
as a jet in a galvanized-iron pipe to induce an exhaust, is an effective, 
although rather expensive, aid to ventilation. 

All ventilation work should not be taken completely out of the 
jurisdiction of lesser mine officials. The essential point is to educate 
foremen and shift bosses to realize the value of good ventilation. I can 
remember when horizontal brattices in drifts (to induce ventilation) were 
far more general than now. The constant tendency to relieve the men 
and their immediate leaders of all duties and responsibilities removes 
the necessity and incentive for intelligent work. 
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Alaskan Coal Fields 


By Grorce Watkin Evans, SEATTLE, WASH. 


(New York Meeting, February, 1921) 


Dunrina the past ten or twelve years, the average reader of newspaper 
and magazine articles has been led to believe that enormous deposits 
of high-grade coal exist in the northland and that these can be mined for 
practically nothing. But much of the reputed glitter and attractiveness 
of Alaskan coals disappears when viewed at close range. 

Many areas of coal-bearing rocks are widely distributed geographically 
from Cape Lisburne, on Bering Sea, to Admiralty Island, south of 
Juneau. Bituminous coal is found at Cape Lisburne, on the Bering 
Sea, at Five Finger Rapids on the upper Yukon, and at Herendeen Bay 
and Chignik Bay; lignite is found on the Kobuck River, along the Yukon 
River from points near the mouth to Tonakat, near Rampart, at Dawson, 
on the east shore of Cook Inlet, and in the Tanana Valley, 50 mi. south 
of Nenana. The Susitna and Matanuska Valleys contain coal ranging 
from lignite to anthracite, and in the Bering Lake district, there are 
coals ranging from semi-bituminous to anthracite. 

No effort will be made to describe all of these fields, but the writer will 
confine himself to the four principal fields, namely, the Nenana field, in 
the interior of Alaska, tributary to the Fairbanks district; the Matanuska 
field, in the Matanuska Valley; the Kachemak Bay field on the east 
shore of Cook Inlet; and the Bering River field, east of the mouth of 
Copper River. 


NENANA Coat FIELD 


The Nenana field occupies an area east of the Nenana River 70 mi. 
(112 km.) southwest of Fairbanks and approximately 50 mi. from the 
town of Nenana, which is located at the junction of the Alaskan Railway 
and the Tanana River. It is on the northern flank of the Alaskan 
Range and occurs within the foothills of that district. The elevations 
range from 1000 to 4000 ft. (304 to 1219 m.). Future developments 
may prove the field to extend from a considerable distance west of the 
Nenana River to the headwaters of the Tanana River. 

The coal measures are of Tertiary age and are probably Eocene. 
They are not badly deformed by folding, but portions of the field show 
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a small amount of faulting. Along Lignite Creek the measures are 
regular and should be favorable for mining. Eight or more coal beds 


- are exposed in a cross-section at Lignite Creek. The lowest is over 


40 ft. (12 m.) thick and two others are over 30 ft. thick. The coals are 
lignitic and, as mined, contain a high percentage of moisture. One 
analysis showed: moisture, 35.10 per cent.; volatile matter, 25.10 per 
cent.; fixed carbon, 34.60 per cent.; ash, 5.20 per cent.; calorific value 
7000 to 7800 B.t.u. This coal in its natufal state contains a high 
amount of moisture and is of low rank. 

The continuity of the coal beds and the small amount of deformation 
makes the field attractive from a mining standpoint and, because of 
the great thicknesses of the coal beds, should permit of lower mining 
costs than any of the other Alaskan fields. It is not improbable that 
in portions of the Lignite Creek area the coal can be mined by scrapers 
or steam shovels. 

Much has been said about the need of fuel in the interior of Alaska; 
in the Fairbanks district, prior to the war, wood sold for from $9 to $15 
a cord and even at these prices it was difficult to secure suitable wood 
within certain districts. With a cheaper fuel available, there is reason 
to believe that many of the low-grade placer claims in the Tanana 
district, which are now idle, could be successfully operated. 

The coal of the Nenana field might be utilized by partial carbonization 
and briqueting of the residue. In the briqueted form, the product would 
be of much higher grade than the raw coal and would bear transportation 
costs to better advantage. Another method would be to install a central 
power plant in the coal field itself and distribute steam-generated elec- 
tricity to the placer mines of the north. This would be an admirable 
scheme so far as power is concerned, but would not meet the demand 
for fuel for heating purposes. 

The government railroad has been built into this field and trans- 
portation is provided into the Tanana Valley; one small mine has been 
opened to supply the needs of the railroad and the town of Nenana. 


MatTanuska Coat FIELD 


The Matanuska coal field lies between Moose Creek and Thaneta 
Pass. Disconnected coal areas are distributed from the head of Cook 
Inlet to Thaneta Pass, but Moose Creek is usually recognized as the 
western boundary. The field lies northeastward of Anchorage, with 
which it is connected by a branch from the main line at Matanuska 
Junction. 

The elevations range from about 500 ft. (152 m.), in the southwestern 
portion, to 3000 and 4000 ft. in the northeasterly area. The hills and 
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mountains rise from the Matanuska Valley toward the Talkeetna Moun- 
tains on the north and the Chugach Mountains on the south. The 
Matanuska River drains the entire district. The principal tributary 
streams are Moose Creek, Kings River, and Chickaloon River. 

The coal-bearing strata are Tertiary in age and are probably Eocene. 
The coal beds in the area west of Moose Creek are lignitic; to the east- 
ward they become anthracitic in a small area east of Chickaloon. 

The coal beds have been greatly deformed within both the Moose 
Creek and the Chickaloon district. In the Moose Creek-Eska Creek 
areas a great deal of faulting occurs which has greatly handicapped 
development. At Chickaloon, the beds are folded and are highly 
faulted; in addition they are intruded by igneous rocks. 

Within the Eska Creek area, which:lies east of Moose Creek, eight 
or more beds have been found, six of which have been developed to some 
extent. These beds range in thickness from 2 ft. 6 in. to 14 and 15 ft. 
(0.75 t04.5m.). The thicker beds contain numerous bands of impurities. 
In the Chickaloon area, six or eight coal beds have been discovered; they 
range from 8 to 16 ft. in thickness, but carry a rather high percentage 
of impurities. This coal will be of value mainly for local consumption. 
An analysis of the coal in the best bed is: moisture, 5.56 per cent.; 
volatile matter, 36.52 per cent.; fixed carbon, 51.32 per cent.; ash, 
6.60 per cent. 

Within the Chickaloon area a better grade of coal has been found; 
in fact, the coal mined by the Naval Expedition of 1913 was rated 98 
per cent. as efficient as eastern Pocahontas coal for steam-generating 
purposes. An average analysis of a sample of 800 tons of the smaller sizes 
of coal from one bed showed 2 per cent. moisture, 20 per cent. volatile 
matter, 70 per cent. fixed carbon, and 8 per cent. ash. The larger sizes 
from this same bed contained a much higher percentage of ash. When 
properly cleaned, the coal from the Chickaloon area is an excellent 
steam coal and is suitable for coking and blacksmithing. 

The mining conditions at Eska Creek are somewhat similar to those 
in western Washington, a region that is folded and faulted to as high a 
degree as any other commercial coal field in the United States. During 
1917, the average production per man per day was 0.47 ton; in 1918, 
1.5 tons; and in 1919, 1.65 tons. No corresponding records are available 
for the Chickaloon district but there is good reason to believe that this 
district will not prove to be any better, though the No.8 bed at Chickaloon 
might show better averages. Both the Eska Creek and the Chickaloon 
districts will be expensive to develop and operate. 

The greatest need for the development of the Matanuska and other 
Alaskan coal fields is to supply the demands of the area tributary to 
the field itself. In addition, the Alaska Railway will require a reasonable 
amount of coal. Should a smelter be constructed in the western part 
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of Alaska, close to tidewater, coke made from Chickaloon coal might 
be utilized for smelting purposes. If produced in sufficient quantities, 
Chickaloon coal might be marketed for blacksmithing and to the 
United States Navy. 

Considerable doubt exists as to the total minable tonnage within 
the high-grade portion of the field at Chickaloon, The development 
work done within the past three years indicates only a limited tonnage. 
At the Eska mine, gangways have been driven on five coal beds in 
the area west of the creek and an equal number of gangways on beds 
east of the creek. In 1917, 13,869.7 tons;,in 1918, 54,912.88 tons; and in 
1919, 39,975.85 tons were mined. At Chickaloon, a slope about 600 ft. 
(182 m.) deep has been sunk on one of the beds and numerous rock 
tunnels have been driven. 


KacHeMAk Bay Coat FIEup 


The Kachemak Bay district is the southeasterly extremity of a 
large coal area that extends along the east shore of Cook Inlet. The 
elevations range from tidewater to about 1000 ft., on the plateau north 
of Kachemak Bay. In general, the districtis a moderately sloping 
plateau overlooking Kachemak Bay and a part of Cook Inlet. 

The coal beds are Tertiary and probably upper Eocene. The beds lie 
at gentle angles, for the greater part, dipping to the northeastward 
toward the plateau. There are a few faults within the field, but the 
structure is generally simple and the faulting not of large displacement. 

Seven coal beds have been reported at Bluff Point, but these are 
probably not the complete series of coal beds in this district. Three 
of the beds are approximately 4 ft. (1.2 m.) thick, one is 6 ft. thick, 
and the other three are from 2 to 3 ft. thick. An average analysis for 
the coals is: moisture 21.54 per cent., volatile matter 39.1 per cent., 
fixed carbon 30.26 per cent., ash 9.1 per cent. 

The ease with which the coal can be mined and its accessibility to 
water transportation should make this district one of the most attractive 
to the financier, yet it has received the least attention. It is true that 
the coal is of low rank, but a greater number of British thermal units 
per dollar can be mined and delivered to the consumer than in any other 
coal field in Alaska tributary to the Pacific Ocean. A mine producing 
about 100 tons per day is in operation at Bluff Point during the summer 
season. ‘The coal is largely consumed at the canneries and on the boats 


used by the cannery companies. 


Bering River Coat FIELD 


The Bering River coal field is located from 50 to 80 mi. (80 to 128 km.) 
easterly from the town of Cordova. It occupies a portion of the foothills 
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of the Chugach Mountains east of the mouth of Copper River. This is 
the coal field that.received so much publicity during the Ballinger- 
_ Pinchot controversy and in it are located the much-discussed Cunningham 
group of coal claims. 

This coal field is approached more easily from Katalla than from 
Cordova and lies from 15 to 40 mi. northeasterly from the former place. 
Recently a truck road was constructed connecting a portion of the field 
with a shipping point near Bering Lake; a railroad has also been built 
from a point on Bering River to the northeasterly end of the coal field 
but it is not in operation at the present time. The elevations range 
from tidewater to between 5000 and 6000 ft. in the extreme northeasterly 
portion of the field; the hills are rather precipitous. 

The coal beds within this field are either Upper Eocene or Lower 
Miocene. From a structural standpoint the field throughout is complex 
and the disturbances increase from west to east. Folding has been 
intense; in addition there are many faults and in the eastern end intrusive 
rocks add to the complexity of structure. A large tonnage of coal, 
however, apparently exists above water level. 

It is impossible, from the present available information, to state 
exactly how many coal beds are within this field. Within a given cross- 
section, seven separate beds have been enumerated but probably these 
are not all. Because of the excessive faulting and folding, it is believed 
that beds have been repeated a number of times within the same cross- 
section. There are hundreds of outcrops in this field; in one tract alone, 
consisting of a little over 2000 acres, 250 separate coal outcrops have 
been observed. ‘These, no doubt, are repetitions and represent elongated 
lenses of coal rather than distinct separate beds. Unquestionably a 
greater number of outcrops occur within this coal field than in any other 
coal field in Alaska so far developed, but this large number of outcrops 
indicates uncertainty of continuity of the beds. 

The coal of this field is no doubt the highest grade so far discovered 
on the Pacific Coast. In the westerly portion, the coal is semi-bitumi- 
nous, near the central area it becomes semi-anthracite, and in the extreme 
eastern end anthracite has been found. Recently the writer made 
exhaustive tests and found that coal with approximately the following 
analysis can be produced in a properly constructed and operated plant: 
moisture 1.0 per cent., volatile matter 15.0 per cent., fixed carbon 78.0 
per cent., ash 6.0 per cent. Several of the ‘‘floats”’ of the samples taken 
during the past summer contained less than 2 per cent. ash. But the 
reader must not think that the beds contain coal of uniform character 
between the walls because this is not true—the beds as a whole contain a 
large amount of impurities associated with the coal. The samples 
collected were obtained in much the same manner as the coal will be 
mined in regular practice and exhaustive float-and-sink tests were made 
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on a large scale. It was proved that the coal is clean and of high grade 
and will make a good separation from the impurities that will accompany 
it as mined. Although the coal is uniformly clean from one end of the 
field to the other, the associated impurities within will require care in 
mining and attention to the proper construction and operation of the 
coal-cleaning plant. 

In 1912, between 800 and 1000 tons of coal were mined from the 
Cunningham property and tested on a United States battleship. The 
conclusion reached was that the coal is not suitable for naval use. It 
is probable that large percentages of shale were included in this test 
sample, as the coal and associated impurities resemble each other so 
closely that it is difficult to distinguish between the coal and the shale. 
A properly constructed and operated coal-cleaning plant would make 
possible good separation and there is little doubt that properly prepared 
coal from this field could meet the standards of the Navy test. 

The coal in the western portion of the field is badly crushed and will 
not stand much handling without crumbling into dust. Within parts 
of this area, the coal will coke and it is claimed that coke of excellent 
quality has been made from coal from the Cunningham property. 
The writer is not thoroughly convinced that the coal of this field will 
make uniformly good coke. Tests made recently indicate that the coal 
coked very well, whereas in other tests it did not coke at all. Statements 
have been made that this field contains a large tonnage of high-grade 
coking coal, but the writer doubts the uniform coking character of the 
coal from this field as a whole. It is known that east of Clear Creek, 
from a point near the central portion of the field to the extreme eastern end, 
the coal becomes anthracitic and has lost any coking property that it 
might have had. 

The cost of mining coal in this field will be high, and it is question- 
able if a large part of the field itself can be operated at a profit. The 
disconnected character of the coal lenses and the crushed character of 
the coal, as well as the surrounding walls, make the problem of mining 
difficult and hazardous. It would be necessary to do considerable 
rock tunnel work in proportion to work on coal. The stories told about 
the mountains of high-grade coal in this field that can be mined at little 
or no expense are absolutely false. The cost of mining coal in this 
district will be as great, if not greater, than in any of the coal fields now 
operating in the western part of Washington. : 

With fuel oil disappearing from the fuel markets of the Pacific 
Coast, especially the north Pacific Coast, indications are that coal from 
some field must be used. ‘The coal within the Bering River field is high 
grade and would make an excellent steam fuel, for which reason this 
coal should stand a good chance of supplying these needs. At present, 
there is a market for 30,000 or 40,000 tons of coal a year along the 
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Alaskan coast, but if fuel oil is replaced by coal, there will be a market 
for over 150,000 tons a year. 

At present two companies are doing development work in this field. 
One is operating on a lease in the area between Lake Kushtaka and Lake 
Charlotte and the other is operating in the Carbon Mountain district 
in the area east of Canyon Creek. The latter property is connected 
with Bering River by a railroad but no appreciable amount of coal has 
been shipped. The property that is being developed between Lake 
Kushtaka and Lake Charlotte is connected with a point on Shepherd 
Creek by a truck road. This company has not yet reached a producing 
stage, but it is expected that upwards of 50 tons per day will be produced 
during the summer of 1921. 


MARKET FoR ALASKAN COAL 


When developed, Nenana field will supply the needs of Fairbanks 
and the surrounding country. At present the market for coal in the 
Fairbanks district is rather limited, perhaps not more than 30,000 tons 
a year is required; but if the placer mines of the Tanana and Yukon 
basin develop as rapidly as some people think they will, a much larger 
market for the coal from this field will be developed. Inaddition, the 
operation of the government railroad between Broad Pass and Fair- 
banks will require fuel. 

The Matanuska field contains two grades of coal. The Eska Creek- 
Moose Creek coal is not of good enough quality to send to distant points. 
The Chickaloon coal, however, is of high grade and, if produced in large 
enough quantities at a reasonable price, should find a ready market, for 
naval and blacksmithing use and for coking. The Alaska Railway will 
no doubt use this coal in preference to the Eska coal if it can be produced 
at a reasonable price. 

The Kachemak Bay area, because it contains coal that can be mined 
at a moderate price and is also provided with water transportation, 
should be a factor in supplying the fuel need of the Cook Inlet country 
and the surrounding areas. 

As to the markets for the coals of the Bering River and Matanuska 
fields, much will depend on the cheapness with which they can be mined 
and how they will stand transportation. The householders have been 
burning lump coal from Vancouver Island and it will be difficult to 
educate them to use the smaller sizes of high-grade coal from these 
fields. For this reason neither of these coals will find favor at first as 
domestic fuels. 

For export trade it is doubtful if either coal will enter the markets of 
British Columbia or Washington except for special uses. At present 
no coal mined on Vancouver Island or in Washington is suitable for naval 
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use, and if the Bering River or Matanuska field produces coal sufficiently 
cheap and in large enough quantities, these coals will no doubt be used 
by the Navy in the future. 

It is not at all likely that Alaskan coal from the Matanuska, the 
Kachemak Bay, or the Bering River field will be shipped into Washington, 
Oregon, or California for general steam or domestic use. Neither the 
Bering River nor the Matanuska field will produce a high-grade coal in 
lump form, and inasmuch as the people of the“ Pacific Coast are accus- 
tomed to using lump coal, it will be difficult to introduce the smaller 
sizes produced in the Alaskan fields. - .° 9 2 


Toran Coat AREAS IN THE ALASKAN Coat FIELps 


It is estimated, by Stephen Capps of the United States Geological 
Survey, who mapped the Nenana coal field, that 165 sq. mi. (64 sq. km.) 
of land are underlain with coal-bearing strata in that district. This is 
probably a conservative estimate for the coal area of this district. No 
doubt, on further development, additional areas will be found. It has 
been stated that the beds of this field are thick, uniform, and regular, 
so there is no doubt that there is a large total tonnage of minable coal 
within this field. 

George C. Martin, of the United States Geological Survey, esti- 
mates that there are 54 sq. mi. (21 sq. km.) of supposed coal-bearing 
formations in the Matanuska field proper and that probably an additional 
24 sq. mi. might be regarded as extensions of supposed coal-bearing 
areas. The area between Eska Creek and Moose Creek undoubtedly 
contains a large tonnage of minable coal, but the area between Chickaloon 
and Kings River is somewhat doubtful; at least the more recent work 
done in this part of the field indicates considerable doubt as to the con- 
tinuity of the beds between these two places. Work is being done at 
the present time by the United States Navy to demonstrate the amount 
' of minable coal in the area lying between Chickaloon and Kings River. 
An additional area of coal-bearing strata lies eastward of Chickaloon 
and it is probable that, with further development, additional areas of 
high-grade coal will be found within this district. 

The Kachemak Bay field contains a large total area of coal-bearing 
strata. The coal-bearing formations appear to extend to the eastward 
from Bluff Point to the head of Kachemak Bay and to the northward 
along the northeast shore of Cook Inlet for a considerable distance. It 
is only by extensive future exploratory work that the full extent of this 
coal field can be determined. The continuity of the coal beds within 
this area and the ease with which some of them can be mined indicate 
clearly that there is a large total tonnage of minable coal within this 


district. 
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The Bering River field contains approximately 22 sq. mi. of coal- 
bearing formation in the bituminous portion of the field and perhaps 
25 or 30 sq. mi. of coal-bearing formation in the anthracite part of the 
field. Of the 22 sq. mi. or more of coal-bearing strata in the bituminous 
area, only a comparatively small portion will prove to contain coal that 
can be mined at a reasonable cost, for which reason the total tonnage of 
minable coal within this portion of the field will be much less than is 
generally supposed. This statement also applies to the anthracite part 
of the field. 


VARIABILITY OF ALASKAN COALS 


In the Nenana field the beds are normal, not much disturbed, and 
lignitic in character. In the Matanuska-Susitna field, especially in the 
vicinity of the Little Susitna River, the beds are normal and of lignitic 
nature. Eastward, the beds become more disturbed; the percentages 
of moisture in the coal decrease and the percentages of fixed carbon 
increase in the approximate ratio that the folding and faulting occurs. 
As the higher ranks of coal occur in areas of disturbance, they will be 
more expensive to mine. Within the Kachemak Bay field, the beds 
are lignitic or sub-bituminous but are regular in structure. In the 
Bering River field, the beds are compressed by folding and faulting to 
perhaps a greater degree than portions of the Matanuska fields; also 
the moisture content is less and the fixed-carbon content is greater than 
in the Matanuska. The greater compression in the eastern parts of 
this field over that of the western part has proportionately increased the 
fixed carbon content of the coal. 


Coau Frevps oF THE Paciric Coast 


In considering the Alaska coal problem one must take into account the 
other coal fields tributary to the Pacific Coast. Washington produces 
between 3,000,000 and 4,000,000 tons of coal a year, and the coast 
district of British Columbia produced in 1919, 1,850,142 tons. In 
addition, considerably over 500,000 tons of Utah and Wyoming coal were 
used. The production in California is small and has little bearing on 
the situation. Vancouver Island and portions of the coast district of 
British Columbia, Washington, and Oregon have large areas of unde- 
veloped coal lands; Wyoming and Utah possess large coal reserves and 
can continue to produce at the present rate for many years. 

Until the present, California has been supplying large quantities 
of fuel oil for the steam markets of the Pacific Coast. The large com- 
panies are not making contracts to supply fuel oil for any considerable 
period of time, and, furthermore, the price of oil has advanced materially 
within the past two years. It is expected that within a few years Cali- 
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fornia fuel oil will play an unimportant part in the fuel markets of the 
Pacific Coast. Not only has fuel oil been supplying the fuel needs of 
California, Oregon, and Washington, but also the Province of British 
Columbia, and to a large extent, Alaska. The disappearance of Cali- 
fornia oil from the Alaska markets makes it all the more necessary to 
develop Alaska coal at this time. 


t 
CoNCLUSION 


Exploitation of the Alaskan coalfields began about 1903 and develop- 
ment continued, in a small way, in the Bering River field until 1908, 
when President Roosevelt withdrew the Alaska coal lands from entry, 
Some development work had been done in the Matanuska coal fields 
and a small amount of work had been carried on in the Kachemak Bay 
field. When these coal lands were withdrawn from entry, development 
work ceased. Since 1915, it has been possible to lease coal land in both 
the Matanuska and the Bering River fields; the Kachemak Bay and the 
Nenana coal fields have more recently been subdivided into leasing units. 

Three attempts were made by private lessees within the Matanuska 
field to develop commercially valuable coal mines, but all three failed. 
.The government has taken over one of the leases to supply its needs in 
railroad construction. Figures are not available covering the expendi- 
tures incurred in the development of the Matanuska field, but no money 
has been made in the development of these coal areas, when total expendi- 
tures are taken into consideration. 

Several attempts have been made in the Bering River field to develop 
profitable coal mines, so that it appears that one of the companies in 
this field, and perhaps two, will develop coal mines of small production 
which will probably pay to operate. Taking the investment in this 
field as a whole, the coal mining venture has been a loss financially, 
and the individuals or organizations who have been putting their money 
into the field have been taking decided risks. 

Compare the foregoing statements of fact with the information 
given out by ultra-conservationists during the Alaska coal controversy 
to the effect that each and every coal claim in the Bering River field 
was worth in the neighborhood of $150,000. Instead of retarding private 
development in any of the Alaska coal fields, the government should 
have encouraged legitimate development in every way possible; it has 
assumed the latter attitude during the past few years. The writer be- 
lieves that any man, or association of men, who has the courage to 
invest money in the development of Alaskan coal lands deserves every 
encouragement possible, and is entitled to all the money that can be 
legitimately made, for the risk is unusually great. 
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DISCUSSION 


P. N. Moors, St. Louis, Mo.—Two years ago while waiting for a 
steamer, I was shown over the Chickaloon operations of the Alaskan 
Railway Commission by the engineer-manager, Sumner Smith. My 
observations of the coal confirm the conclusions of Mr. Evans. There 
is a small field of intensely tortured, broken coal, frequently cut by 
dikes. After my return I followed the reports of the Alaskan Rail- 
way Commission concerning this operation. The Chickaloon mine 
usually employed 30 to 40 men, and occasionally had an output of 125 
tons per week. It is but fair to state, however, that a large part of the 
work was prospecting. This end of the field shows remarkable foldings. 
In one case a clearly visible outcrop, a 4-ft. coal seam, is doubled twice 
on itself; so that it is called a 12-ft. seam by careless observers. An 
official who visited the region last summer reported that they had a 12- 
ft. seam in that field. This portion of the field has been altered until 
the volatile matter is much reduced, and the coal has a good heating 
power. Whether it will coke or not, I cannot say. At present, further 
development of it is being conducted by the Navy Department under a 
special appropriation of $1,000,000 by Congress for the purpose of thor- 
oughly testing the field. Whether the supply from it will ever reach any 
large amount is doubtful; but undoubtedly it will suffice for any local 
demand likely to exist in that portion of Alaska. 


H. H. Srorx,* Urbana, Ill—William Griffith, of Scranton, Pa., 15 
or 20 years ago, published an article in Mines and Minerals, in which he 
called attention to the fact brought out in the paper, that the surface 
indications are misleading, and that the amount of coal to be expected 
is much less than prophesied through the newspapers at that time. 


Geo. 8S. Ricz,f Washington, D. C-—While I have not visited Alaska, 
some of the activities of the work there have passed under my general 
supervision. 

When the Alaskan Engineering Commission needed coal, it tried to 
get it at Chickaloon, where previous expeditions had found that coal 
more nearly like that required by the Navy was to be found, but the 
Commission discovered that farther west, at Eska Creek, where the 
metamorphism had not been so great, that the coal lay rather more 
regularly in beds ranging from 3 to 5 ft. thick. These were opened and 
furnished the main supply for the Alaskan Engineering Commission. 
The maximum output was about 4000 tons in a month, which was 
more than the Alaskan Engineering Commission needed. So 30,000 or 


* Professor of Mining Engineering, University of Illinois. 
} Chief Mining Engineer, U. 8S. Bureau of Mines. 
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40,000 tons were piled at Anchorage and the operations curtailed. The 
Eska Creek coal, which is a high-volatile coal, as loaded carries 20 to 25 
per cent. ash, and therefore is not a high-quality coal, though it burns 
well enough to use on locomotives. The high ash is inherent but can 
be lessened by washing. The Chickaloon coal is naturally of high grade, 
but is interbedded with impurity, from which it must be freed for 
Navy use. 

About 10 years ago, the Navy requested fan appropriation for investi- 
gating coals in Alaska. At that time, attention having been attracted 
to the Bering River field, an expedition in-charge of R. Y. Williams, 
an experienced mining engineer of the Bureau of Mines, was sent to get 
out a 900-ton sample for the Navy. The first development started on 
what is called a 40-ft. bed in the Cunningham tract, which had entered 
largely into the discussions in Congress, but within 300 ft. the bed thinned 
out to nothing and its continuation could not be traced. The balance 
of the sample was then mined from other beds, and after recleaning by 
the Navy was tested on one of the Government ships; it was found to be 
good fuel, but not as good as had been expected. Later another appro- 
priation was made for investigating the coal in the Matanuska field, 
Chickaloon being decided as the most likely place. So about 900 tons 
of picked coal was mined and transported by sleds to the coast and tested 
on a Government steamship. This proved, by both analysis and actual 
trial, to be a trifle better than the average New River and Pocahontas 
coal used by the Navy; but it must be borne in mind that this was a 
hand-picked coal. 

The natural conditions in the areas of coal metamorphosed to 
the bituminous and semi-anthracite stages are extremely difficult for 
mining operations. The reports submitted weekly of the Matanuska 
Field government operations show this situation, particularly in the 
higher grade coal area at Chickaloon. There the original development 
started in the outcrop of the coal bed, which was 12 or 15 ft. thick, 
and dipping about 45 degrees. Numerous crosscut tunnels were made 
drifting along the several beds, but these proved very uncertain. In fol- 
lowing the larger bed down the dip, the dip changed rapidly to vertical 
and beyond, but at about 300 ft. resumed approximately its former dip; 
the coal thinned to 4 or 5 ft. thick to the dip and also thinned along the 
strike in each direction. 

Unquestionably there is a large amount of coal in the aggregate, but 
it is going to be difficult to mine unless some more undisturbed area is 
found. ‘There are also the complications, as Mr. Evans and Mr. Moore 
have pointed out, from igneous intrusions. 

From a strategic point of view, however, it is highly important to 
the country to determine whether or not there is in Alaska coal that will 
meet naval requirements in sufficient quantity, which can be mined at a 
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cost approximating that of New River and Pocahontas, plus the cost of 
delivery to the Pacific Coast. As the uncertainties of the coal and 
certain limitations of the Leasing Act tended to prevent concerns from 
taking a chance, it seems proper that Congress should have appropriated 
funds ($1,000,000) to the Navy to prospect and develop the coal suffi- 
ciently to determine whether there was workable coal, and it must be 
looked at very differently from the situation in the New River and Poca- 
hontas fields, because of its importance to the Navy. 

It now appears to be a question of quantity of coal of workable 
thickness rather than quality, as tests conducted at the Bureau of Mines 
Station, at Seattle, show that Chickaloon coal, when washed, is of good 
quality. Although the geologic movements have crushed the coal and 
mixed in impurities from partings and walls, it is low in sulfur and inher- 
ent ash; it may be freed from the shale inclusions by washing. If bri- 
quetted it would make a suitable coal. 


H. Emerson, New York N. Y.—Twenty years ago I opened a coal 
mine in Alaska and tried to operate it. I came near being indicted and 
put into jail by the Government. I then came to the conclusion that 
you could divide the Alaskan mines into three categories—those in which 
there was an abundance of coal, not worth while to mine; those that had 
coal that could be shipped but with veins so faulty you could not mine it; 
and those where there was exceedingly good coal but no possibility of 
shipping it, because the sea was too shallow for any boats to get in. I 
visited Alaska last summer and found that its development is not as far 
along as it was twenty years ago. 
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Geology of the Namma Coal Field, Burma 
* 


By Eprv Mo.uprnkss, E. M., Warcuuna, N. J. 


(Wilkes-Barre Meeting, September, 1921) 


Burma has long been known for its ruby, tungsten, and tin deposits 
and, lately, for having the largest lead-zine mine in the world, the Bawrde 
win mine of the Burma Corpn. All the coal used, however, is imported 
from Calcutta; this is a bituminous coal of about 11,000 B.t.u., 24 per 
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Fig. 1—Map SHOWING LOCATION OF COAL FIELDS AND TRANSPORTATION ROUTES. 


cent. ash, and costs about $8 per ton. Bituminous coal has not, thus 
far, been found, but many lignite deposits are known. The most prom- 
ising lignite deposits are in the Namma field, Fig. 1, situated in the North- 
ern Shan States of Upper Burma, about 30.mi. south of Lashio, the 


terminus of the Burma Railway, 750 mi. north of {Rangoon. The 
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most promising part of the basin is about 11 mi. (17.7 km.) long and 5 
mi. (8 km.) wide, with an area of 50 sq. mi. (129.5 sq. km.). 

The field was first explored in 1891. In 1906 a few test pits were put 
down and an unsuccessful locomotive test was made by the Burma 
Railway from coal taken near the surface. In 1918-19, a careful explora- 
tion made by the writer, for the Burma Mines, Ltd., resulted in proving 
considerable of the bed, which was opened in 1919 by a double-track 
slope to a depth of 500 ft. (152 m.); it has since been extended to 750 ft. 
(228.6 m.). The outcrops are few in the gently sloping country, with 
about 10 ft. (3 m.) of soil cover; but sufficient outcrops were found along 
the main stream of the Namma River and on small side streams to prove 
the location of the coal. 

The basic rock of the coal field is limestone of Devonian age, the coal 
being found in overlying Tertiary beds; the limestone is gently folded but 
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badly shattered in some places. A cross-section of the measures, Fig. 2, 
on the line A-A’ of Fig. 1, indicates the probable general outline of the 
basin, in which there appear to be no serious faults, although there are 
minor structural features near the surface. 

The columnar section of measures, Fig. 3, shows two main beds: the 
upper one from 10 to 15 ft. (8 to 4.6 m.) thick with an average of 12 ft., 
has a characteristic parting about the middle from 3 to 6 in. (7.6 to 15 
cm.) thick; the lower bed ranges from 19 to 40 ft. (5.8 to 12.2 m.), is of 
uniform character from top to bottom, and has an average thickness of 
about 21 ft. (6.4 m.) in the area examined. The stratum between the 
two beds is loosely cemented sandstones and clays, and maintains a 
thickness of 21 ft. Below the lower bed is a layer of quicksand 2 ft. 
(0.6 m.) thick, which is heavily charged with water. 

The coal is badly weathered at the surface, but below surface influence 
it is a lustrous, bright, black lignite with dark brown streak, having a 
specific gravity of 1.4 to 1.5. The coal breaks with a conchoidal fracture. 
On exposure, it loses some moisture and breaksinto cubical fragments. It 
burns with a bright flame and strong odor and yields a light coke of no 
strength; an analysis will average: water, 14 per cent.; fixed carbon 45 
per cent.; volatile matter, 87 per cent.; ash, 4 per cent.; B.t.u., 9000. 
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The writer considers 50,000,000 tons of coal in the lower and 30,000,- 
000 in the upper bed a very conservative estimate of the contents of the 
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Fig. 3.—CoLUMNAR SECTION TAKEN NEAR INCLINE. 


proved portion of the basin. As no mining has been done, the possible 
percentage of recovery has not been determined. 
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Two railway extensions from the Burma Railway are possible, each 
about 35 mi. (56 kms) in length, one from Seen by the Namma River, 
and the other from Manpwe via Mehan and Kokak, both of which are 
believed to be practicable. Transportation by rafts on the Namma 
River would be practicable in the dry season for small outputs. 

The mines would probably be worked by Chinese labor from 
Yunnan, as the local inhabitants, the Shans, fail to see the necessity for 
hard labor, and do not form a reliable working force. 

Due to the low efficiency of labor and the costly transportation, the 
cost of coal will be high, but, it is believed, considerably less than that of 
imported coal. 
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New Features in Structural Geology of the Anthracite 


Basins 
* 


By James F. Kemp,* New York, N., Y. 
(Wilkes-Barre Meeting, September, 1921) 


In earlier years, the custom prevailed of regarding the anthracite 
basins as cases of folding with slight development of faulting. Folding 
is so pronounced and, in the eastern and western Middle Fields, at times 
so violent, that the inference was a natural one and led to the widespread 
impression that practically all the disturbances of the seams could be 
explained in this way. The cross-sections and maps prepared forty or 
more years ago for the Second Geological Survey of Pennsylvania, by 
Mr. Ashburner under Prof. J. P. Lesley, exhibit little else than folds.! 
So far as I can discover faults fail in the charts, except in one small case 
in the Henry colliery near Plainsville on the outskirts of Wilkes-Barre. 

Some years ago, while spending a day or two in Wilkes-Barr, under 
the guidance of R. V. Norris, I looked over some recent and accurate 
cross-sections of a number of the large collieries and was deeply impressed 
with the peculiar behavior of some of the seams and the intervening 
shales. Thus, a seam might present a small, more or less overturned 
fold, rising 30 to 50 ft. (9 to 15m.) above its general course, and yet the 
movement would be taken up in the overlying shales, so as hardly to be 
noticeable in the seams next above or below. These and similar ano- 
malies, especially when shown with the accuracy of engineer’s surveys, 
possess great scientific and practical interest, bearing as they do, not 
alone on coal mining, but on theoretical geology and the actual behavior 
of strata under great compressive stresses. In preparation for the 
semicentennial meeting of the Institute, an effort was therefore made to 
secure some of the most interesting sections for presentation to the 
members. The collection of illustrations here shown is mainly due to 
Douglas Bunting of the local committee, to whom and to the contributing 
companies acknowledgments are due. 

The illustrations are taken from all four of the main basins, but are 
chiefly from the portions nearest Wilkes-Barre. The first are in the 


* Professor of Geology, Columbia University. 

1There are several volumes on the anthracite areas, listed as A-2 and A. A. The 
maps and cross-sections are folded in accompanying pockets, but also are to be 
found unfolded in the portfolios of the Grand Atlas, Division IT, Parts 1 and 2. 
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southern part of the Northern, or Wyoming, basin. The general geolog- 
ical section is as follows: 


ANTHRACITE REGION 


WESTERN PENNSYLVANIA 


PERMIAN Dunkard or Upper Barren 
Series 

Coal Measures thickest in Monongahela or Upper 

southern or Schuylkill Productive Series, 6 coal 

Deen ore ast Basin with about 20 coal seams. 

seams. Conemaugh or Lower Barren 
series. 

CABBONIFEEQUS Pottsville Conglomerate Allegheny or Lower Pro- 
thickest in Schuylkill basin, ductive series, 7 coal seams. 
with 6 coal seams. Pottsville Conglomerate. 

MISsSsISSIPPIAN Mauch Chunk red shales. Mauch Chunk red shales 

or LowER Pocono sandstone. containing also the Mauch 

CARBONIFEROUS Chunk limestone. 


Pocono sandstone. 


The subdivisions of western Pennsylvania cannot be easily carried 
out in the anthracite basins, and correlation of the strata must be made 
chiefly by comparative study of the fossil floras of the seams, as has 
been in progress by David White. A stratigraphic feature of much 
importance relates to the present, or former more extensive, existence 
of Permian strata in the anthracite areas, because on this question and 
the determination of the section that has been removed by erosion, 
depends the amount of load carried by the anthracite coal measures 
when they were folded. The folds and overthrust faults are character- 
istic of relatively small load. Moreover, individual small folds often 
become larger and larger as we approach the surface from the deep 
workings, just as if, with diminution of load, more extensive movements 
and adjustments became possible. 


NORTHERN, OR WYOMING, FIELD 


The first section, Fig. 1, is taken at the Auchincloss colliery on the 
southeast side of the Wyoming basin. There are 17 or 18 seams in the 
section, the number depending on the splitting into two of what would 
otherwise be a single seam. The names of the seams from the surface 
downwards are as follows: Nos. 6 to 10 inclusive; Top George; Bottom 
George; Abbott; Mills; Hillman; Baltimore; Top Forge; Forge; Top 
Twin; Bottom Twin, which splits into two on the left; Ross ; Red Ash. 
With some local variation these names will be found on the other sections 
from this field; the Baltimore seam is generally believed to be the cor- 
relative of the Mammoth in the other three fields. On the right-hand 


oa 
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side, the tendency of a fold, small in the lowest seam, to expand to greater 
proportions above is well illustrated, and the same tendency is shown in 
the large central anticline, which is overturned below, but grows broader 
and less violent above. The bulging of the shales and shaly sandstones 
and their tendency, by adjustment, to take up the displacement is well 
brought out. The splitting of the Bottom Twin seam and the double 
names for the George, the Forge, and the ¢lwin, show the difficulty of 
correlating seams, even in adjacent properties. Unless actual workings 
are connected, uncertainties often arise. The thickening and thinning 
of the Baltimore seam are very apparent. 
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Fig. 1.—CRoss-SECTION THROUGH COAL MEASURES AT AUCHINCLOSS COLLIERY. 


Fig. 2 is taken at Nanticoke about 8 mi. (12.9 km.) southwest of 
Wilkes-Barre. The right-hand half of the section reveals only slight 
disturbances, but the tendency of a small anticline below to expand 
above may be noted. At the surface is shown the old preglacial 
channel, which was buried in water-bearing sands and gravels and 
the unexpected presence of which led to the sudden rush of water, sand 
and boulders into the workings in the Ross seam, Dec. 18, 1885.? 

In the left-hand portion are two small overturns with steep 
dips facing to the left, which can be traced upward through several 


2Charles A. Ashburner: The Geological Relations of the Nanticoke. Disaster. 


Trans. (1887) 15, 629. 
Oy p . eller Buried River Channels of the Northeastern States. Proc. Wyoming 


Historical and Geological Society (1915) 14, 35-54. 


VOL, LXvI.—20. 
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seams, from right below to left above, at 
angles of 15° to 30°. The great point of 
interest, however, is the thrust-fold at 
the extreme left, which, beginning as a 
comparatively small overturn in the 
lower seams, develops at the horizon of 
the Cooper (the local name apparently 
for the Baltimore) into a strong thrust 
fault, with a displacement on the 25° 
dip, of 600 ft. (182 m.). The Forge seam 
75 to 100 ft. (22.9 to 30.5 m.) below is 
apparently not affected; and above it, 
the compressive strain was taken up in 
the adjustment of the shales with the 
great fault displacement mentioned. A 
second sympathetic overturn is shown 
still farther to the left, but with small 
breaks. The opposing dips of the axial 
planes of the folds and fault last de- 
scribed to those of the small ones farther 
to the right indicate that the two sets 
were produced by successive thrusts at 
different times. 

Fig. 3 is part of a much longer sec- 
tion of the measures near Plymouth, in 
the collieries of the Delaware & Hud- 
son R. R. At the right-hand side, a 
small thrust fault with a dip of 12° is 
shown. The main thrust fault farther 
to the left has a dip of 15° and produces 
in the Lance, the uppermost seam of the 
section, a displacement on the dip of 150 
ft. (45. m.). A displacement of 240 ft. 
has been suffered by the five-foot seam, 
which is 235 ft., vertically lower in the 
section; whereas the Bennett, 130 ft. 
vertically below the five-foot, has been 
displaced only 65 ft. Bulging and adjust- 
ment of shales are responsible for these 
differences. 

In the section at the Bliss Colliery, 
Fig. 4, at the right-hand side, the Red 
Ash and the Ross seams are affected 
by an overthrust N-shaped fold with 


ey, Reiee Banks:-.. “Sand Holes 


x 


Cave toHillman 


No. SHAFT 
Projected 370'Fast 


ee 


uy 
=. 
2 
S 
e 
s 
S 
P 


We 
t =e 
SS 
GEORGE A— 
CEA Ta 


ed /40'Wes 


<a 
ee 
ae 

yy 


a OF 


Seamin Fault 


£ No.26 ROCK SLOPE 
33 


BH preect 


N 
Fig. 2.—CROSS-SECTION THROUGH NANTICOKE PROPERTY OF SUSQUEHANNA COLLIERIES Co. 


JAMES F. KEMP 307 


| t41GS0N 
Sploufiay 


Fic. 3.—Part OF SECTION OF DELAWARE & Hupson R. R. COLLIERIES NEAR PLYMOUTH. 


+419SON 
-spjouhay 


‘OD TRIN 


308 NEW FEATURES IN STRUCTURAL GEOLOGY OF ANTHRACITE BASINS 


a very steep dip of the axial plane to the left. The bulging of the 
shales has been such that a sharp trough in the upper, or Ross, seam is 
brought directly over a sharp arch in the lower Red Ash. Ifa winze had 
been sunk from the bottom of the Ross seam trough in the natural expec- 
tation of finding a corresponding trough in the Red Ash below, it would 
have met an arch at less than half the normal interval! Farther to the 
left are two small overturns. The first is marked in the lower three seams 
and then is lost in a larger gentler fold above. The second is relatively 
small in depth, but with decreasing load at the time of folding, becomes 
larger and larger as we go toward the present surface. 

In the section at the Priscilla Lee basin of the West End Coal Co., 
Fig. 5, an extremely interesting instance of a greatly eroded anticline 
and accompanying thrust fault is shown. On the right, a drill hole at 
the end of the ‘No. 9 Projected Tunnel” revealed red shale with 3 ft. 
of shelly coal. This would imply that the Mauch Chunk shale, with a 


Sea Leve/ 


Fie. 4.—Cross-SECTION THROUGH COAL MEASURES AT Buiss CoLuIpRy. 


dragged-in block of sheared coal was faulted up opposite the Coal Meas- 
ures. Yet the actual mining had shown the Bottom Red Ash seam 300 
or 400 ft. immediately below. The Mauch Chunk shale must thus lie 
ahead of these workings. Finally, the existence of a great thrust fault is 
further demonstrated and its displacement amounting to 930 ft. is 
proved because the upward-thrust part of the Bottom Red Ash seam has 
been developed near the surface. After this upfaulted portion of the 
Bottom Ash seam had been traced to the left, it ran out to daylight 
because of erosion, but still farther to the left it was found preserved with 
the three next overlying seams in a small, outlying syncline. 

In Fig. 6, additional details of the great thrust fault are brought 
out, and the excessive crumpling of the coal seams in the hanging wall 
close to the fault is illustrated. Farther to the left, the flat and undis- 
turbed attitude of the Bottom Red Ash seam is one of the impressive 
structural features of the section. The strain was eased by a limited 
localized readjustment. 
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The northern, or Wyoming, Field from which these six illustrations 
have been taken is, on the whole, the 
least violently folded of the four main 
fields. The sections, however, make 
apparent that it has suffered from 
severe compression and that the easing 
of the strain has at times involved 
thrust faulting of great extent. 
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Fig. 7 is a section at Audenried. 
In this field, the local names for the 
seams are different from those applied 
near Wilkes-Barre. From the surface 
downward they are as follows: The 
Mammoth, which is a double seam, 
Wharton, Gamma, Buck Mountain, 
and Lykens. In the central part of 
the figure, despite the general, appar- 
ently gentle, folding, the Lykens seam 
is upthrust until it is opposite the 
Wharton, having moved upwards 500 
to 600 ft. on the plane of the thrust. 

Fig. 8 shows not only a remark- 
able folded structure in the foreground, 
with its sharp syncline in the center \ 
and small roll on the right, but also, in \ 
the background near the top, a remark- \ 
able fault that must have involved an 
extended shift nearly parallel with the 
strike. In the pit in the foreground 
with the water, the coal was in place on 
both sides of the syncline. The coal 
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fifteen seams are shown; their names, from the surface downwards, are 
as follows: Interval to surface, 200 ft., Spohn; interval 30 ft., Little 
Tracy; interval 70 ft., Big Tracy; interval 40 ft., Diamond; interval 
50 ft., Orchard; interval 135 ft., Primrose; interval 45 ft., veers Prim- 
rose; interval 75 ft., Holmes; interval 35 ft., Four-foot; interval 120 ft. 
top split of Mammoth; interval 100 ft., bottom split of Meinoth: 
interval 45 ft., Skidmore; interval 65 ft., Seven-foot; interval 80 ft, 
Buck Mountain ; interval 50 ft., Little Buck Mountain. These iiss 
vary in different places but the figures give a good working idea of the 
section of about 1100 ft. appearing in, the figure. In the syncline the 
Mammoth seam has two splits about 100 ft. apart. The Top Split 
scales on the large section 18 ft. of coal; the Bottom Split 26 ft. As we 
follow them to the left-hand portion of the section they almost unite; 
then part and finally almost reunite. 


Fig. 8.—PaArtT oF OLD HOLLYWOOD STRIPPING, ONE OF THE FIRST IN ANTHRACITE 
REGION. ‘THIS STRIPPING IS 300 FT. DEEP. 


As the large syncline on the right rolls over into its complementary 
anticline, a thrust fault has displaced the Buck Mountain seam about 550 
ft.; but the overlying Seven-foot extends farther to the left and stops 
opposite the Primrose. In the adjustments of the shales under the 
compressive strains, the interval between the bottom and top splits of 
the Mammoth seam is greatly increased on the hanging-wall side of the 
fault. To the left of the fault, the two splits of the Mammoth and the 
Skidmore are affected by a slight thrust fault, which is not shown in the 
Seven-foot, next below. Still farther to the left, the two splits of the 
Mammoth are thrust-faulted about 80 ft. without affecting the Skidmore, 
next below. Farther to the left, a great thrust fault involves a displace- 
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ment of about 1000 ft. in the Buck Mountain seam, the higher seams 
having been eroded from the hanging-wall portion. 
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Fig. 9.—SHENANDOAH AND MAHANOY BASINS. 


In Fig. 10, a sharp localized thrust is 
shown on the left-hand side of the syncline, 
which only produced a Z-shaped roll in the 
middle and bottom splits of the Mam- 
moth seam, without breaking the con- 
tinuity, but which displaced, by an 
overthrust fault of 400 ft., the Skidmore 
seam 75 ft. lower in the section. Bulging 
and adjustment of shales have taken up this 
thrust of 400 ft. without transmitting it 
appreciably to the top split of the 
Mammoth. 

In Fig. 11, the north limb of a syncline 
is shown in which an overturned fold has 
parted in a thrust fault with an unusually 
steep dip of 50°. While such data as we 
have indicate that the lower four and 
relatively thin seams have been rather 
sharply cut off, the Mammoth seam here 
about 40 ft. thick, has been turned and 
dragged up the foot wall of the fault for 
200 ft. Above the Mammoth seam on the 
foot-wall side of the fault, a huge bulging 
of the shales has been produced, increasing 
the normal interval of about 200 ft. be- 
tween the Mammoth and Holmes seams 
to fully thrice this amount. 


SOUTHERN FIELD 


An increased thickness of the geo- 
logical section, together with sharply com- 
pressed, deep synclines, characterizes the 
Southern Field. The sections shown are 
at the eastern end. In Fig. 12, viewed as 
a whole, two somewhat complex synclines 
are separated by the very sharp, broken, 
upright anticline in the middle of the 
diagram. About 950 ft. of strata are in- 
volved. The extreme squeezing and 
forcing upward of the Seven-foot, Mam- 
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lowermost Buck Mountain. Apparently some rupturing at the crest 
has also taken place, but exploration has not yet shown whether the 
two ends of the Mammoth seam will join or not. In the next subsidiary 
anticline on the left, there is an equally marked dragging upward of the 
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Fic. 10.—Cross-SECTION OF COAL MEASURES AT Sayre Couurery, Mr. Carmet, 
NORTHUMBERLAND Co. 


Holmes seam, whereas the Mammoth is but slightly affected. In both 
cases much adjustment has taken place in the associated sediments. 
In the first case, the Seven-foot seam is pinched and dragged nearly 
700 ft. above the Buck Mountain, and in the second the Holmes has 
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Fig. 11.—Cross-SECTION OF COAL MEASURES AT Packer No. 4 Couuiery, Lost 
CrrEK, SCHUYLKILL Co. 


reached a point nearly 800 ft. above the lower or main split of the Mam- 
moth. The two intervals in the normal section seem to be about 125 ft. 


and 75 ft., respectively. 
In Fig. 13, there are three interesting points. The small tight syncline 
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Pia. 12.—Cross-section K-K, Nesquenonina TUNNEL. 
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in the upper right-hand marks the survival after erosion of a sharply 
compressed extension of the main trough. In the latter, the peculiar 
roll of the Mammoth seam is worthy of study. At the left, a small and 
quite independent roll in the Buck Mountain seam has increased the 
interval between it and the Seven-foot from 160 ft. to 360 ft. The 
constant surprises which local structures of this sort bring to the mining 
engineer may well be remarked in passing. . 

In Fig. 14, a very peculiar little thrust fold with a doubling of the 
Mammoth seam on itself is shown on the extreme right. This little 
tight fold extends over 360 ft. of vertical distance. On the lowest tunnel, 
600 ft. north (or to the left) a small fold is shown in the Diamond, Little 
Diamond, Tracy and a very slight fold in the Spohn seam. Small as it 
appears in the illustration, this fold has increased the interval between 


NZ 
7\N ae. eal 
BS 
<Natura/ ss 
+ Surface ss 


JAMES F. KEMP 815 


uck Mountain 
:B. Strip 


5. B Buck Mountain 
* Rock Chute 


Buck Mtn, 
Crop fall 
HO 


»stnipping Dump, 


So a 
No,] Sz 
Tunnel Level” 


S SS wed / 
ie i ; 
BZ a Daturn-300 
. fd. above Tide Level | 
<S 


Fic. 13.—Cross-secTion D-D, Nesquenoninc TUNNEL. 


the Orchard and the Diamond from about 130 ft. on the tunnel above 
to about 225 ft. in the third tunnel. The most interesting feature, 
however, is the pinching and stretching of the Mammoth seam in the 
last anticline on the left. After it was pinched together, the Mammoth 
seam was stretched up vertically over 600 ft. In the complementary 
syncline on the left, it is pinched and stretched downward nearly 400 ft. 
There are other peculiar features in the molding and thickening of the 
Mammoth seam in the northern limb. 

In Fig. 15, about 650 ft. of strata are involved with seven seams. A 
remarkable anticlinal bulge and thickening with upward stretching of 
nearly 600 ft. have been produced in the Mammoth seam, and have 
influenced the four above it, but in so far as the inferred position of the 
two below are concerned, they are but slightly affected. 

In the oral presentation of this paper, additional sections were shown 
as greater latitude was possible with lantern slides than is the case with 
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the engraved figures. But the ones reproduced here serve to bring 
out the main features. The existence of thrust faults of a displacement 
to be measured on the dip of as much as 1000 ft. is the most important 
structural feature brought out. The tightly compressed and stretched 
folds, although more generally familiar, can never fail to be an object of 
interesting study to the geologist concerned with mountain-making 
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processes. Where they can be illustrated from the engineers’ surveys 
of the mines, they have an exact quantitative character of extreme value 
to the investigator. Some of the features commented upon, cannot fail 
to suggest the conclusion that the anthracite measures did not rest under 
a great load when they were folded, but that they were fairly free to 
break and slip by, when strained beyond a moderate ability to resist. 
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Mine Fires Extinguished by Sealing 


By Dovaias Buntina,* M. E., WiLKEs-Barre, Pa. 
(Wilkes-Barre Meeting, September, 1921) 


In THE anthracite fields of Pennsylvania, mine fires occur with more 
or less regularity and their existence is an ever-present hazard in coal 
mining. In all probability 90 per cent. of the mine fires can be ascribed 
directly or indirectly to the ordinary miner’s open lamp. Other causes 
may be smoking, electrical installations, gas explosions, gas feeders, and 
the communication of fire to the outcrops from ash dumps, culm banks, 
timber and brush fires. 

Fires in pump rooms, engine rooms, and barns have been largely elimi- 
nated as a result of the Act of Assembly, approved June 15, 1911, which 
provides that all inside buildings, including engine rooms, pump rooms, 
barns, etc., shall be constructed of incombustible materials. Smoking of 
pipes, cigars, and cigarettes should be prohibited in the mines and too 
much care cannot be exercised in preventing fires by enforcing all rules 
designed for that purpose. Mine fires that involve underground fighting 
are invariably dangerous, and all fires, irrespective of the method pursued 
in extinguishing them, involve property loss and expense. 

Each fire generally presents a more or less original problem, dependent 
on the particular conditions. Generally mine fires may be divided into 
two classes: Those occurring in inaccessible workings and those occurring 
in accessible workings. The methods pursued in extinguishing or con- 
trolling mine fires are as follows: (1) direct attack, (2) smothering by 
sealing, (3) flushing with silt or other solids, (4) flooding with water, (5) 
cutting off, (6) surrounding with incombustible materials, (7) digging 
out by stripping from the surface. 

Most fires are extinguished in their incipiency by direct attack and 
failure to extinguish by this method is due to late discovery, lack of water, 
and facilities for fighting, or improper procedure in the initial attack. 
Should the method first pursued be unsuccessful, careful consideration 
should be given in determining next the method to be adopted; then the 
work should be carried on as rapidly as possible and under the supervision 
of the most competent persons. Materials and supplies should be fur- 
nished without delay and in sufficient quantities for the work to be 
accomplished. 


* General Superintendent, Lehigh & Wilkes-Barre Coal Co. 
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Following the discovery of fire, the foreman or superintendent should 
organize the men available at the location of the fire and, if necessary, 
send for others experienced in fire fighting. The regulation of the ventila- 
tion should be promptly attended to by the foreman or his qualified 
assistants. The regulation of the air supply to the fire area is of prime 
importance as too much air will generally increase the extent of fire and 
too little will increase the liability of explosio 

As most fires occur in accessible locations, they are naturally fought 
direct in their incipiency and in most cases are so extinguished. But 
the extinguishing of fires by direct attack has not been confined to small 
fires or fires in their incipiency as fires have been extinguished by this 
method after months of work. However, the direct fighting of fires over 
long periods of time is falling into disfavor and the safer and more efficient 
method of sealing where practicable is generally practiced. 

The speed of travel of a mine fire is dependent on the conditions in the 
immediate vicinity of the fire. With dry timber and a strong ventilating 
current, a fire will make rapid progress; while in coal, the progress is 
extremely slow, except where there is communication with an overlying 
vein through caves and broken ground. 

The most practical, and probably the most efficient, means of direct 
fighting is with water directed in hose streams of good pressure and capa- 
city, which can only be secured by providing pipe lines of adequate 
capacity. A system of water pipes, standardized as far as possible, 
should be maintained for immediate use in mines liable to fires, and maps 
giving the location of these lines should be provided periodically to the 
colliery officials. Pipe, hose, connections, valves, wrenches, nozzles, etc. 
should be maintained at definite points of convenience. 

In the sealing of fires, the conditions favorable to this method are: 
limited area of workings to be sealed and minimum number of seals 
required. The unfavorable conditions are extensive workings and caved 
workings with liability of connections through cracks and crevices to 
overlying veins or the surface. The principal danger is the liability 
of explosion, which prompts the question as to whether the intake 
or return stoppings should be erected first. The question has always been 
a matter of dispute; in 1912, the editors of Coal Age invited discussion 
which resulted in thirty-three opinions being given. Of these sixteen 
would close the intake first, ten would close the return, six would close the 
intake and the return simultaneously, and one would close either intake 
or return first. 

There have been many failures to extinguish fires by flooding the 
areas with water because anticlines and pockets in the workings prevented 
the water submerging the fire, owing to the compression of the mine air. 
To illustrate the sealing method of extinguishing mine fires the procedure 
followed in extinguishing two fires by this method is given. 
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Sour WiLKES-BARRE No. 5 CoLurerRy FIRE 


The fire in the South Wilkes-Barre No. 5 colliery originated on 
No. 13 slope close to the 3d west gangway at point X, Fig. 1. A workman 
had repaired a roof pulley at this place during the night of Feb. 20, 1919, 
and it is presumed that the timber was ignited by his lamp about 10 
o'clock. It was discovered at 4.45 the next morning by a fire boss, 
who found several sets of timber on fire. He immediately went to the 
surface and reported to the inside foreman, while the other fire bosses 
proceeded to fight the fire with two hose streams of water. When the 
foreman and superintendent arrived, two sets of timber had burned 
through and some top rock had fallen. The fighting of the fire with hose 
streams was continued at this location until 10 o’clock, when it was found 
that the fire had traveled up the slope to the No. 23 tunnel west gangway, 
as there was considerable timber while falls of roof made the work of 
fighting slow. The men were then moved to the No. 23 tunnel west 
gangway and continued fighting direct with two hose streams until 
10 o’clock that night, when it was found that the fire had passed the 2d 
west gangway. The men were then moved to this gangway and the fire 
fought from there until the next noon, when it was decided to seal the 
fire area. 

During the 31 hours of direct fighting the ventilation was regulated 
to give only sufficient air in the immediate vicinity of the fire to avoid 
accumulation of smoke and gases, which would seriously interfere with the 
work; also the water supply was augmented by utilizing a. compressed- 
air pipe line from the surface to the No. 23 tunnel east gangway. 

The ventilation of these workings, previous to the starting of this fire, 
is shown by arrows. It will be observed that the intake passed up No. 13 
slope and slope airway and returned to the face of the 3d west gangway 
where it passed through a regulator R’ located in a rock plane to the Top 
Baltimore vein. The quantity of air passing near the top of No. 13 
slope to No. 18 slope workings was approximately 14,000 cu. ft. per 
min. and the quantity returning through the regulator R’ to the Top 
Baltimore was approximately 20,000 cu. ft. There was a small split of 
air passing in the 3d west airway and through the regulator R’, where it 
joined the split from the fire area. 

The hoisting shaft at this colliery has a depth of 1040 ft. and the 
distance from the foot of shaft to the origin of the fire is 6500 ft. The 
origin of the fire is 1300 ft. below the surface. 

To seal the fire, all materials were transported on the 3d west gangway 
from No. 2 slope to the foot of No. 10 plane and to No. 25 tunnel and 
carried by men from these points to the locations of the seals. The seals 
were located at points 2, 3, 4, 5 and 6 and were constructed by first 
securely setting between roof and bottom 6-in. props spaced about 4 ft. 
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To these props brattice boards were nailed and the stoppings made 

_ reasonably tight by fitting small pieces of brattice boards into the irregu- 
larities of the ribs and roof and nailing to the brattice boards. The 
cracks in the brattice were then covered with battons having the top 
edge beveled to permit sealing, which was done by applying lime mortar 
to the edges of the battons and along the roof and ribs. 


Fic. 1.—PLAN SHOWING LOCATION OF FIRE AND MINE WORKINGS INVOLVED, 
Sours WILKES-BARRE No. 5 COLLIERY. 


Seal 2, on the 2d west gangway, was built with a 5 by 5-ft. opening but 
seals 3, 4, 5, and 6 were built continuous and without openings. Seals 
2, 3, and 5 were completed first and immediately upon completion of seals 
ad 6 a door was put over the 5 by 5 ft. opening 1n seal 2. This door 
was made of two thicknesses of brattice boards with canvas between 
and a sealing strip at bottom. This door was put up at 3.20 a. m., Feb. 
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23, and all men immediately withdrawn. The fire area was now closed 
on the intake side as headings 7 to 12 on the 3d west gangway contained 
old walls. Where No. 13 slope passes through the rock from Bottom 
Baltimore to Top Baltimore, at location of seal 1, there was an extra 
main door, which was closed at 7 A. M. Feb. 24, covered with canvas, 
and banked with dirt along the bottom. A concrete seal 8 in. thick was 
built against the door and completed the same day. On the following 
day concrete seals 2, 3, and 5 were built against the brattice stoppings 
put in on the 22d, and on the 26th concrete seals 4 and 6 were built 
against the brattice stoppings previously constructed. On the 27th, the 
work of building concrete seals 7 to 12 against the old walls was begun. 
After the completion of the seals, the 3d west gangway was closed between 
chambers 70 and 71 at 4 vp. M. March 1, after some difficulty because 
of escaping gases. 

All of the concrete seals, with the exception of No. 13, were built against 
stoppings previously constructed, by first standing wooden mine rails 
about 2 ft. apart and approximately 12 in. from the original stopping. 
Boards were then put on the inside of the vertical wooden mine rails and 
concrete placed between these and the original stoppings. At the time of 
putting in these concrete seals, pipes were put in seals 1, 2, 3, and 4 for 
the purpose of taking samples of the enclosed air for analysis. 

The analysis of mine-air samples from seals 1 and 2 are shown graphic- 
ally in Fig. 2. The dimensions of the seals are given in Table 1. The 
amount of concrete placed in the thirteen seals was 37 cu. yd. 

The sealed area covers 32.8 acres and the volume of the mine openings 
amounts to approximately 4,350,000 cu. ft. An average section of the 
vein is 7.75 ft., divided as follows: Coal 2.15 ft., rock 0.70 ft., coal 4.90 
ft. A maximum of 79 and an average of 17 men were employed in fighting 
the fire and building the seals, a total of 4363 man-hours, at a cost of 
$2555.15. The labor expended from March 3 to 29 was used in going 
over the seals and pointing all cracks and leaks. 

On May 29, the seals were opened by first removing the upper portion 
of concrete of seal 1, after which an opening 1014in. high and 27 in. long 
and about 2 ft. below the roof was made through the door, which formed 
the backing of this concrete seal. The gases emitted from this opening 
filled the head of the slope in a very short time. An opening 7 ft. square 
was then made in seal 13, which rapidly relieved the gas pressure at this 
point; and finally the 5 by 5-ft. trap door in seal 2 was removed at 3.10 
p. M. of the same day. The men employed in this work were then with- 
drawn. At 7 o’clock the next morning, the superintendent, foreman and 
several fire bosses examined the fire area and found that the fire had been 
extinguished; they also found that the fire had extended to the second 
heading above the 2d west gangway, a distance of 520 ft. from its origin, 
where it had died out soon after the closing of the intake seals. 
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TasBLe 1.—Dimensions of Seals South Wilkes-Barre No. 5 Colliery 


i —— 


Length Height 
No Thickness (Volume) 
Inches Cubic Feet 
Feet Inches Feet Inches 

1 13 4 8 6 8 75.6 
2 13 4 yp 6 9 75.0 
3 15 2 if 0 12 106.2 
4 15 3 10 2 12 155:0 
5 21 0 8 0 10 140.0 
6 11 0 6 vf 10 60.3 
a 4 10 5 7 10 22.5 
8 24 0 6 0 10 120.0 
9 9 10 5 5 10 45.0 
10 8 0 5 4 10 35.6 
it 10 0 ft 0 10 33.3 
12 9 3 5 0 10 38.6 
13 14 0 7 2 11 91.9 
999.0 


NorrincuaM No. 15 Couurery FIRE 


This fire originated opposite chamber 61 on No. 1 basin gangway, 
12th east, No. 3 slope at point X, Fig. 3. A laborer working in this 
vicinity at 2.45 p. m., May 1, 1919, went to the miner’s box and filled his 
lamp with oil; he then brushed the lamp wick against the box to spread 
the cotton and knock off the incrustation, and left immediately so as to 
catch the man trip up the slope. At 6.20 p. M., a fire boss found the box 
ablaze, also the platform on which it stood, and some old ties near by. 
He went for help and on his return found that the fire had reached 
the brattice and the timber in the chamber. A fall of top coal had 
occurred during his absence and there was evidence of fire under it. 

While the fire was fought with water carried in powder kegs from the 
ditch on the 13th east gangway, hose was being secured and word sent to 
the assistant foreman. About 9 o’clock hose had been obtained and a 
stream was played upon the fire until 10 a. m., May 4, when two additional 
hose streams were secured by utilizing a 3-in. high-pressure air pipe on the 
11th east gangway and extending with 21%-in. pipe and hose down 
chamber 56 to the 12th east gangway, thence in the gangway to the fire. 
During the fighting of the fire, which had communicated to the fall of top 
coal, 41 cars of coal were loaded and removed by 8 a. M., May 3, but in so 
doing many of the men were overcome by the gases of combustion. 
At this time the organization fighting the fire was disrupted by trouble in 
another section of the mine, so the fire gained considerable headway. 
Fighting continued, however, until 2 p. m., May 4, when it was decided to 
seal the fire area. During the 65 hr. of direct fighting, the ventilation was 


DOUGLAS BUNTING B20 


regulated to give sufficient air in the immediate vicinity of the fire to 
prevent serious accumulations of smoke and gases. 

The ventilation of these workings previous to the fire is shown, in 
Fig. 3, by arrows. It will be observed that the intake entered from ‘the 
11th and 12th east gangways and returned on the 12th east airway. The 
quantity of air in the return was approximately 20,000 cu. ft. per min. 
The hoisting shaft has a depth of 365 ft. ang the distance from the foot 


Fia. 3.—PLAN SHOWING LOCATION OF FIRE AND MINE WORKINGS INVOLVED, 
Nortineuam No. 15 COLLIERY. 


of shaft to the fire was 12,100 ft. The depth from the surface to the 
origin of the fire is 950 ft. Materials used in the construction of the 
seals were transported on the 11th and 12th east gangways to within 
100 ft. of the seal locations. The locations of the seals are indicated by 
numbers 1 to 5. They were constructed by setting two rows of wooden 
mine rails between the roof and bottom, spaced about 3 ft. apart, with 
from 14 to 26 in. between the props, depending on the thickness of seal 
to be built. To the inside of these props, sheathing boards were nailed 
and the space between filled with concrete. 

The construction of seals 1 and 2 was started at 2.30 p. m., May 4, 
and seal 3 at 6.00 vp. m., May 5. Seal 1 was built without an opening 
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but seal 2 had a 4 by 4-ft. opening and seal 3 a 6 by 6-ft. opening. Seal 1 
was completed at 2.45 p. m., May 6, and seals 2 and 3 were completed 
about the same time, except for closing the openings, which were closed 
with concrete during the next hour. ‘The fire area was thus closed on the 
intake side and all men immediately withdrawn. Immediately after 
seal 3 was closed, the doors in the two headings outside of the seal 
were thrown open, thereby short-circuiting the air to the 12th east airway. 

At 9.15 p. m., May 7, after an examination was made, with the use of 
oxygen helmets, the location for seal 4 was chosen and work started; 
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Fia, 4.—CoMPosiTION OF MINE AIR IN SEALED AREA DURING FIRE IN 
NortineHaM No. 15 conuiery. 


this seal was completed at 2.30 the next morning and all men were 
withdrawn. On May 10, a small opening, between chamber 48, from the 
13th east gangway, and the 12th east airway was found and immediately 
closed with seal 5. 

When seals 1 to 4 were built, pipes were put in so that samples of the 
enclosed air could be taken for analysis; also an 8-in. cast-iron pipe, with 
an elbow to form a trap, was placed in the bottom of seal 3 for the dis- 
charge of the water flowing in the ditch of this gangway. The hose line 
connected with the regular 12th east gangway water line was also ar- 
ranged so that samples of the mine air could be taken through it from a 
point as near the fire as possible. The analyses of samples from seals 
2 and 3 are shown graphically in Fig. 4. 

The dimensions of the seals are given in Table 2. The amount of con- 
crete used in the construction of the five seals was 40.4 cu. yd. The 
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sealed area covers 24.2 acres and the volume of the mine openings amounts 
to approximately 5,300,000 cu. ft. An average section of the vein is 21 
ft. divided as follows: 


Freen 
ETA sapico merge ee LAMA 2 Rey ae Sr 10.00 | Top coal 
RGLUSCMmpeee font Sapte Ee ROR ee 1.40 
SIENRO co ceteia ae eh ony Pee ce al ee 1.90 Big slate 
COR eMP Eee wee TOs erm etre ne A APS 7.30 | Bottom coal 
RGIISe Are. ete PI. GA TERT. Sieh. Ae), eed weer, 0540 
VAL OS Eat a |e ee . 21.00 


A maximum of 110 and an average of 30 men were employed in fighting 
the fire and building the seals, with a total of 6846 man-hours, at a labor 
cost of $3979.60. 

On July 12, the opening of the seals was begun at 6.45 p. M. by cutting 
out the concrete of seal 4, and an opening approximately 8 by 10 ft. was 
made in the inside sheathing of this seal by 11.15 o’clock thereby opening 
the return. A half hour later, work was started on seal 2 and the concrete 
in the 4 by 4-ft. opening was cut out by 4 o’clock the next morning. The 
doors in the headings outside of seal 3 were then closed. Preparatory to 
opening seal 2, the work of removing the concrete in the 6 by 6-ft. opening 
in seal 3, was begun; this was completed at 5.15 the following morning. 


TABLE 2.—Dimensions of Seals, Nottingham No. 15 Colliery 
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No anaes 2 Fidgbts mf | Thickness, Volume, 
Feet | Inches | Feet | Inches AEBS SEES 
i i 

1 pice ia ila eet aa 9 to 18 | 320.1 
2 ‘tal 229 peal pliant 4 Ha 24 to 32 455.1 
3 ab coal Ze tig ile Sor Caer Pris een eel 6.7 
4 tei? Gun on near 0 12 | 1 96.0 
5 | 3 Bond aa abe 16 Ast ale tal 

| 1092.0 


The men employed in this work were then withdrawn and the next day the 
superintendents and foremen made an examination of the fire area. They 
found that the fire had been extinguished and also that it had not 
extended beyond the first heading on the right of chamber 61, a distance 
of approximately 50 ft. from its origin. 

This paper is presented in the hope that discussion of the methods 
of fire fighting will result and also that it may prompt the submission of 
other experiences in extinguishing or controlling particular mine fires in 
the anthracite field. 

The writer acknowledges the assistance of J. D. Joseph, R. G. Car- 
penter, F. W. Seymour, and D. J. Thomas, colliery officials in collecting 
data relative to these two fires and also extends his thanks to M. 8. 
Hachita for the preparation of tables and diagrams of air analyses. 
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DISCUSSION 


Grorcas S. Ricr,;* Washington, D. C.—The U. 8. Bureau of Mines 
has always been deeply interested in mine-fire fighting; but its aid has 
been sought more in the western metal mines and in the bituminous 
coal districts than in the anthracite. 

While the fires described have been admirably handled, there are 
a number of interesting features in the charts showing the rise and fall 
of the component gases behind the seals. Two or three things seem 
quite at variance with our experience with the gases produced by bitu- 
minous-mine fires that have been sealed. First, the oxygen content 
of a sealed area nearly always falls off rapidly after sealing and keeps 
falling, sometimes until it reaches zero, if the stoppings are tight. In 
both fires here described, if I understand the graphs correctly, the oxygen 
content decreased and then increased, which seems odd. 

We have also found that the presence of carbon monoxide is a good 
indication of an active fire. Usually, the content has been higher at the 
start than shown by these graphs, in such fires as have been under my 
observation; then, as the flame has gone down, the carbon-monoxide 
content has dropped. However, the absence of carbon monoxide does 
not indicate that the fire is out, only that the flame is extinguished; 
the hot coals may remain ready to burst into flame when the sealed area 
is reopened. Therefore, it seems to me that in considering this matter, 
it would be helpful if Mr. Bunting would explain why the oxygen content 
apparently increased. 

Another question is, what was the indication to the mine management 
that the fire was out? The time that had elasped in each case seems 
rather short. We have encountered fires (and I have no doubt you have 
in the anthracite district) when reopening sealed areas after long periods, 
even where it was thought the seals were tight. In the cases here dis- 
cussed, was the coal on fire, or was the fire confined to timber? It has 
been our experience that when coal gets on fire, the hot coal will often 
be surrounded by ash and retain the heat for long periods of time— 
months and perhaps years—if there is a large body of fire. Also, was 
breathing apparatus used for preliminary exploration before restoring 
ventilation, to determine if the fire was extinguished? 


Dovuauas Buntina.—No breathing apparatus was used in the South 
Wilkes-Barre fire. At the Nottingham fire, breathing apparatus was 
not used until it was necessary to seal the return. In both fires there 
was burning coal—more in the Nottingham fire where there was but 
little timber. 

The analyses of the South Wilkes-Barre fire show, at seal 1, a decrease 
and then a slight increase in the oxygen content; the same variation 


* Chief Mining Engineer, U. S. Bureau of Mines. 
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applies generally, to seals 2, 3, and 4. At the Nottingham fire, the 
oxygen content diminished and then increased at seal 1; at seal 
2, there was a decrease; at seal 3 there was a decrease and then an increase. 

There was no positive indication that these fires were extinguished 
prior to opening the seals but our opinion was that the carbon monoxide 
content was the only indicator. When this was reduced to zero, we 
thought that the fire was out. In the case of the South Wilkes-Barre 
fire, the carbon monoxide disappeared in seals 1, 2, and 4, on April 7, 
and in seal 3, on April 10, so that the disappearance of the carbon monox- 
ide occurred practically at the same time throughout this entire area. 
At the Nottingham fire, the carbon monoxide was eliminated at seal 4 
on May 15, at seals 1, 2,and 3,on May 22. The analyses in both of these 
instances were succeeding analyses, so that although there is a difference 
of seven days, the elimination of the carbon monoxide may have oc- 
curred in one day. 

This question, when is a fire out, is one we should know more about. 
From indications we believe that these fires were quickly extinguished 
after they were sealed; in other words, these areas could have been opened 
much sooner than they were; but the question is, how much sooner? 


GrorGe S. Rice.—Has it been the experience in the anthracite 
mines that in a tightly sealed area, where there may be no fire, the 
oxygen content will disappear? That is the experience in the bitumin- 
ous mines, as we have found repeatedly. The oxygen rapidly dis- 
appears, being either combined or absorbed by the carbonaceous material. 


Dovueias Buntinec.—We have had no experience along that line. 
We have never made any analyses in closed areas free from fire, but 
my opinion is that the oxygen content will diminish; CH, would natu- 
rally increase. 


J. B. Warriner,* Lansford, Pa. (written discussiont).—This paper 
deals with conditions in the Wyoming, or northern, anthracite field, 
where the veins are of moderate thickness and the pitch of the measures 
is light. Conditions in the southern anthracite field are markedly differ- 
ent. There the Mammoth vein attains a thickness of over 100 ft., 
under special conditions, and the average pitch of the measures is 70°. 
Also, a great deal of the workings are in gob areas, or areas previously 
mined and now being reworked. Most of our fires have occurred in such 
areas and in some cases the situation has been further aggravated by 
the fact that rolls or contortions of the measures have doubled the 
Mammoth vein on itself, forming what is known, in local parlance, as 
“capped anticlines.” 


* General Manager, Lehigh Coal Navigation Co. 
+ Read by Henry H. Otto. 
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Under these conditions, sealing or extinguishment of fires by smother- 
ing is practical only to a limited extent. Sometimes sealing is used in 
conjunction with other methods, but the method finally evolved is to 
fight the fire from above by means of water. It must be understood 
that these are not fires that break out into a blaze or that have the normal 
features of a conflagration; they are smouldering or creeping fires that 
advance slowly through the gob with limited air supply, and burst into a 
blaze only at points where the air supply is ample. Such fires are often 
difficult to detect until they have spread over large areas. In recent 
years, we have men go through the workings each night, after the miners 
are out, in an endeavor to locate any fires that may be starting. 

The cause of many of the fires is obscure. Often these fires are not dis- 
covered until years after the workings in the areas have been completed. 
The most probable cause is the burning of powder in a loose hole, which is 
a fairly common occurrence in gob workings. The mysterious nature of 
these fires, however, has led to various ingenious theories as to their 
origin. There is still some leaning toward the theory of spontaneous 
combustion. It is believed also that gas accumulates in large open spaces 
in old workings, and is ignited by sparks from falling rocks, especially 
those containing iron pyrites. 

The accepted method of fighting these fires is by putting water in at 
the outcrop or from an upper level, or by driving chutes in one of the 
small underlying veins and cross-cutting back to the big vein above the 
fire by means of rock holes or small tunnels. This latter system is nec- 
essary in any case in order to explore the fire area thoroughly and to be 
sure that the fire is entirely out. To do this requires the driving of a 
considerable yardage of chutes, headings, and tunnels. To illustrate 
the methods pursued in fighting these fires, a brief description of three 
will be given. 

The Coaldale fire started in December, 1914. Here the Mammoth 
vein is on a 45° pitch. The fire was fought by direct methods, 
then by driving into the fire area at various points from the underlying 
Skidmore vein. Tunnels and chutes, the latter both in coal and 
rock, were driven to isolate and fight the fire. After the area of the 
fire was definitely determined, the gangways, tunnels, and chutes were 
sealed. The holes and crevices, as well as the space back of the dams, 
were filled with culm until the area was effectively sealed and the 
fire smothered. In addition to the pumps and ventilation expenses in 
connection with this fire, 1500 ft. of chutes and 2000 ft. of headings or 
holes were driven around the fire, as well as a tunnel to fight the fire, at 
an expense of $125,000. Thirty men were employed on each shift 
driving chutes and headings, six men carrying timber and supplies to 
the miners, in addition to an assistant foreman or fireboss to patrol the 
area and look after the safety of the men. In this case, it was possi- 
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ble to smother the fire by means of the seals on the gangway level supple- 
mented by the culm poured in on top of the fire area with the water 
which thoroughly filled all crevices and other openings, completely 
shutting out the air and also extinguishing any fire with which it came 
into direct contact. 

This method of pouring culm mixed with water into a fire area has 
enabled us in the past 6 years to cool off ang! practically extinguish the 
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entire area of the famous Summit Hill mine fire. In that area the fire 
is comparatively close to the surface and the vein is on a light pitch, so 
that the culm and water can be introduced into the fire area by churn- 
drill bore holes with little difficulty. 

The Lansford fire, Figs. 5, 6, and 7, was discovered May 4, 1914, in the 
Mammoth vein, in the territory known as the Main Curve, No. 4 slope 
level. The vein in this area is in fault and caps. It is approximately 
60 ft. thick and is on a 20° pitch. Rock holes and rock chutes were driven 
underneath the fire area, to locate it, and chutes were driven in the vein 
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itself. ‘This was one of our first experiences with this kind of fire and it 
was decided that conditions were favorable for sealing the area. 

It was thought impossible to shut off all air from the fire, because 
previous workings had disturbed and shattered the pillars, but it was 
thought advisable to shut off the air as far as possible. At one end of the 
fire area a complete seal could be made by the ordinary brick dam. At 
the other end, there was a large opening on the gangway level and various 
smaller openings some distance above. It was therefore necessary to 
build walls of considerable length in sections approximately 8 ft. high, 
each section being built upon the previous one, as soon as excavation 
into the loose coal could be made, so as to provide room. The totallength 
of this dam, including the wing on the south end is 143 ft. The bottom 
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was laid about 6 ft. below rail elevation in the gangway. The height of 
the dam at the south end was 26 ft.; at the north end, 46 ft. The width 
of the dam at all places was 7 ft. The entire dam was reinforced with 
rail and iron rods. Five-foot hitches were cut into top and bottom 
rocks and 8-ft. hitches in the roof on the north end; see Fig. 8. 
Excavation for the dam was made in solid coal, with the exception of 
the top and bottom rock hitches. Timbering was kept up to the face 
of excavation by means of 12-in. steel beams 11 ft. long and 8 by 12-in. 
timber 7 ft. long. The 12-in. steel beams were used as collars and 8 by 
12-in. timber as legs. These sets were placed on top of each other as 
excavation progressed until the required height was reached. The legs 
were set perpendicular so that plank could be nailed inside and used for 
forms for the concrete. The 12-in. steel beams made good reinforcement. 
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Concreting was done in three sections, the work being started as soon 
as excavation would permit. The south section of the dam (50 ft.) was 
completed first; then the middle section (50 ft.), and finally the north 
section (43 ft.). Work on the dam was started three days after the fire 
was discovered, May 7, 1914, and was completed March 8, 1915. After 
the dam was completed 35 tons of silt were pumped through a 6-in. pipe 
in the dam, to put a good backing of silt against the wall. The maximum 
height of water in the dam was 49 ft. Five 10-in. bore holes were started 
from the surface but only two reached the vein, the others being aban- 
doned by the contractor because of the almost insurmountable difficulties 
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Fig. 7.—LoOcATION OF FIRE IN ANTICLINAL OF MAMMOTH VEIN BAST SIDE OF No.4 
SLOPE LEVEL, LANSFORD COLLIERY. 


encountered in sinking through 700 ft. of caved ground. About 1800 
tons of silt were run down into the fire, and also back of the dams. Two 
years later, after the area was reopened, no traces of active fire were found. 
The cost of fighting this fire was $180,000. 

The third fire really consisted of several fires, probably of separate 
origins, though of this we are not sure. Their location is in the Mammoth 
vein at Rahn colliery along the Sharp Mountain invert. The fire area 
is in what is locally known as the east ‘Q”’ gangway. Here the vein 
stands practically vertical and the coal is soft and friable. The vein at 
breast No. 160, where the first fire was discovered above the gangway, 
on Feb. 6, 1918, is 200 ft. thick, because of a roll. About a year later, a 
hot area was noted on the outcrop 600 ft. above the gangway. ‘To fight 
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this fire effectively, it was necessary to drive several rock chutes from the 
Skidmore to the Mammoth vein before the best point to fight the fire 
was located. A fire tunnel was driven into the fire district from the 
Springdale workings, which are 400 ft. above those of the second level 
at Rahn, on which the east “Q” gangway is located. The crop coal was 
mined from this tunnel and water run down on to the fire from the 
Springdale workings. Water was also pumped to the outcrop and run 
down into the fire. The fire is in an area that has been partly robbed 
and extends down to the gangway. This condition prevents even the 
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partial isolation of the fire by sealing. In September, 1900, a cave 
occurred at breast No. 143 on the gangway, and we have not been able 
to get in to the fire area since on the gangway level, though water is still 
being run on to it from the upper workings. 

On Aug. 10, 1921, fire was discovered about 30 ft. up chute No. 33. 
It had evidently reached a point where sufficient air was available to 
cause a blaze. This alone led to its discovery, as no work had been 
done anywhere near the area for about two years. When this fire was 
discovered, steps were taken to keep it off of the gangway by means of 
clay stoppings, behind which water was pumped. This fire is 6600 ft. 
west of the one discovered in 1918 and 2,000 ft. east of the shaft. No 
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sign of fire has been noticed on the outcrop as yet. A 10-in. pipe line will 
be laid to the outcrop and water will be pumped into it. To locate the 
fire area definitely, and also to get above the fire, two rock chutes are 
being driven to the Skidmore vein from the Bottom Split gangway. One 
chute is 180 ft. east of the fire, and the other 140 ft. west of it. When the 
Skidmore vein is reached, two chutes will be driven from the rock chutes 
at an angle of 35°. These will intersect near breast No. 33 and up the 
breast about 150 ft. If a test chute from the junction point shows we 
are below the fire, we will then start a checker board system of chutes, 
until we get outside and above the fire., Water can be poured on it from 
the chutes. A pump has been placed in the ditch on the gangway, which 
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Fia. 9.—SEcTION THROUGH BREAST No. 160 or MAMMOTH VEIN, BAST SIDB, SECOND 
LEVEL, RAHN COLLIERY. 


will furnish all the water necessary to use on the fire, in addition to the 
water pumped in on the outcrop. Owing to the robbed condition of the 
workings, the fire cannot be sealed. 

Several days after the fire was discovered in chute No. 33, a hot spot 
was noticed along the outcrop at a point 2000 ft. east of chute No. 33 
Whether this is another fire or whether it is connected with either or both 
of the other two, we do not know. The cost of the fire at breast No. 160 
to date has been $84,000. This does not include all the cost of special 
tunnels, etc., at Springdale, as coal was won from part of the fire area. 

We also have occasional minor fires starting on the gangway, or else- 
where, but these, so far, have been extinguished with comparative ease. 
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Naturally, mine fires in heavy pitching seams are dangerous to the 
fighters on account of gas and the difficulties encountered in getting 
material to the point where it is to be used. Ventilation of the chutes and 
headings from which the fire is fought is also one of the greater difficulties. 
It can readily be seen that in any computation of the cost of mining coal, 


the cost of fighting fires is an important item. 
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LEVEL, RAHN COLLIERY. 
Dovetas Buntina.—Were any chemical analyses made of the air in 


these closed areas? 
Henry H. Orro,* Lansford, Pa.—I do not think any analyses were 
made;I have only been at Lansford about a year and have not found 
any records of analyses in the reports in our files. Perhaps Mr. Ludlow 


can answer that. 
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Epwin Luptow, New York, N. Y.—Such analyses were made. 
Doveias Buntine.—Did they seal the return or the intake first? 


Henry H. Orro.—I do not know. I have been there only a short 
time and these fires occurred about 1918. 


KE. M. Cuance,* Philadelphia, Pa.—Up to the outbreak of the war, 
when I was more or less actively interested in fighting mine fires, I 
had made many hundreds of analyses of mine air in fire areas. 

The presence of carbon monoxide per se indicates that there is fire. 
Of course, carbon monoxide may be found in mine air, due to the use of 
explosives. But, on the other hand, we may have fire in a sealed area, 
and particularly such fires as Mr. Warriner has described in the Lehigh 
region, where the combustion is slow, has extended over a long period, 
and where the combustion temperatures arelow. Under these conditions, 
little or no carbon monoxide will be found, therefore, its absence from a 
sealed area is no indication of the absence of fire. If, on the other hand, 
we have a fresh fire, such as Mr. Bunting has described in the Wilkes- 
Barre district, where the combustion is brisk and the temperatures are 
high, carbon monoxide will almost invariably be encountered. This is 
due to the fact that carbon monoxide is not readily formed at low tem- 
perature. The reaction of oxygen plus carbon produces almost wholly 
carbon dioxide, at temperatures of 1400° F. or less, whereas with high 
temperatures, such as those that we have in brisk, active combustion in 
new fires, with ample air supply, there is a rapid formation of considera- 
ble quantities of carbon monoxide when the fire area is sealed and the 
air supply is cut off. 

I believe a far more accurate criterion of the presence of fire in a 
sealed area is an observation of large quantities of carbon dioxide. If a 
section of a mine is sealed, the oxygen content will disappear almost 
immediately, irrespective of the presence of fire; the amount of oxygen 
will drop to less than 1 per cent.; in fact, it will disappear entirely if the 
stoppings are tight. That is characteristic of almost any sealed area, 
where the stoppings are tight, whether there is fire present or not; but if a 
fire is present, accompanying this drop in oxygen there will be a rapid rise 
in carbon dioxide. This is not true where there is no fire. The carbon 
dioxide content, under those conditions will be low, possibly around 2 or 3 
per cent. These figures Iam quoting from memory, but they are only a 
general indication of the difference between the analysis of a total black 
air and one caused by the absorption of the oxygen in the enclosed air. 

When a fire is sealed and the stoppings are on and the pillars are in 
good shape, so that the air supply is cut off, combustion will be almost 
immediately stopped; but that does not mean that the fireisout. We 


* Engineering Manager, Day & Zimmerman. 


vou. LXVI.—22. 


338 MINE FIRES EXTINGUISHED BY SEALING 


have two conditions in a fire—one is active combustion, the other is the 
presence of a mass of heated coal and heated rock. The combustion may 
be stopped immediately by the exclusion of fresh oxygen, but it takes 
time for the heat held by this mass of incandescent coal and rock to be 
dissipated by radiation; therefore, the gases characteristic of combustion 
may disappear. However, if the fire is of long standing, it will re- 
appear, perhaps, when the workings are reopened. ‘Therefore, it seems 
to me that the only safe guide in determining the extinction of a fire is to 
reopen the workings, remove whatever falls there may be, and examine 
them critically, because, although the combustion may have stopped, 
sufficient heat may be locked in the strata to renew combustion days 
or even months after ventilation has been re-established. 

In sealing off a mine fire, extinguishing may be accomplished by cre- 
ating a deficiency in oxygen. In the cases that Mr. Bunting has quoted, 
the workings were sealed off sufficiently tight for this aim to be realized, 
but this cannot always be done. 


F. B. Nold,* Lansford, Pa.—The fire area in No. 4 shaft was sealed 
off from the other part of the mine; the intake airway was sealed first. 
The other fires described were entirely in old gob workings. The fires 
may have started a week or five months before they were discovered. 
Our experience with fires in old workings is that an analysis of the 
return air from that section of the mine does not show conclusively 
whether fire is present or absent. In the case of the fire in the east “Q” 
gangway of No. 11, samples of the return air were taken a number of 
times but the analysis showed no trace of carbon monoxide, although the 
fire was burning. 


Epwin Luptow.—The Summit Hill fire started in 1859 in the basin 
south of the Summit Hill anticlinal. That Summit Hill anticlinal dips 
to the west until it becomes a capped anticlinal, when it joins in the main 
basin, which is called the Lansford basin. The fire worked its way down 
toward this capped anticline. Various attempts were made to put out 
the fire. An open-cut was attempted, but the fire got aroundit. It was 
then decided to try to seal off the fire with drill holes and slush; this, 
however, was not successful for the fire worked its way around between 
the drill holes and to the west. 

In 1908, a clay dam 12 ft. wide, with a cement core, was built across 
this basin and down to what was then water level in the mines (the coal 
was 250 ft. below the surface). The dam was carried down as an open- 
cut until there was over 50 ft. of surface, and was then carried in the vein 
itself by shafts 50 ft. apart, and the dam completed. This was considered 
entirely safe. 


In 1912, not only was the fire burning up against this dam, but there 
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was a good deal of steam to the west of it. After studying the outcrop 
of the fire and the type of the anticlinal, it was decided that it would be 
possible to strip off the surface, and recover the 50 ft. of coal lying under 
that anticlinal, which had been first mined a great many years before. 
This work was started as an open-cut. The temperatures, however, 
kept on increasing until at one time at 300 yd. west of this dam the 
temperature was over 550°. However, drill holes that were put down 
showed that the coal was perfectly cool. This temperature was in what 
might be called rock chimneys, or cracks in the rock over where the coal 
had been taken out and replaced by the dam, but the rock had been left 
above. The heat of the fire caused cracks and high temperatures in the 
openings in the overlying rocks, which had to be overcome in carrying 
on the stripping operations. We then started in to drive the fire back 
from the dam. Pumps were installed to take the breaker slush made at 
the Coaldale breaker, in the valley below, and were run during the 8 hr. 
that the breaker was in operation. It was found that this slush choked 
the drill hole, and it was necessary to follow that up with pumping clear 
water during the next 16 hr. By checkerboarding the fire area with 
drill holes, the slush was carried through the cracks in the rocks about 
100 ft., making an air-tight seal that kept driving the fire back until it 
almost disappeared. The principal requirement was to keep the slush 
fine enough as it was put in, and to pump clear water during the night, 
in order to keep the slush clear and to fill the cracks in the rocks so far as 
possible. By following this plan, the fire was under control at the time 
I left Lansford. 


H. M. Cuance,* Philadelphia, Pa.—Nothing has been said in this 
discussion regarding fighting fires by flooding a mine. I have a story to 
tell which may be an old one to many members of the Institute, but one 
that we can well bear in mind when we have occasion to consider the 
possibility of extinguishing a fire by shutting off its air supply. 

About 12 or 15 yr. ago, I visited the old Midlothian mine in the Rich- 
mond coal field. Its recent history was that there had been a fire in the 
old workings for two or more years, and mining had been abandoned, 
although the water had been kept out. The fire was on a 300-ft. level, I 
think, and the bed of coal had a pitch or dip of about 30 or 35°—possibly a 
little steeper in places. Attempts to shovel out the fire and to fight it with 
water had failed. The air-ways, entries, and gangways were small and 
did not provide facilities for fighting the fire by these methods. So it 
was decided to flood the mine. The workings were not large; possibly 
a length of about 300 to 500 ft. was on fire; this was above the 300-ft. 
level; there was no fire below that level. As the mine was comparatively 
dry and made water slowly, it took possibly two months for the water to 
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rise sufficiently to seal off the 300-ft. level. From that point on, the 
water rose rapidly in the shaft and quickly reached to within 18 or 20 ft. 
of the curb, so that the whole mine was thoroughly sealed by water. 
There were no outcrop holes, and the outcrop of the coal was below the 
natural water level of the country. The country is flat and there is a 
stream close by, running close to and above the place of the outcrop 
which is covered by soil and gravel thought to be about 15 or 20 ft. deep. 

At the end of 18 months, it was thought the fire must certainly be out, 
so the water was pumped out, but the fire was still burning. Doubtless 
a large mass of rock and culm, probably including the formations above 
and below the coal bed, had become heated to a high temperature, and 
remained throughout the 18 months at a temperature at which active 
combustion recommenced as soon as air was admitted to the workings. 
The only solution seemed to be to flood the mine again, putting down a 
bore hole to allow the air in the old workings to escape, so that the water 
could reach the seat of the fire. 


WiuuiamM L. Jacosus,* Wilkes-Barre, Pa. (written discussion).—Of 
the various ways of fighting mine fires, sealing is probably the one mostly 
used; this, at least, has been the experience of the Susquehanna Collieries 
Co. Our experience with the sealing of mine fires has shown that the 
methods of attack must be varied. In some cases we were able to seal 
off with stoppings; in others, we were only able to seal the bottom, or 
as it might be said, to shut off the drafts; in other cases, it was possible to 
do just the opposite, 7.e., shut off the top, or chimney. This last method 
is now being used at one of our operations. The lower part is open, but 
because of inaccessability, on account of old workings, and also in order 
to keep another level working, a booster fan is kept going; this holds up 
the air in the so-called sealed section. 

Analyses of the air from the upper stoppings show that the oxygen is 
nearly exhausted and that the carbon monoxide is reduced to a minimum, 
showing that the upper stoppings are tight and that the fire is consuming 
the oxygen. Just as soon as this low-oxygen air reaches the fire, the 
fire will die out. Of course, as to when this actually happens is only 
guesswork as we have not seen the fire nor do we know its exact location. 

When the fire was first suspected, and to get the approximate location 
and determine what airways to shut off, we tested numerous places 
with a carbon monoxide indicator; this showed where the stoppings 
should be placed. After the stoppings were put in, the air in the upper 
airways began to accumulate carbon dioxide and depreciate in oxygen. 
As the air from the fire accumulated, we obtained it farther down the 
pitch. Every two weeks, we analyzed the air back of the stoppings, and 
twice a week the foreman tested the air with the carbon monoxide 
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indicator; this shows the increase, decrease, or disappearance of the car- 
bon monoxide at various levels. 

The reason for sealing is to keep fresh air from the fire ; therefore 
the stoppings must be tight, whether they are placed to shut off the 
draft or the chimney, or to surround the fire. Concrete stoppings are 
excellent. Wood stoppings are good, but will dry out and leak even if 
cemented. For this reason we coat the outside with a plastic roof material 
made of asbestos fiber and asphalt. This will dry and always be gummy 
enough to accept any slight movement of the wood and still keep the 
stopping tight. This material can be applied to a stopping made of 
concrete, brick, stone, or expanded metal with a cemented coating. 

It has often been stated that filling the fire area with some inert gas, 
such as carbon dioxide, nitrogen, etc., would extinguish the fire. This 
is true, if the section is sealed tight; but as the area to be filled with gas 
is large this method would be costly. As the products of combustion 
are the worst enemy of the fire why not seal tight and allow the fire 
to put itself out? If the fire is large, the results will be obtained more 
quickly. If-the fire is small and confined in a large sealed area, the 
time necessary to consume all the oxygen will be so great that it will 
pay to give the fire air so that it will increase in size in order that when 
the air is shut off the time required to consume the oxygen will be reduced 
considerably. This has been done several times to our knowledge. 

A fire located in an old abandoned section, where the strata are broken 
through to other old veins or to the surface, is one of the most difficult 
to cope with. Under these conditions the best plan is to determine 
and seal the inlets and then try to put air depleted of oxygen, such as 
stack gases, into the main intake. 

When sealing a mine fire, while the last few stoppings are being placed, 
mine gas may accumulate above the fire and explode, blowing out these 
stoppings. These explosions may occur at regular intervals or the 
intervals may differ in length. Quickly replacing a blown-out battery 
will lengthen the interval between explosions, but at one of our fires 
the batteries were so located that it was necessary, after quickly repair- 
ing them, to get so far away one could not tell just when the explosion 
occurred. It was then necessary to crawl back cautiously to investigate; 
if the battery was wrecked there was no way of telling how long before 
the explosion had occurred. To overcome this uncertainty and to 
know the exact time of the explosion, so that we could immediately 
return and rebuild the stopping, the inside foreman built a wooden frame 
on all sides of the opening outside of the wrecked stopping and fastened 
a small roll of canvas at the top of this frame. When the explosion 
occurred, the vibration unrolled the canvas, forming a canvas trap door, 
thus preventing a large amount of air from immediately rushing in to 
feed the next explosion. The falling of the curtain also closed an elec- 
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trical connection causing a bell at the foot of the shaft to ring. After 
a few explosions the intervals became greater, until we were able to build 
the permanent battery. 


J. A. S. Rrrson,* London, Eng.—We have two kinds of mine fires in 
Great Britain, one caused by the use of naked lights, and the other, 
which is much more prevalent and serious, caused by spontaneous com- 
bustion. The spontaneous combustion fires occur in both the open- 
light and the safety-lamp pits. We have no definite rules for the treating 
of mine fires—in each case the treatment depends on the conditions but 
generally sealing off is adopted. Until quite recently, we attempted 
to dig them out, but have decided that sealing off is the best method. 

Fires caused by spontaneous combustion in the safety-lamp pits are 
the most serious and the most common. In the deep mines of South 
Yorkshire (which vary from 700 to 1100 yd. deep) there is a fire in some 
form or other all the time. We try to catch a fire at the first sign of 
heating before any flame or any red heat has developed. We have 
tried various ways of detecting when it begins to heat, such as taking samples 
of the return air and having them analyzed, etc., but we have returned 
to depending on the nose. The smell of gob stink, to those who know 
it, can be detected with the nose much more quickly than by any other 
method. As soon as gob stink is detected, the men from that district 
are withdrawn, and that area is thickly coated with stone dust. You 
must remember that these pits are hot, deep, dusty, and very gassy; 
they are all worked longwall. The first thing we do is to dust thoroughly 
all that area, right to the face, with stone dust; then build off the affected 
area. The building off is done by coating all the longwall buildings, 
called pack walls, with loose sand. If this is put on by hand and pushed 
into all the crevices, it makes a comparatively good air-tight stopping. 
At the same time all the roads into the particular area (which is generally 
about 100 yd. square) are built off. We put in a stopping of loose dirt 
first, then a building of sand, then a brick wall, then outside of every- 
thing we put in sand, piling sand all around until the air is wholly 
excluded. While building off, we restrict the air reaching that area; we do 
not cut it off wholly, we regulate it. The last thing which is done is 
to build the return side. The building off of the last stopping is gener- 
ally done with breathing apparatus either self-contained or helmet 
type. Of course, we are provided with birds. 

In dealing with spontaneous fires in non-gassy mines, we use much 
the same precautions but do not withdraw the men because there is little 
gas made, and most non-gassy mines are also damp. Sometimes, a fire 
occurs in the middle of a pillar, in which case we dig it out. In digging 
out fires, we invariably attack them on the intake side taking a ‘plentiful 
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supply of air and water with us. Brattice is taken up and the men work 
on the fresh side, the fumes going down the other side. If necessary, 
breathing apparatus is used. 

_ As regards spontaneous fires that have been sealed, we have no data 
as to whether or not those fires are out. Areas in the east of Scotland 
that have been opened after 40 yr. have blazed again within a very 
short time. These are seams near the surfage; so it has been argued that 
the fire draws air through cracks, from the surface, and that it is practi- 
cally impossible to get them out. We are working places like that. 
When we reopen them, we open up only a part at a time and as we 
advance we fillin the waste with flushed material from the surface—flushed 
sand through pipes. The water is pumped back to the surface again 
and the small stone, sand, and other stuff, is left. That makes a very 
tight joint. Many fires occur in open-light pits from the carrying of open 
lamps in the cap. The method we are trying to adopt in these mines is 
the withdrawal of those lights and the substitution of some sort of elec- 
triclamp. In the case of a fire caused by a naked light, we almost invari- 
ably (unless it is impossible) attack it from the intake side with water and 
dig it out. If that fails, we seal it off by dirt or brick stoppings, always 
with sand on the outside. 


R. V. Norris, Wilkes-Barre, Pa.—At the National colliery, Taylor, 
Pa., a mine fire was extinguished by excavating around it a trench about 
50 ft. wide at the bottom and about 150 ft. at the surface. 


R. D. Hatt, New York, N. Y.—I was interested in Mr. Ritson’s 
description of the methods by which they fight fires in England, but 
cannot quite understand how, as they advance, they fill in behind 
them. I would very much like to know just exactly how they perform 
the filling-in which they do with slush of some kind. 


J. A. S. Rrrson.—What I meant was; we go into the area, which very 
often is longwall, and. leave two roads in through the waste, which is 
composed of flushed material from the surface. By doing that, in case 
of fire, all that we must do is to block with brick and sand those two roads 
that we have left through the flushed material. This flushed material 
sets tight within 24 hr. We put up small, light, canvas screens with wood 
backing to them, and fill the flushed material behind them; within 24 hr. 
the wall is set tight enough for the screens to be taken down. 


Grorce §. Ricr.—The fire fighting carried on at Anaconda mine in 
Butte, Mont., isa remarkable piece of work. As many of you may know, 
there is a great mineralized zone at Butte which years ago got on fire and 
gave untold trouble. The high temperatures and the fires were most 
extensive and shut off a most valuable part of the mine. 


344 MINE FIRES EXTINGUISHED BY SEALING 


A number of years ago, it was decided to fill in with slimes, and that 
work is being conducted on a very large scale. A large force of men is 
continuously at work, using a half dozen diamond drills and three cement 
guns filling the old stopes, from the bottom up. Many of the stopes have 
already been cooled off and valuable pillars recovered; but the particular 
points of interest are the combination of this filling through diamond- 
drill holes, forcing the slimes in under pressure, and the extensive use of 
the cement guns. Owing to the wide area of the affected zone, there is a 
movement of the ground and the rocks were all cracked, so that ordinary 
sealing and plastering was not effective. The cement gun proved an 
admirable means of filling in the cracks, and in some places where the 
ground was too broken, brattice cloth supported by chicken wire has been 
placed along the wall as a backing for the coating put on by the cement 
gun. The thin cement wall thus built up stands out from the rock wall 
and has a certain amount of flexibility. It is carried back a long distance 
from the stopping to prevent air leaking through broken ground. From 
observations made at different times during the last few years, I can say 
that this is a most admirably conducted plan and is well worth the atten- 
tion of the colliery engineers, who have had so much trouble and diffi- 
culty in controlling fires in thick, pitching beds. 
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Mechanical Mining of Anthracite 


By Hersert D. Kynor,* Scranton, Pa. 


(Wilkes-Barre Meeting, September, 1921) 


By THE term mechanical mining is meant that operation, or series 
of operations, that replace the hand methods of mining. The first 
undercutting machine to operate in.anthracite was placed in the Butler 
mine of the Hillside Coal and Iron Co., Dec. 23, 1910, by the Sullivan 
Machinery Co. The first Jackhamer used in the anthracite field was 
installed at the Wadesville colliery of the Philadelphia & Reading Coal 
and Iron Co. in Oct., 1912, by the Ingersoll-Rand Co. The first longwall 
conveyor was installed at the Dodge mines of the Delaware, Lackawanna, 
& Western Coal Co. in March, 1912. The first mechanical scraper 
equipment was installed in the Seneca mines of the Lehigh Valley Coal 
Co. in January, 1914. 

The amount of anthracite mechanically mined since the first mining 
machine was installed in 1910+ is as follows: 


PENNA. 
Cour Ge. D.L.& W., Scranton TrEmpLE Huvupson 
YEAR AND HILt- Tons Coat Co., Coat Co., Coat Co., TOTAL, 
SIDE CoaL Tons Tons Tons Tons 
AnD Iron, 
Tons 

ODO Gt tte ae 372,737" 367,0007 322,892 74,127 371,878 1,508,634 
LODO ereeeeet.. sete Recs oa. 950,786 no record 306,616 81,575 319,356 1,658,333 
ORV eee eae hy Ran 917,778 744,966 24,880 44,756 288,781 2,021,161 
LOU reer nt ote a ere nae 757,940 838,800 5,050 57,279 164,180 1,823,249 
FoIG Wee oe 286,780 860,663 13,960 114,173 101,475 1,377,051 
OD Se eertreers tee. cas a 428,819 592,169 8,253 1,029,241 
j LON bat, Bien Fs Be eee hon a 219,188 153,896 373,084 
NOT Sie nes bees 1 bet Peas 171,505 171,505 
‘Die i eee ee 124,267 124,267 
TAO) Wear eitaratestnic ter SeneRae 40,319 40,319 
TT as pe ae Ae a 1,184 1,184 


2A slightly greater production was obtained than here indicated, as the tonnage 


from individual operations is not shown. 
> Decrease due to strike conditions in 1920. 


¢ Does not include tonnage of D., L., & W. 
4D.,L., & W. decrease in 1920 due to having fewer mining machines in operation. 


There are about 150 undercutters in use in the anthracite region, 80 
mechanical loaders, and 10 longwall conveyors. 


* Assistant to the Vice-President and General Manager, The Hudson Coal Co. 
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CoaL CUTTERS 
Shortwall Machine 


This is a continuous cutting machine and is used in chamber work. 
The machine makes one clean cut across the face without withdrawing 
the cutter bar; the props may be set within 5 to 6 ft. (1.5 to 1.8 m.) of 
the face. There are four makes of this machine: The Jeffrey, Goodman, 
Sullivan, and Morgan-Gardner. These machines are similar in deigsn 
and principle, but differ in detail. The motors are rated from 30 to 50 
hp. for 1 hr. continuously. We have found that cutter arms 6)4 ft. 
long suit our conditions best. These arms are narrow, reducing the 
possibility of being caught under the coal and allowing more freedom for 
guiding the arm upwards or downwards in cutting. 

The details of the chain design differ somewhat in the different makes 
of machines. The chains have blocks and straps so pitched that they en- 
gage with the sprocket wheel on the arm. The bits are held in the blocks 
by setscrews. The bits are either pick or chisel pointed, ora combination 
of the two, and are arranged in three to nine positions to suit the cutting 
conditions. The best satisfaction in anthracite mining is obtained with 
a pick-point bit and preferably located in all nine positions. 


Longwall Machine 


This machine is especially adapted to longwall mining, although, if 
the height is good and the roof sound, a shortwall machine may be used 
for this work. The particular advantages of this machine are: A thinner 
vein can be worked, as the height of the machine is only 18 in. compared 
to a minimum height of 24 in. on a shortwall machine. Also, propping 
can be done closer to the face with a longwall than with a shortwall 
machine, as the cutter arm can be held at right angles to the body of the 
machine by a locking pin. The cutter arm is reversible, that is, it may be 
turned about 210° so as to cut either right- or left-handed. The cutter 
arm may also be locked in a central position for transportation from place 
to place. Another advantage is that only one rope and one jack are 
necessary, as the body of the machine will hug the face of the coal. A 
shortwall machine requires two ropes and two jacks. 


DRILLS 


Jackhamer 


The Jackhamer is an air-driven machine that may be carried by the 
miner from place to place. It is 18 in. (45 cm.) long with a cylinder 
diameter of 244 in., a stroke of 2 in., an air connection for 34-in. hose, and 
weighs 40 lb. Newer types, which weigh only 20 lb., are on the market. 
The machine is simple in construction and the maintenance charges are 
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low. A rifled bar and ratchet located in the back of the cylinder impart 
rotation to the piston, which in turn imparts rotation to the drill. The 
spring device on the lower end holds the drill in the machine. Steel 
drills up to 12 ft. in length may be used. Twisted drills are generally 
employed for drilling coal and solid hexagonal chisel-pointed bits are used 
in rock, 

Electric Drill 


There are two distinct types of electric drills, namely, a direct-driven 
electric drill of the auger type and a drill where the electrical mechanism 
drives a small air compressor, which in furn runs the drill as a percussion 
drill. An effort is being made to secure a type of electric drill that will 
replace the Jackhamer, particularly on account of the expense of com- 
pressing and piping the air over great distances; electric drills may be 
connected to the trolley wire at the foot of the chamber. 

It is essential, however, that this type of electric drill have the follow- 
ing properties of the Jackhamer: (1) Its weight should not exceed 
50 lb. This is particularly essential in low-vein mining as it is often 
necessary for the men to travel to the working faces from the gangway on 
their hands and knees, and to transport any object of greater weight than 
50 lb. would be cumbersone and awkward and place a physical strain on 
the men. (2) It should drill in rock as satisfactorily as it does in coal. 
(3) It should be adapted to work under both wet and dry conditions. 
Of the electric drills that have been experimented with in the anthracite 
region, three have the required portability but do not drill in rock as 
satisfactorily as in coal. These types are manufactured by the Chicago 
Pneumatic Tool. Co., Pneumelectric Machine Co., and the Howell 
Drill Co. All are of the direct-driven auger type. 

Experiment seems to indicate that the light-weight auger-type electric 
drill will not touch rock without a torque sufficient to throw the drill out 
of the operator’s control. This electric drill does not work as satisfac- 
torily when drilling holes under wet conditions as it should, due to short 
circuiting and shocking the operator. 

Some heavier types of auger drills work satisfactorily in both coal and 
rock, but they are not adapted to thin-vein mining on account of their 
weight and the number of men required to handle them. The same 
objections apply to the percussion drill, which is heavy and cumbersome. 


MeEcHANICAL LOADERS 


Scraper Loader Engine 


Various types of hoists have been used for this work, the principal 
ones being the Vulcan, Lidgerwood, and Pneumelectric. The variation 
in horsepower of the motor ranges from 744 to 25 hp. The essentially 
different types of hoists used are the portable and stationary. 
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The portable hoist is mounted on a truck, which runs on the mine 
tracks and can be transported along the gangway from one chamber to 
another. The advantage of this hoist is that, as it can be placed directly 
at the foot of each chamber, there is less friction on the ropes than there 
would be if it were set in a crosscut, necessitating fleeting of the ropes 
along the gangway. It requires an additional track in front of each 
chamber, however, so that the mine cars can pass in front of it. This 
necessitates widening the gangway at these points, which is a disad- 
vantage, as the roof often will not permit of a wider gangway than the 
average 12 ft. The cost of lifting the necessary rock adds to the expense 
of the operation. 

The stationary type of hoist has proved most satisfactory and has 
the smallest maintenance charges. This hoist is set in a crosscut between 
the gangway and airway, and is then able to handle the scraper in at 
least five chambers. It consists of two drums of equal dimensions 
and interchangeable. One drum carries the main rope and the other 
the tail rope; or in other words, one drum winds on and the other reels 
off the cable. The process is reversed depending on whether the scraper 
is going up or coming down the chamber. The drum-shaft gear is made 
in halves, providing for easy replacement. The engagement and release 
of the drum are made with one continuous movement of the engaging 
mechanism, thus making possible instant reversal of the scraper at the 
point of dumping into the car. 


Scraper Equipment 


The scoop is a V-shaped bottomless appliance that drags the coal along 
the bottom from the working face to the car and the gangway. It is 
built of steel plates, the lowest plate on the sides being slightly curved 
inwards so as to scoop the coal. The sides are braced near the open ends 
with a piece of channel or bar iron. The so-called medium scoop, which 
is in general use, is 4 ft. (1.2 m.) long, 4 ft. wide at the open end, and 17 
in. (43 em.) high, and has a capacity of 1000 lb. (453.6 kg.) of coal. 

The jack screws are made up of 2-in. (5-cm.) pipe and are adjustable, 
being equipped with a screw, using nut and collar. These screws are 
placed at the working face and the snatch block pulleys through which 
the rope is drawn are attached to them. 

Two types of pulleys are used: The snatch-block pulley is used for 
the face and the prop pulley for carrying the rope along the gangway 
to the foot of each chamber. 


Conveyors 
The form of conveyor most used for anthracite is the chain-and- 


trough type, which is used altogether in longwall mining. The links 
are from 9 to 12 in. wide and move in a steel-plate trough with flaring 
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sides. The return run of the chain is made over an angle-steel track 
located under the trough. The trough is made in sections from 12 to 
16 ft. long supported on steel legs, or stands, and the conveyor is operated 
by an electric motor placed near the discharge end. The speed of travel 
is from 90 to 125 ft. per min. The full length of the conveyor may be 
shifted with bars so that it is kept close to the working face at all times. 


Fig. 1.—PERSPECTIVE VIEW OF SCRAPER. 


~ Bumping Chutes 


The essential details of operation of the bumping chutes are that one 
motion of the motor pulls the trough up the pitch for a few inches and 
the reciprocating motion releases it. This _Teciprocating motion is 
artificially created by the use of wheels in an incline trough. The con- 
veyor thus abruptly falls away after the material has been carried for- 
wards and so shifts its contents along the trough. The operation is 
repeated on the next cycle of the motor. 
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Shoveling Machines 


The use of shoveling machines is practically the application of steam- 
shovel methods to underground work. The usual type of steam shovel, 


-—Bumpring TROUGH CONVEYOR FOR INCLINED SEAMS, 


however, has been modified in genera] arrangement and 


; : design so as to 
be capable for Operation in underground chambers, The Shovel jg 


electrically driven, Provided with boom and bucket, and Moves on a 
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caterpillar truck. These machines, however, can only be utilized in 
thick beds, their design precluding good performance in beds less than 
6 ft. thick. Where there is a large tonnage to load this machine can do 
considerable work; it has been known to load at the rate of 20 to 40 tons 


Myeprs-WHALEY SHOVELING MACHINE IN A 416-FT. SEAM. 


Be 


FIG. 


per hour. The success of any mechanical loading machine depends on 
continuity of operation. When there are only a few tons per place and 
much loss of time traveling from room to room, the efficiency is low. 
Further, they are bulky and awkward to handle in any but the highest 


and best of mine roads. 


352 MBCHANICAL MINING OF ANTHRACITE 


The Shuveloder is a compressed-air operated machine, comprising 
three main elements: a truck with wheels suitable to the gage of the 
track; a platform, or turntable, which provides lateral movement to the 
shovel; and a body member containing the operating cylinders and shovel 
guide members in which the shovel and its arms function. The body 
piece consists of four cast-iron cylinders and their pistons, three operating 
valves, and a crosshead that travels in horizontal guides and carries the 
rope sheaves to which are fulerumed the dipper arms and the dipper. 

In action, the dipper duplicates the operations of the man shoveling by 
hand. It forces itself into the pile of broken material, alternating the 


Fia. 4.—SHUVELODER IN OPERATION. 


forward push with a lifting action. The machine is controlled by three 
hand levers located on the side of the machine. Air is admitted succes- 
sively into the bottom cylinder, two center cylinders (acting as one), and 
the top cylinder. The bottom cylinder pushes the body piece forwards 
crowding the dipper into the pile (this is called the crowding stroke), the 
two center cylinders turn the rope sheaves bringing dipper up through the 
pile to a horizontal position (this is called the digging stroke), the top 
cylinder pulls the crosshead back, causing rope sheaves to turn, carrying 
the dipper up and over, where the load is discharged into a car at the rear 
of the shovel. The material is at all times discharged into the center of 
the car, since the two concentric tracks on which the body swings have a 
center in common with the center of the car. Five-foot sections of track 
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are used in order to move the machine up to the pile; when six sections 
of track have been used, a regular 30-ft. (9 m.) rail can be laid sO that the 
empty cars can be supplied to the machine. 

The machine has been designed for hand propulsion only; the short 
wheel base and light weight make it easily moved by the loading crew. 
The machine may be operated in a heading as small as 5 ft. (1.5 m.) 
wide by 7 ft. (2.1 m.) high or, when desired, af maximum lateral reach of 
54 ft. on each side of the center line of track can be obtained. The load- 
ing crew consists of two men, one man to operate the machine and one 
man to keep the empty car up to the machine. 


METHODS OF OPERATION 
Driving Chambers 


If the coal is to be loaded into the cars by hand, the vein must be 
at least 4 ft. thick as the track is laid in the chambers, and to take up 
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Fig. 5.—PLAN OF CHAMBER WITH SHORTWALL MACHINE CUTTING ACROSS FACE. 
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much bottom rock for the height would delay the operation. The con- 
ditions that tend to make the use of the mining machine-a success are: 
good power, a practically level bed, a good roof, very smooth bottom, 
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conditions such that wide chambers may be driven. This latter 
depends on the depth of the bed under the surface, the nature of the 
roof, and the nature of the overlying and underlying beds. 

The cycle of operation in undercutting in chambers by this method 
is as follows: (1) Unloading and moving machines to the face, (2) 
sumping the cutter arm under the coal, (3) undercutting across the face, 
(4) moving out and loading the machine on to the truck, (5) traveling 
to the next chamber. The machine moves from working place to work- 
ing place on a self-propelled truck actuated by a direct transmission 
from the motor of the machine itself to the track wheels of the truck. 

After the undercut has been completed the Jackhamer men drill the 
holes. As a general rule there are four holes in a 30-ft. (9 m.) chamber. 


Fia. 6.—MAcCHINE IN LEFT-HAND CORNER OF CHAMBER. 


To drill one 6-ft. hole requires 4 min.; to drill the four holes and move the 
drills to the next chamber requires about 40 min. After the holes are 
drilled, the miner and his helper clean out the drill holes and place the 
charge, tamping, and wiring. The holes are fired by an electric battery. 
The organization required for this method of working consists of a 
machine runner and helper and a machine miner and helper. The 
number of hand loaders depends on the number of chambers being worked 
and the number of machines in operation. As a general rule, one mining 
machine will keep sufficient coal cut for six hand loaders. 

Where mining machines are used in conjunction with mechanical 
scrapers, machines are taken from face to face by their own power through 
the crosscuts, thus eliminating the use of a truck. 
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Coal Blown off Solid, using Jackhamer and Mechanical Loader 


It has been found an advantage in many places, where conditions are 
not favorable for electric coal cutters and where the air supply is good, 
to use Jackhamers to blow the coal off the solid and load by means of a 
scraper. The miner drills the whole face of the chamber, as a rule 
taking from ten to sixteen 6- to 8-ft. holes, depending on the nature of the 
coal and the cleavage. The greatest difficulfy encountered in this work 
in thin veins is the firing, where squibs or instantaneous electric exploders 
are used. As it is necessary to fire-every hole or every two holes sep- 
arately, a great deal of time is consumed both in drilling the coal and in 


PLAN OF FACE 


WSS RIE SIRS NZ YARN 
ELEVATION OF FACE 


Fic. 7.—ARRANGEMENT OF DRILL HOLES WHEN USING JACKHAMER AND MECHANICAL 
LOADING. 


waiting for the smoke to clear up so that the miner can return to the face. 
The following method was found to overcome this difficulty very 
satisfactorily: 
The face was drilled with two or four opening, or cut holes, A, Fig. 
7 and then the rest of the holes B, C, D, and E were drilled as relief 
holes. Holes A were fired with instantaneous electric exploders, and 
then holes B, C, D, and E were charged, connected, and fired by one 
pull of the battery, using electric delay-action exploders, each delay 
being 6 sec. The exploder placed in holes B go off first, followed at 6- 
sec. intervals by those placed in C, D, and £, respectively. By means of 
these exploders, two sets of firing will blast an ordinary chamber face. 


356 MECHANICAL MINING OF ANTHRACITE 


The miner goes back into the smoke only once and the firing time is 
reduced 70 per cent.” 

In Jackhamer mining for scraper loading, the opening hole should be 
placed in line with the scraper roadway, or chute way. As these holes 
are fired first, the relieving holes will throw the coal toward this opening, 
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AIRWAY 
Fig. 8.—GENERAL LAYOUT OF TWO-DRUM HOIST AND SCRAPER LINE. 


thus making the scraper work easier; it will also tend to keep the coal out 
of the gob. Gathering and loading coal by means of the scraper is 
probably one of the most practical and simple methods used. The 


scraper loads itself and does not require hard labor on the part of the 
operators. 


SESS 


Fic. 9.—Sncrion OF TWO-DRUM HOIST THROUGH CHAMBER AND GANGWAY. 


As a rule five adjacent chambers that turn off the gangway in the 
same direction are worked as a unit. The hoist is placed in a crosscut 
opposite the middle chamber, if possible, and on the opposite side of 
the gangway. The standard, erected in front of the hoist and equipped 
with pulleys, serves to turn the ropes along the gangway to the foot 
of whichever chamber is to be worked. The load platform, one prop 
pulley for the main rope, and one for the tail rope are located at the foot 
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of each chamber. If the chamber is on the same level as the gangway 
some top rock will have to be blown down to accommodate the igadine 
platform, which consists of two props spaced about 416 ft. (1.3 m.) 
apart with planking leading up from the floor of the chamber to about 
1 ft. above the top of the car. A runway, or scoopway, is built along one 
side of the chamber; this consists of planks fastened to a row of props 
placed about 10 ft. from the rib and termipates near the face with a 
wooden drum pulley around which the scoop is drawn on its way to the 
pulley in the uppermost corner of the chamber. This pulley is held in 
place by an adjustable jack screw. An additional pulley and jack screw 
are placed at the opposite rib at the lower end of the loose coal. In 
addition, where the propping is close to the face, and in order to turn the 


Fic. 10.—ScRAPER STARTING FROM FACE OF CHAMBER. 


scoop without upsetting, a third jack screw is located along the scoopway 
rib several feet nearer the loading platform. 

The tail rope is taken through the various sheaves up to the face and 
attached to the closed end of the scoop, which has been placed on the 
loading platform. The main rope is attached to the chain at the front, 
or open end, of the scoop. An electric-bell system is used for signalling. 
A push button at the face is used to regulate the movement of the scoop 
and one at the loading platform is used to stop the scoop and return it. 
The scraper system is usually operated by four or fivemen. The engineer 
stops and starts the hoist; the car man spots the cars in front of the loaded 
platform and signals the engineer as the scoop deposits its load into the 
car. Two, and sometimes three, men are needed at the face, depending 
on the amount of gob to be moved or the amount of timbering to be done; 
two men are all that are required for the actual operation of the scoop. 
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Fig. 11.—RospBING WITH SCRAPER. 
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Fic, 12(a)—LONGWALL WITH ROCK-PACKED ROADS. 
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As the scoop approaches the uppermost sheave in one corner, a signal is 
given to stop. One of the men then places the main rope on the sheave 
in the opposite corner and signals to pull the scoop across the face. When 
the scoop is loaded, a stop signal is given. The main rope is taken off 
the sheave, which is an open snatch block, and a signal is given for the 
scoop to be pulled to the car. 

The advantages of the scraper loader are: (1) It eliminates taking 
up rock in chambers, and the cost of transportation and storage of this 
rock whether inside or out. (2) It saves trackwork in the chambers. 


————s 
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Fie. 12(b).—LoNGWALL WITH ROCK-PACKED ROADS. 


(8) It eliminates the time of placing and gathering cars in chambers. 
(4) It does not require as hard manual labor as hand loading does. 


Pillar Robbing Operation 


The scraper is used in pillar robbing in thin veins. The only difficulty, 
compared with hand robbing, is to keep the robbing of each pillar at an 
angle so that the scoop can get along the face of the pillar more readily 
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than if the pillar were cut off square, and also to keep the props from 6 
to 7 ft. from the face of the pillar in order that the scoop may get in along 
the face. The scraper works under a disadvantage in this method, how- 
ever, where the roof is of such a nature that it is necessary to prop closer to 
the face than 6 to 7 feet. . foes 


OPERATION Of LONGWALL 


Col 
Fie 13(a).—LONGWALL METHOD WITH TIMBER COGGING. 
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Longwall Work 


A longwall system adapted for the anthracite region is as follows: 
Gangways are driven about 200 ft. (60 m.) apart and a chamber started 
off the lower gangway and driven up until it reaches the upper gangway. 
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As the chamber is being driven, a line of break props is placed and timber 
cogs are builtin. Thé object of the cogs is to take the roof as it gradually 
settles and ease the pressure as the longwall advances. These cogs are 
built at intervals of 6 to 8 ft. (1.8 to 2.4 m.) in the direction the longwall 
face is advancing and 10 to 16 ft. in a direction parallel with the longwall 
face. There are two methods of supporting the roof pressure. If the 
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Fig. 13(b).—LONGWALL METHOD WITH TIMBER COGGING. 


vein is less than 30 in. thick it has been found advisable to drive rock- 
packed roads, which also serve as safety roads, every 60 ft. and in a line 
parallel with the loading gangway. ‘They are driven about 10 ft. wide 
and from 2 to 8 ft. of top rock is blown down. This rock is packed on 
both sides of the road supplying sufficient pack to a distance of 12 ft. 
on either side of the road. This method is shown in Fig. 12(a) and (6). 
Where the vein is 3 ft. or more thick, timber cogging has been used 
for the supports, as shown in Fig. 18(a@) and (6). 
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Fia. 14.—Scoop AND LOADING APRON OF A LONGWALL FACE. PROP AT TOP OF LADDER 
GIVES A GOOD IDEA OF THICKNESS OF COAL. 


Fig. 15.—HEaD OF CONVEYOR LINE OVER LOADED MINE CAR. 
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Hand mining and loading, the car following into the chamber, is 
restricted by the pitch of the vein, as a car cannot be drawn up a pitch 
greater than 10° without unusual expense. It is also expensive to work 
this method in veins of less than 314 ft. thick, because of the rock that 
must be removed for car clearance. 

As hand drilling is slow, the output per minerislow. Transportation 
costs are high due to labor and supplies, cost for installation and extension 
of track, ties, spikes, frogs, switches, etc.; also a large transportation 
organization is necessary to change out cars from each chamber. A large 
area is required for a given output. 

Hand mining and loading, using buggy, can be applied to veins thinner 
than 314 ft., but not below 3 ft. and the vein must be fairly flat. As in 
thin veins the laborer must push the buggy while crawling on his hands 
and knees, it is difficult to keep men working this method in a chamber 
longer than 75 or 100 ft. Production per man is low due to the slow 
method of getting the buggy to the face and back. 

Hand mining with chute loading requires a pitch of 25° on the vein. 
Veins as thin as 24 in. may be worked if they have the necessary 
pitch. 

In undercutting coal and loading by hand, car following, it is neces- 
sary to drill a smaller number of holes and to use less powder to obtain 
a@ given amount of coal; it therefore, increases the output per miner. 
Better coal is produced. There is greater concentration of effort, which 
means rapid ‘face advancement and greater output for a given area. 
Loaders can apply their full time toward loading coal. These advantages 
must overcome the labor cost of machine runner and helper, cost of under- 
cutter, interest on the investment, and cost of repairs to the machine. 

In undercutting coal and loading by scraper in room-and-pillar 
mining, veins as thin as 214 ft. (0.7 m.) may be profitably worked. The 
cost of taking up rock and storing it inside or outside is eliminated, also 
the track and track supplies in the chambers and the labor cost of in- 
stalling and extending same as well as the cost of gathering cars from each 
chamber. A trip of empty cars can be pushed in behind the loading 
chute by the motor and the trip of loaded cars taken out with little 
delay. This method can be used to advantage in veins where coal 
ordinarily blows in two or three benches. But these advantages must 
overcome the cost of the mechanical loader and scraper equipment, 
interest on investment, and repairs and replacement to equipment. 

Blowing coal off solid with a Jackhamer and loading by scraper 
can be used on pitches greater than 15°, up to chute pitch, on which an 
undercutter could not be operated. This method can also be used to 
good advantage in veins that have streaks of bone or sulfur in the bottom 
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6 in., which would make extremely hard cutting for the undercutter. 
It eliminates the machine runner and helper and the cost and upkeep of 
undercutter. But these advantages must overcome the following 
disadvantages: A greater amount of explosive is required and the miner 
must drill more holes for a given quantity of coal. This objection, though, 
is overcome to a great extent by the use of 10-ft. drill steel instead of the 
6-ft. drill following the undercutter. The goal is blown into smaller 
pieces than undercut coal, and hence, greater difficulty is experienced 
in building topping on the cars. hs 

The longwall method using undereutter and loading with scraper 
allows the undercutter to make a straight cut of about 200 ft. in 8 hr. 
without withdrawing the cutter arm. A greater tonnage may, therefore, 
be undercut in a shift than if the machine is moved from one chamber to 
another. The longwall machine can cut both ways, thus eliminating 
dead traveling. As this coal is easily loaded out by the scraper with 
very little changing of pulleys and with no handling of the rope, the 
output per mechanical loader is about twice that of a chamber operation. 
The output per machine runner, miner, and scraper-man is greatly in- 
creased and the maintenance charges on mechanical equipment are 
reduced because of the increased tonnage per machine. 

As all the coal is taken out at once it is unnecessary to go back to 
rob pillars. In thin-vein mining, robbing pillars with the mechanical 
loader is a more costly operation than first mining. Veins as thin as 
24 in. (60 cm.) may be worked profitably and it is possible to work veins 
as low as 20 in. with the mechanical equipment now in use. 

Longwall advancing yields an immediate return on the investment. 

In longwall retreating, transportation roads are maintained in solid 
coal instead of being in disturbed area. As the face retreats, the roads 
behind can be forgotten and the track removed. The expense of keeping 
roads open is eliminated. This method is safer for men in case of a 
general squeeze. It is suitable to weak roofs but involves an outlay of 
capital in development work. ; 

The most important factor in the efficient and continuous operation 
of any mechanical contrivance used for mining or loading coal is a good 
and sufficient supply of cars to take away the coal as quickly as it can 
be put into them. To maintain a maximum output with the scraper, 
the work and the working force must be so arranged that the scraper will 
be continuously traveling up and down the chamber. As a car must be 
under the loading platform at all times, the empty cars should be taken 
through the airway, or some other road, and brought back in the rear 
of the loading platform, then run past the platform as they are re- 
quired for loading. A slight grade in favor of the loaded cars is an 


advantage. 
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* STATISTICS 
UNDERCUTTING AND Hanp MINING AND 
Hawnpv Loapina LoaDING 
Thickness of vein, inches......... 60 61 60 61 
Thickness of coal, inches......... 40 50 40 50 
Menvemployedvn. .wnreruter stir 28 13 14 61 
Undercutters muse... .0. 42. oe 2 1 
Tons produced per day.......... 138 62 43 186 
Tons per man per day........... 5.0 4.8 3.1 3.0 
Tons per miner per day.......... 35.0 31.0 4.8 6.2 
Tons per undercutter per day..... 69 62 
Operating cost per ton........... $1.37 $ 1.30 $1.87 $1.64 
Maintenance cost per ton........ 0.16 0.18 
Depreciation of equipment per 
CONMStS, aki ne eee 0.03 0.04 
otalcost pertOn saw err ecke 1.56 1.52 1.87 1.64 
CHAMBER UNDERCUTTING AND Hanp MINING AND 
Scraper LOADING LOADING 
Thickness of vein, inches........ 33 30 49 33 32 42 
Thickness of coal, inches........ 26 30 42 27 32 42 
Menjemployedsr. emcee 18 18 9 22 12 18 
Undercutters in use............ z 2, 1 
Scraper loaders in use.......... 2 2 1 
Tons produced per day......... 48 67 35 59 32 50 
Tons per man per day.......... 2.7 Sid 4.0 aat | 2.7 2.8 
Tons per miner per day......... 10.3 16.0 14.5 4.2 5.3 4.1 
Tons per undercutter per day... . 24 33 35 
Tons per scraper loader per day... 24 33 35 
Operating cost per ton.......... $ 2.30 $1.92 $1.77 $2.70 $2.50 $1.82 
Maintenance cost per ton....... 0.20 OSL, 0.20 
Depreciation of equipment per 
Caiveed te, « Matttks Aone een 0.10 0.12 0.11 
Total costiperton.. sc... 2.60 PH PAUSE Med) aes) ib Gy 
JACKHAMER MINING AND Hanp MInina anp 
ScraPpER LOADING LoapDING 
Thickness of vein, inches.............+-+ 29 33 47 42 32 47 42 
Thickness, of coal, Ghes. crue eis se 29 33 36 42 32 36 42 
Men employed!iicc tuo toe cates eee 8 Lg 18 11 9 51 18 
Jackhamersuln Users. «es Cio eere eee 1 1 3 2 
Seraper Joaders in use.................-- 1 1 3 2 
Pons produced: per daly; aus cereal siete 28 26 86 85 32 132 50 
Tons persmaniper aye... 6 22 aardaeee 3.5 Seis aS 77 oie 2.6 2.8 
Tonsupersoiner per day. .n.saneieeemeeiee 14.7 13.4 14.3 21.8 5.3 4.3 4a 
Tons per Jackhamer per day............. 28 26 29 42 
Tons per scraper loader per day.......... 28 26 29 42 
Operating cost per ton. .s..005-.. 0. susan $ 2.33 $1.95 $ 1.48 $1.28 $2.50 $1.96 $1.82 
Maintenance cost per ton................ 0.06 0.10 0.12 0.05 
Depreciation of equipment perton........ 0.06 0.06 0.05 0.04 


Potslicost POLO. ssreleraiieiietcccr oer 2.45 2.11 1-65 1.37 2.50 1.96 1,89 
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Lonewatt Minina wits UnpercurTer AND SCRAPER 


Ustne Rock Usine Timppr Hanp MINING AND 
Pack Cogs Loapina 

Thickness of vein, inches... ........... 24 29 36 48 27 36 48 

Thickness of coal, inches............... 24 22 36 48 27 36 48 

Mentemployedioie- Serie clack ae : 10 15 20 8 2 20 16 
Underoutters in Uae... shisha 2 wicees 1 3 2 1 
Scraper loaders in use.................. 1 3 2 1 

Tons produced per day................. 34 83 136 64 2 48 52 

‘Pons per:man per Gayo. 2. 5.66 ce as.cs <i 3.4 5.5 # 6.8 8.0 1.0 2.4 3.2 

Tons per miner per day................ 11.2 16ST 21/2 32.0 2.0 4.4 5.1 
Tons per undercutter (Peri dky Kant. 34 28 68 64 
Tons per scraper loader per day......... 34 28 68 64 

Operating cost per ton............... . $3.00 92.50 $1.75 $1.44 $3.90 $2.15 $1.72 
Maintenance cost per ton............... 0.17 0.25 0.15 0.06 
Depreciation of equipment per ton....... 0.17 0.15 0.05 0.05 

Ota Cost per CONS «slenisnciesn te aa nie 3.34 2.90 1.95 WTB, SRG Pail Heke 


Size oF Currinas MADE BY Minina MAcHINE 


Per Cent. 

SLO V5 Fe ee Eee at et ee eH oer) Pace Pate Eg. 6.0 
OU TCE ST Ano ie Sp as teehee ng ae ne al a lg acne ion 18.0 
Pea eee ee ee ee ae ke 28.0 
INOM@IS-DUCKWHERUT reer rere Sere Aa eee 21.0 
INOw2 and Novos DUCK Wheaten. ...0-05. ue Gif Dake es ears 19.0 
Site. si Sk Age 1 ee 8.0 

100.0 


From a study of the foregoing statistics the following conclusion 
may be drawn: 

1. Value of Mechanical Mining in Thin Veins.—In nearly every case, 
an economy results from the introduction of mechanical mining. Veins 
down to 24 in. thick may be worked economically by means of mechanical 
devices; whereas hand mining, with the possible exception of a few cases, 
cannot be economically carried on in coal as thin as this. This results in 
a considerable increase of workable coal areas in the northern anthracite 
fields, and tends to prolong the life of the industry and the conservation 
of natural resources. 

2. Increased Production per Miner.—The production per certified 
miner from a mechanical-mining operation is from two to six times 
as much as from the hand-mining system; therefore per given production, 
fewer miners are required. This point has particular value because the 
miner is a skilled or high-priced worker; also, the Pennsylvania state 
mining laws require that a miner must have at least two years’ experience 
as a mine laborer before qualifying as a certified miner, which has a 
tendency to restrict the possible number of miners in the region, In 
addition, the work of the miner is less laborious when mechanical devices 


are used. 
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3. Greater Output from Thin Veins.—¥For a given area or a given 

amount of development, a far greater production per day is obtained 
from mechanical mining than from hand mining, due to the concentra- 
tion of effort on a small area. This also facilitates the transportation 
and the incidental mine work. A steadier production is obtained from 
mechanical-mining units, as the coal is loaded out with few interruptions, 
while in hand mining a certain number of days in every period are em- 
ployed in blowing and loading out or gobbing rock, which means the non- 
production of coal. By means of cross-over connections between gang- 
way and airway, a number of mechanical mining units may be worked 
in the same section of the mine without interfering with one another, 
thus considerably increasing production. _ 
4, Greater Output per Employee-—The output per employee for 
mechanical-mining operations is about 50 per cent. greater in chamber 
work than hand chamber methods, and on longwall work as high as 
300 per cent. increase has been obtained. This, in itself, is a very 
important, point in the favor of mechanical methods. 

5. Greater Prepared and Total Yields—Tests show that coal undercut 
by machine gives about 10 per cent. more prepared yield than hand 
mined coal. Jackhamer-mined coal blown off the solid does not give as 
good a prepared yield as hand-mined. As the speed of production is 
greater in the Jackhamer method, the whole face is drilled at one time 
and fired instead of drilling only a few holes at a time, as in hand work. 
This does not permit the greatest care in the placing of holes and provid- 
ing free breaking faces, as in hand mining. 

6. Percentage of Recovery—By mechanical-mining methods, where 
chamber-and-pillar work is done, the same amount of recovery can be 
made as made in hand mining; in the longwall system of mechanical 
mining, 100 per cent. recovery is being made. 

In conclusion, it may be said that the advantages of mechanical 
mining, as applied to thin veins, are much greater in the case of thick 
veins. Generally speaking, mechanical mining has only been introduced 
in thin-vein work, or in thick-vein work where the physical conditions 
were abnormal and where it was impossible to secure men to work by the 
hand method. For this reason, there has been little opposition to the 
mechanical-mining method from the labor unions. However, when the 
question of introducing mechanical mining into the thick seams is to be 
considered, as with the introduction of any machinery to replace hand 
work, means of controlling any possible opposition on the part of the 
workman must be taken into consideration. Furthermore, it is readily 
seen that the mechanical methods of mining will produce the same 
amount of tonnage that hand methods of mining will produce with a 
reduction of about 33 per cent. in producers, and a like reduction in 
company forces due to the concentration of transportation, working faces, 
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etc. If a virgin area of coal is to be worked, due consideration should 
be given to the introduction of mechanical methods for the entire mining 
of this coal, which undoubtedly under normal working conditions will 
result in quicker extraction, increased output per employee, and quicker 
returns on investment. 


I wish to thank Mr. A. J. Wiegand for the assistance he rendered in 
preparing this paper. be 


DISCUSSION 


CADWALLADER Evans, JR.,*Scranton, Pa.— Would it be possible, when 
this paper is published in the Transactions, to include some information 
about the rates of pay that governed when these figures were made up? 
The costs are given in dollars and cents per ton, but it would be 
much more illuminating if we had the basis on which the men were paid 
at that time. 

HeErRBert D. Kynor.—tThese figures are based on 1921 wage rates. 


Sipney J. Jennines,* New York, N. Y.—In the maximum year for 
the mechanical mining of anthracite, the total output is given as 2,000,000 
tons; what. proportion does that 2,000,000 tons bear to the total amount 
produced by the companies that use coal-mining machines? 


HERBERT D. Kynor.—In the case of the Hudson Coal Co., in that 
year about 5 per cent. of the production, which was over 7,000,000 tons, 
was produced by machines. I do not know the proportion in the case of 
the other companies because I do not know their total tonnage figures. 


W. J. Ricuarps,} Pottsville, Pa—The Jackhamer was included 
among the mechanical instruments; the 2,000,000 tons does not cover the 
tonnage produced by the aid of the Jackhamer? 


Hersert D. Kynor.—lIt covered the tonnage where the coal was 
mechanically loaded. 


Geo. S. Rice,t Washington, D. C.—Why is there an apparent falling 
off in the production of mechanical mining and loading, where perhaps we 
might expect a continued gain? 


Hersert D. Kynor.—The falling off was due to the labor troubles of 
the Pennsylvania Coal Co. last year; a four-months strike reduced its 
tonnage materially. 


* Consulting Engineer. 
+ President, Philadelphia & Reading Coal and Iron Co. 
t Chief Mining Engineer, U. 8. Bureau of Mines. 
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Skip Hoisting for Coal Mines 


By AnpRews ALLEN, C. E., anp Jonn A. Garcia, E. M., Cutcaao, It. 


(New York Meeting, February, 1921) 


Tue large increase in the wages of mine workers makes it imperative 
that all factors tending to limit production per miner be eliminated, if 
possible. The trolley and storage-battery locomotive, mining machine, 
hoisting engine, mining system, etc., have increased the possible output 
per man. But this output is still limited by the capacity of the hoisting 
engine and cable and by the size of the mine car. 

The superiority of skip hoisting in metal mining is shown by its 
almost universal adoption. By varying the size of skip and the rope 
speed, any desired tonnage can be secured and, since frequently only one 
kind of material is handled and breakage is unimportant, the loading of 
the skips can be easily and cheaply effected from bins into which the cars 
are dumped. The cars may then be designed to fit the conditions in the 
mine instead of being a compromise between hoisting and mining condi- 
tions, very likely suiting neither. 

In coal mines, the usual practice has been to hoist the car to the 
surface, either on platform or self-dumping cages. Of late years the 
number of skip-hoisting plants in coal mines has been rapidly increasing, 
but there is more or less inertia to overcome in establishing so radical a 
change in practice; also the earlier skip operations were not uniformly 
successful. As a result, it became evident that metal-mining practice 
would require radical modification before skip hoisting could be success- 
fully used in coal mining. 


OBJECTIONS TO Skip HorstIneG 
Breakage 


Except where coal is used for coking, or for other purposes where 
breakage is unimportant, breakage of the coal is vitally important all the 
way from the face to the railroad car. The average selling price is 
seriously reduced when the percentage of screenings is increased. Fol- 
lowing metal-mining practice exactly, the coal would be dumped into a 
deep pocket, cut off into a skip load by a measuring hopper or other 
means, dumped into a deep, narrow skip, and dropped into a bin at the 
top, all of which would contribute to excessive breakage. 
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It is difficult to make a direct comparison between the breakage of 
coal in mines operated with self-dumping cages and with skips. The 
amount of fines is influenced by other considerations than handling ; for 
instance, the character of the coal and the percentage of narrow work 
that is being done at the time the test is made. 

The complete record of the percentages of two Illinois mines that 
were started about the same time and are producing about the same ton- 
nage is available. In one, the Kathleen mine of the Union Colliery Co., 
the coal is hoisted in 10-ton skips; in the other, the No. 2 mine of the 
J. K. Dering Coal Co., at Eldorado, the coal is being hoisted in 314-ton 
cars. The record for 1920 up to Oct. 1 for these two mines is as follows: 


J. K. Dertne Coan Co., Cagz-noistinc MINE 


Per Cent, 
GUPNERL UTED eet es NO ites Fae wine ealsine Senues 9.3 
GEXT oN O20 area reper, Wee. here ct, 20.4 
EASES INNO eter eters np ces Bn ernie ne caso ak 21.6 
DESRIN SCTCENIN GS Ah ge Occ pe eee EK, Bessie 48.7 
EDAURT Ds sees ey deep isle Sin MRn Arete i rs ne 100.0 


When the 2 in. (50.8 mm.) screenings are considered, the proper propor- 
tion of nut added to the 114 in. (31.75 mm.) screenings gives 54 per cent 
for the same period. 


KatHigeen Mine, usine 10-Ton Sxirs 


JAN. 1. TO 
OcTOBER, Ocr, 31, 

S1zE Pier Cent. Per Cent. 
WTR ATC} oe 3 eas 5 Rae ot cae Ae Ce Ae 2.4 10.4 

SplNiey LIN Peeeraciorrst Reet ks ee clsit s < oe. O71 

6 in. lump.... Pe 10.5 
LSAT G ter tial Oy ee 16.2 14.4 
Yai SE aN Eis COND cceticn fg ewes RS ee 18.0 13.9 
Jay SCRECIINOH Men Tera yee tee acct she ele. 2 whan 50.6 50.8 
GROVE. of a tise See Phe ee Cate erate 100.0 100.0 


It will be noted that the percentage of the 2-in. (5 cm.) screenings is 
less in the case of the skip-hoisting mine than in the cage operation, which 
bears out the theory that handling coal in large masses in skip hoisting 
does not cause any more breakage than does the handling of coal on self- 


dumping cages. 


Bottem Installation for Dumping Cars and Loading Skips 


The cost of such an installation is greater than an ordinary coal-mine 
bottom, where cars are run directly on to a platform or self-dumping 
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cage. However, many important savings may be effected when the 
entire cost of the plant is considered, and the expenditure may be justi- 
fied by the greatly increased hoisting tonnage and the decreased cost of 
labor. 


Dust 


As coal dust is inflammable, the dumping of coal at the bottom of a 
downcast hoisting shaft might be considered a source of danger. ‘This 
objection, inthe writers’ opinion, has been greatly overestimated. From 
a close observation, they think that only an extremely small amount of 
dust so produced finds its way into the entries. There are effective 
means of taking care of dust where it may be a serious matter. Where 
the hoisting shaft is upcast, there is no trouble from this source. 


Difficulty of Inspection and Docking 


This, in the opinion of the writers, is one of the most serious objections 
to skip hoisting, yet it is easily overcome. Ina large mine it is impossible 
to examine and dock each car separately. The effort of mine manage- 
ment should be directed to securing clean coal at the face, and the only 
practicable method of checking the loaders is to employ a “spotting 
system,’’ by means of which a certain number of cars, taken at random 
or from sections of the mine where careless loading is suspected, can be 
taken out, carefully and thoroughly inspected, and the docks identified 
and charged against the guilty loader. 

Where the coal is dumped indiscriminately into a deep pocket, no 
docking or spotting system is possible, except through the use of an 
auxiliary shaft; but where a skip installation is properly designed, it is 
just as possible to dock with a skip as with a cage, and without any 
greater inconvenience or sacrifice of output. 


Handling of Rock 


Many coal mines have to hoist considerable quantities of rock; where 
cages are employed, the rock can be taken as it comes in the trip and 
handled at the top by means of a fly gate or some similar method. Where 
skips are loaded from a pocket, rock can be handled only at an auxiliary 
shaft, or in a second shift at the main shaft. Both methods require’ cut- 
ing the rock cars out of the trips, which is easily possible where care is 
taken in assembling the cars at the partings. 

It is possible in a skip mine to provide an excessive hoisting capacity 
which will take care of the rock as well as the coal; where the deep Saale 
is not used, the design can be easily arranged so that a moderate quantity 
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of rock can be pea at the main hoisting shaft without the slightest 
difficulty. 


Handling of Men and Materials 


A skip will not handle men or material unless equipped with an auxili- 
ary deck, in which case it becomes cumbersgme and inconvenient. Even 
this can be done successfully, but the interruptions of hoisting, due to 
handling men and material during the day shift, are serious in any large 
mine; practically all modern, large-tonnage mines have found it necessary 
to put an auxiliary folsting plant in a separate compartment, usually 
in connection with the air shaft. The use of such an auxiliary hoist 
answers this objection completely. 


ADVANTAGES OF Sxip HoIstTInG 


1. A hoisting capacity, capable of taking care of all the coal and rock 
that can be mined. 

2. A smaller shaft. 

3. A large ratio of lading to gross weight. For example, for an 8-ton 
skip and a 4-ton self-dumping cage this ratio is: 


Sxrp CaGgE 

INSTALLATION INSTALLATION 
Weight of cage or skip.....--...4...+.; 13,000 14,000 
Wieigliy Ol CAD cay te a eer ence ae 4,000 
Wielrhtroficoalin wes. es toe rae eee 16,000 8,000 
£0 TCC Naot heen Oe eo Car 29,000 26,000 


In the case of the cage, the coal constitutes about 30 per cent. of the 
total weight hoisted, while in the case of the skip, the coal is 55 per cent. 

4. A low rope speed, resulting in lower power consumption, and a less 
expensive hoisting plant, greater regularity and safety in hoisting, in- 
cluding freedom from the usual hoisting casualties, which are the result 
of the speed and violence of cage operation. 

5. Entire absence of hoists that ‘miss the hook,” or cars that go into 
the basket in self-dumping operations, which result in wrecks and 
delays. 

6. Requires not more than one-half the men ordinarily employed for 
a smaller self-dumping cage. 

7. Use of solid-end cars instead of cars with lifting or hinge-end gates. 
This reduces the first cost of the car, cuts the maintenance cost in half, 
and prevents dust and spillage of coal on the roadway. 
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This type of skip is rectangular, of uniform cross-section, and of any 
required depth. The bottom slants at a steep angle to the gate in one 
side, which is operated by engagements in the tipple and held, when 
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THe SKIP 
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Fig. 1.—A. & G. skrIp DIAGRAM, 


running in the shaft, by means of a latch or toggle levers. The best 
example of this type is known as the Lepley skip. The gate is held 
in place by toggle levers and, when opened, by engagement with the 
tipple, acts as a chute extending over the dump plate. 

In the case of an 8-ton skip, the discharge lip must be hoisted about 2 
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ft. 6 in. (76.2 cm.) above the point at which discharge of coal is com- 
menced before the final position of the skip is reached. At this point the 
skip may stand stationary while the coal flows out, which should not take 
more than 4 or 5 sec., during which time the other skip is being filled. 

The objections to a skip of this character are: (1) The mechanism 
must be attached to the skip; this increases the weight and cost and puts 
the working parts in a position where they are easily damaged but are 
difficult to repair or lubricate. (2) The hinged gate is a weak point. 
The coal dumps directly upon it and, like the operating mechanism, it is 
subject to serious wear that, in time, will causé leakage. (3) The form 
of the skip makes it necessary to dump the coal directly into a V-shaped 
bottom, which produces more breakage than any other form. 

The advantages are: (1) A slightly shorter hoist during the dumping 
cycle. In the Lepley 8-ton skip, the loading lip will be about 14 ft. 6 in. 
(4.42 m.) above the dump chute when the final dumping position is 
reached, while with the overturning skip of same capacity, this distance 
is about 4 ft. 6 in. (1.37 m.) greater. (2) Greater capacity in a given size 
of shaft, compared with the round-bottom type, as the skip may be made 
as deep as desired. (3) Adaption to installation of a platform for men or 
materials. (4) A larger dead weight available for counterweighting the 
loaded skip when it is lifted off the bottom. The entire weight, 17,000 
Ib. (7.7 T.) is available for counterweighting, while a round-bottom over- 
turning skip weighing 13,000 Ib. (5.9 T.) will lose about 5000 Ib. (2.26 T.) 
leaving only 8000 lb. (3.63 T.) available for counterweighting the loaded 
skip. 


Overturning Skip 


The type of overturning skip that has been successfully adapted to 
coal mining is much like an old-fashioned coal scuttle in shape, with a 
rounded bottom and a discharge side about 30° off the vertical. This 
form saves breakage because the coal never hits a square blow on the 
steel side or bottom; as the skip is not excessively deep, the slanting 
discharge side makes it possible to discharge the coal completely with 
a dumping angle of 105° in place of the 135° required by a rectan- 
gular skip. 

The cycle of operation is shown in Fig. 1. It will be noticed that the 
discharge of coal commences at point 8 and is finished at point 21, cover- 
ing a vertical hoisting height of 13 ft. (3.96 m.) commencing well below 
the dumping point and finishing at a point where the loading lip of the 
skip, if hoisted vertically, would be 19 ft. above the dumping point. 
During this hoisting distance, the coal is discharged uniformly, and sus- 
tains little drop when flowing on to the chute. 

The skip shown is loaded from the side opposite its discharge; in this 
way the greatest capacity is obtained. The depth of skip from loading 
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lip to bottom is fixed by the width of the shaft and the angle of the dis- 
charge side. The coal naturally piles up toward the discharge point on a 
line approximately as shown on the diagram. 1 

The skip is held vertical in the shaft by gravity, being pivoted slightly 
in front of the center of gravity; also by a spring latch on each side which 
is opened by an engagement on the tipple and automatically snaps into 
position when the skip descends. 
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The dumping is effected by two well lubricated wheels of compara- 
tively large diameter at the top of the skip engaging long angle-iron 
circles carefully formed to the exact dumping curve. The skip is held 
rigidly between the bales by tapered plates, which bring it into a true 
vertical position as the skip returns into the shaft. 

It is possible to omit the latches and to place a second set of guides in 
the shaft, so that the dumping wheels will come in contact with them if the 
skip should become unbalanced. Both of these types are in successful 
operation. 

The objections to this skip, compared with the bottom-dumping type, 
are: (1) A slight sacrifice of capacity, meaning a slightly larger shaft for 
the same capacity. (2) A slightly greater hoist to accommodate the 
dumping cycle at the top, about 4 ft. 6 in. (1.37 m.), for an 8-ton skip. 
(3) Less load on the hoisting rope available for counterweighting the 
loaded skip when the hoisting cycle has been completed. 
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The advantages of this type are: (1) Simplicity and ruggedness; (2) 


lightness in proportion to the load; (3) less breakage ; (4) an easy and 


PEEEPEEE 
EEE 


3 
RS 
e 


Ing CaGe 
Te 


1/7) 


Horsepower Curve 
Us 


Selfdum, 
Overturhi 
P. Bot to 


inh, 


2400 
2600 
2000 
3000 


3200 


Fig. 3.—PoWER CONSUMPTION CURVES. 


lodging in the gate and with no more drop than in the case of the bottom- 


uniform discharge without the possibility of large pieces of the bottom- 
dumping skip. 
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Hoisting CAPACITY 


A skip can be madé to handle almost any desired capacity; those now 
in use, with which the writers are familiar, handle from 5 to 13 tons maxi- 
mum for balanced hoisting. A 50-ton skip is being designed for counter- 
weighted operation. A skip should be designed for some multiple of the 
mine-car capacity; then the cars can be dumped directly into it, eliminat- 
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ing the deep pocket and measuringhopper. Thetime required to load one 
of these skips will average from 5 to 8 sec. measured from the time the 
skip lands on the timbers to the time it is belled away. With balanced 
hoisting, an average load of 9 tons, a total hoist of 400 ft. (121.9 m.), 
and an average rope speed of 1000 ft. (304.8 m.) per min., it is possible to 
obtain a capacity slightly over 1000 tons per hour. 
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Power ConsumprTion 


Figs. 2 and 3 give a comparison between the power consumption, 
motor sizes, and cost of hoist for three assumed installations designed for 
the same capacity. The first is a self-dumping cage installation ; the 
second, an installation using overturning skips; and the third, an installa- 
tion of the Lepley type. The comparisons are made on the basis of a 
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400-ft. shaft and a hoisting capacity of 800 tons per hour. This, of 
course, is somewhat high for cage hoisting, although it is within the limits 
of actual practice. If the comparison had been made on the basis of 
1000 tons per hour or for a deeper shaft, the skip installation would show 
only a moderate increase in Power consumption, while the cage installa- 
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tion would increase at such a rapid ratio as to soon exceed the practicable 
limits of construction and operation. : 
_ The comparisons could not be made for three existing mines of these 
types, as it would be impossible to get exactly parallel comparisons. The 
figures used, however, are based on actual results and are worked out 
exactly on the same basis. 

Further, the comparison is made on the bagis of direct-current hoisting 
with an Illgner flywheel set, so proportioned as to take the peak load off 
the line, thus giving a uniform power consumption for the cycle assumed. 
If the peak load is not too great for the transmission line, an alternating- 
current hoist may be used, which will show a large economy in first cost. 
It will be noted that the peak of the cage-hoisting cycle is about 3100 
hp. (2311.7 kw.), while the peak of the skip-hoisting cycle is a little over 
1000 hp. (745.7 kw.) for the bottom-dumping skip and a little over 1200 
hp. for the overturning skip, the motor sizes being approximately 2000 
hp. in the case of the cage and 850 hp. in both skip installations. Neither 
of these, under ordinary circumstances, would permit the use of an alter- 
nating-current hoist, but an alternating-current hoist can be used to a 
much larger capacity with the skip than with the cage. 

Where steam hoists are used, there is no such difference in favor of the 
skip, as the size of the hoisting engine is determined by the total load 
rather than by the acceleration peak. The steam consumption will, 
however, follow approximately the power curves of the diagram. 

The diagrams and tables show that either skip installation has a 
power economy of nearly 25 per cent., compared with the cage; also there 
is a difference in cost of approximately $37,000 in the examples cited. 


Bottom LOADING STATION 


Where no attention is paid to breakage and where inspection of coal 
and handling of rock are provided for elsewhere, there are some advant- 
ages in the bottom layout in which the cars are dumped directly into a deep 
pocket, which can be used to store a large amount of coal. From the 
pocket the coal flows into an automatic measuring hopper, and then to 
the skip by means of a gate operated by the skip itself. This arrange- 
ment is shown in Fig. 4. 

This method has two advantages: the skips can be loaded to full 
capacity irrespective of the size and loading of the cars, and the dumping 
operations can be carried on without reference to the hoisting cycle, thus 
reducing the number of cars used in the mine, but.a few more pit cars will 
provide greater storage at less cost. In an outfit of this kind, it may be 
possible to secure the desired dumping capacity with a single-car rotary 
dump, instead of the two-car rotary dump, which is necessary where the 
dumping is regulated by the skip, though at the cost of breakage, and 


inability to dock and to handle rock. 
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The proper arrangement for a coal mine should involve dumping the 
coal as directly as possible from the cars into the skip, which must then 
be some multiple of the car capacity. Where cars are of moderate size 
and the shaft is not too deep, it is usually convenient and economical to 
use a skip that will hold two carloads of coal. With a two-car rotary 
dump, two arrangements can be employed. In one, the contents of 
both cars are thrown to each skip alternately; in the other, each car 
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dumps into a separate weigh pan or chute, the second dump going.on top 
of the first, thus providing two carloads of coal for each skip load when 
operations are started with a single dump in one skip. The first arrange- 
ment is shown in Fig. 5 and second in Fig. 6. This arrangement elimi- 
nates the deep pocket, reduces breakage, provides facilities for docking and 
for handling rock, and seems to meet the conditions and requirements 
for coal mining. 
Tue Car DuMmpPER 


For dumping the cars, four arrangements are used: the cross-over 
dump, the kick-back dump, the bottom-dumping car, and the rotary 
dump. The first two types require cars with end gates, which are of 
course objectionable. These dumps are inexpensive, require no power 
and are easily installed. The cross-over dump is rapid. None of hone 
dumps, however, can operate in multiple or handle coupled trips. 
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The kick-back dump can be easily adapted to skip hoisting, one of 
these dumps being located in front of each shaft compartment. In this 
way skip hoisting may be installed in an existing mine without any radical 
reconstruction of the bottom. 

It should be noted that the mine bottom for skip hoisting runs at right 
angles to the mine bottom designed for cages. There seems to be no other 
convenient or economical way of adapting -an existing mine bottom to 
skip hoisting without driving new entries. 
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A thoroughly satisfactory bottom-dumping car has not been designed, 
although many types are in operation. All require mechanism on the car 
itself; the cost of which would be great if not prohibitive. In addition, 
bottom-dumping cars lack solidity and strength. They sometimes dump 
in the mine, causing wrecks; they spill more coal dust than cars with end 
gates; they are expensive to maintain, and frequently do not clean them- 
selves readily, large lumps having a tendency to stick in the cars unless 
an extra wide track gage is used. If a satisfactory and economical bot- 
tom-dumping car should be developed, trips could be dumped without 
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uncoupling, and even without stopping, and the bottom layout could be 
correspondingly simplified. 

Neither the cross-over dump nor the bottom dumping car are adapted 
to installations where the coal is dumped directly from the car into the 
skip and the “kick-back” dump is too slow for a mine having a large 
capacity. 

The rotary dump combines every advantage of the types mentioned, 
except the ability to dump a moving trip, which can be done only with 
the bottom-dumping car. It is capable of dumping with the minimum 
of breakage and is extremely rapid. It will handle solid-end cars in 
multiple or without uncoupling. It is rugged, simple, and free from 
operating troubles. Rotary dumps are used almost universally in 
England; they are operated by gravity or power or a combination of both. 

The best gravity dumper is the multiple compartment type. This is 
a splendid arrangement for small cars but is not well adapted to a mine- 
bottom installation because of its large diameter and because it will not 
handle cars without uncoupling. The Hansen & Hayes gravity dump is 
rapid but difficult to handle and hard on the coal. The new gravity 
dumper, controlled by gears and a powerful hand wheel, seems to give 
perfect control, and for light cars and small capacity should give excellent 
service. 

For large cars and large capacity, power dumpers are almost uni- 
versally employed. The motor-operated dumpers make a complete 
revolution; the reversing type, operated by air or steam, revolves through 
135° to rest and then returns to its original position. The motor-operated 
design requires a large motor to handle the peak load in rapid operation. 
The stop at the end of a revolution is not absolutely positive as it de- 
pends on a latch. These dumps are capable of handling eight to ten 
cars per minute and may be operated by either spur or friction gears 
from the motor. The reversing type of dump is operated by cable and 
air cylinders. Speed of operation is obtained with a comparatively low 
power consumption as the air cylinder takes the peak of the load. A 
single dumper of this type will handle up to seven cars per minute singly, 
or five cars per minute in trips. A two-car dumper will handle from six 
to eight cars in trips and from eight to ten cars in pairs. 

The Wood dump is operated by two single-acting air cylinders with 
tail-rope connection. They are usually set horizontally and with 
equalized cables running to both ends of the dumping cage. The 
cylinders are operated by a four-way valve so arranged that one cylinder 
is filled with high-pressure air from the tank while the other is exhausting 
into the atmosphere. When the valve is set near the cylinders and is 
sufficiently delicate in operation, it is possible for a skillful operator to 
dump rapidly and with perfect control at all times. He can cushion the 
dump, so that it can hardly be heard when it strikes the stops, or he can 


give a blow when necessary to dislodge wet coal or rock. This type of 
dumper handles the coal easily and without breakage. The cage is 
provided with a shield on the dumping side, which delivers the coal to 
the chute without any drop. 

The two-car rotary dumper of this type is now made with roller 
supports at the ends only, thus eliminating the expense of intermediate 
supports, with the consequent uneven wearing and adjustment of the 
wheels. . 

Where the skip contains three or more carloads, and the bottom is 
laid out according to the system shown in Fig. 5, it is necessary to use a 
dumper handling the same number of cars as the skip, but where the 
system shown in Fig. 6 is used, there is no change in arrangement and it 
is only necessary to provide a weigh pan of sufficient capacity and to 
arrange the scales for multiple weighing of the requisite number of cars. 
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WEIGHING 


In most mining fields, the coal is paid for by weight; and even where 
this system is not in operation, the tendency is to adopt it because it 
encourages full loading of cars. The coal can be weighed on platform 
scales or in weigh baskets. The platform scale is the most usual arrange- 
ment and, in some respects, the simplest. The principle objection to the 
platform scale is the variation of the tare weight. Few mines, even new 
ones, have cars exactly uniform in weight or capacity. In the type of 
bottom shown in Fig. 5 arranged for a two-car dump, there should be 
two scales so spaced that two cars can be weighed while two cars are 
being dumped. In the Kathleen mine of the Union Colliery Co., the 
trips are handled through the dump, without uncoupling, two scales 
being used. The scales are on a level grade and cager dogs are set above - 
and below the scale so that the couplings over the scale are slack. This 
method is thoroughly satisfactory but requires considerable mechanism 
and a long bottom, which can be avioded if weigh baskets are placed 
under the rotary dump. The weigh-basket arrangement, shown in Fig. 
6, is more elastic, simplifies the handling of cars, and will take care of 
three or four cars to the skip. The baskets are designed to stop the coal 
on an easily rounded surface and give an easy discharge without breakage : 
and while they require one additional handling of the coal, the additional 
breakage is negligible. 

Where two-car rotary dumps are used with a two-car skip, the weigh 
basket is designed to hold two carloads of coal, each dump being weighed 
separately by means of a sliding dial scale or tare beam. The dumping 
does not have to register exactly with the hoisting cycle, as is the case 
where the other system is employed. The movement of the trip is 
handled by one man, who also operates the rotary dump. One man 
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weighs the coal and dumps the weigh pan. The safety gate automatic- 
ally opens and closes with the skip. 


CHUTES AND GATES 


In Figs. 5 and 6, the sump is guarded by a safety gate, which is 
opened by the skip and is closed by a counterweight when the skip 
ascends. It is not intended to dump coal against the safety gate when 
the skip is not in loading position. The gate is ready if a dump should 
accidentally be made, and can be used, in the weigh-pan design, to hold 
rock while coal is being dumped into the weigh baskets. The safety 
gate also catches lumps of coal that are retarded in the chute and thus 
enables the operator to send the skip away more quickly than would be 
possible without it. 

In operation, the cars or the weigh pans are dumped when the skip is 
approaching the bottom at such a time as will theoretically bring the 
coal to the skip as soon as it lands. This is the most rapid 
operation possible, as the skip is loaded in less time than when the coal 
starts from rest, as when a measuring hopper is used or when the coal is 
loaded into the skip direct from a bin. 

The safety gate shown in Fig. 5 has a spring catch, with which the 
skip comes into contact so that the gate floats down from the skip and 
opens the chute with little impact. A curved lip on the chute makes 
contact with the skip and prevents all spilling. Fig. 6 shows a design 
that is better adapted for resisting the impact of coal and rock, which 
may be dumped against it. This type of gate is operated by a sword-arm 
lever, which is engaged by the operating roller on the skip. Its motion is 
conveniently adjustable and the lip projecting from the gate follows the 
skip down and gives a perfect discharge without any possibility of spill. 

A moderate amount of rock can be handled at the skip shaft with 
either design, provided the hoisting capacity of the plant is proportioned 
for the rock in addition to the coal, together with a certain proportion 
of single-car hoists. The loss of hoisting capacity caused by handling 
rock without auxiliary installation is different in the designs shown. In 
the case of the design shown in Fig. 5, the worst possible combination of 
coal and rock is when single cars of rock are interspersed with single cars 
of coal; in this case, 5 per cent. of rock will then require 10 per cent. addi- 
tional hoisting capacity, compared with the coal. Where the rock cars 
in a trip are in pairs, between pairs of coal cars, there will be no loss in 
hoisting capacity; then a net increase in hoisting of only 5 per cent. is 
necessary. 

In the case of the second design, shown in Fig. 6, the weigh pan 
would be left open so that the rock would pass down against the safety 
gate. The worst arrangement of rock and coal would then occur where 


ANDREWS ALLEN AND JOHN A. GARCIA 387 


two cars of rock are interspersed with two cars of coal, as this would 
require single hoisting of both rock and coal with the same loss of capa- 
city that would occur in the other case. Where single rock cars are 
placed between single cars of coal, or the cars of rock are placed alto- 
gether in a trip, there will be no loss in hoisting capacity. 

In this design, the bottom is level and a reversing power-operated 
feeder is used for handling the trips. It is therefore possible to consoli- 
date the rock or isolated cars of coal without loss of hoisting capacity, 
when they are within three cars of each other, by running the cars through 
the dump without dumping and running them back again so as to select 
the rock or coal cars and dump them as desired. Where isolated cars of 
rock occur in the trip, it is necessary to dump them singly, but the re- 
versing feeder avoids the necessity of dumping single cars of coal when 
the rock and coal cars are not placed in the correct relation in the trip. 
The dumper can easily take care of such problems, so that the actual 
number of single-car hoists will be few. The process can be greatly 
simplified by a little care in making up the trips on the partings. 

Where large quantities of rock are to be handled, or where the rock 
will not flow in a chute, it must be handled at the auxiliary shaft, which 
is the only way in which a maximum coal-hoisting tonnage can be secured. 
If an auxiliary rock bin is built under the dump, with mechanical means 
for feeding the rock to the skip, single hoists of rock will not be neces- 
sary but the amount of coal handled will be decreased by the amount of 
rock hoisted. 

The proper handling of rock requires careful investigation in every 
case, but this problem is perhaps easier of solution in a skip-hoisting plant 
than in a cage-hoisting plant, because of the greatly increased hoisting 
capacity of the skips and because there are always two ways of getting 
out the rock. 


DockKING 


Docking facilities can be arranged by placing a special docking table 
in the tipple, on to which the contents of a single car may be hoisted and 
dumped through a fly gate in the chute. This table and the fly gates in 
the chute should be in charge of the dock boss, who can operate the gate 
and start and stop the conveyor at will, so that each car of coal sent for 
inspection may be thoroughly examined and the docks removed and 
identified. In practice, a single car of coal will be hoisted whenever its 
condition is suspected, or the dock boss may be given all the cars he can 
handle in a day’s run without unduly shortening the hoisting capacity. 

Fig. 7 shows such an arrangement in the tipple together with the 
rock gate and chute. As the docking table discharges directly onto the 
feeder or screen, further handling of the coal is unnecessary. The docks 
can be piled and labeled and afterwards thrown directly into the rock 
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bin. The operation of the tipple will not be disturbed or delayed in the 
slightest degree. . 


HANDLING THE TRIPS 


The foregoing, for the most part, assumes that the cars are handled in 
trips without uncoupling, which method has proved successful. The 
labor of uncoupling cars and handling them singly or in pairs is not only 
expensive, but dangerous; and the ordinary handling of uncoupled cars 
through a dump or in a cage-hoisting mine, is destructive to the cars and 
the dump or cage andits mechanism. The only advantages of uncoupling 
are slightly more elasticity of arrangement and a little greater speed in 
dumping. . 

When cars are dumped without uncoupling, it is necessary to use 
some form of swivel hitching or drawbar. For a reversing rotary dump 
a three-link hitching properly designed will swivel through the neces- 
sary 135°, without sufficient loss in length to cause trouble. Swivel 
hitchings give good results for small cars and short trips, but when the 
swivel pin is large, say over 114 in. (31.75 mm.) in diameter, the hitching 
becomes cumbersome and heavy. For large cars, either a swivel drawbar 
or a three-link hitching must be used. The spring and swivel drawbar 
head shown in Fig. 8 has given excellent results and combines a spring 
both for tension and compression with a rugged and inexpensive swivel. 
The spring drawhead has special advantages where cars are dumped in 
trips, as the motion of the trip is effectively cushioned both in starting 
and stopping and the load is handled much more easily by the feeder. 

The best arrangement consists of a level bottom, through the cage 
room and over the dump, with a grade into the empty hole of about 1 
per cent. or less. The trips are then propelled through the dump, 
stopped and held in dumping position by a chain feeder operated by motor 
and brake, and set in the center of the track as shown in Fig.6. This 
feeder is reversible and the trip can be handled, the cars stopped and 
accurately spotted, by one man with the aid of no other mechanism. The 
grade of 1 per cent. on the empty side keeps all the couplings below the 
feeder in tension so that the coupling pins will not fall out in dumping and 
the cars will be accurately spaced. 

Where platform scales or gravity operation is used, cager dogs must be 
installed above and below the scale, and frequently below the dump. 
These dogs give slack couplings over the scale, as shown in Fig. 5, and 
a slack coupling below the dump, where the trips can be cut apart. 

Gravity operation of trips without uncoupling should never be at- 
tempted except with some kind of mechanical control. Where a two-car 
dumper is used, the trip must start from rest and run from 18 to 25 ft. 
into the dogs. A sufficient grade to secure prompt starting and reliable 
operation will give the cars entirely too much speed when they enter the 
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dogs on the dump. At the Kathleen mine, see Fig. 5, where gravity 
operation was used on account of the natural grade of the bottom, a 
retarding chain feeder was employed, similar to the power-operated 
feeder except that it was equipped with an air-controlled brake. This 
brake is applied after the trip gets under way and reduces the speed until 
the trip lands in the cager dogs without too much impact. Car retarders 
of the Fairmont type have also been used successfully for this purpose. 

A power-operated feeder cannot be safely*used with cager horns, unless 
they are mechanically interlocked. Successful plants have been con- 
structed in this way, but they are. quite complicated. Where the plat- 
form scales are omitted and the coal is weighed in baskets, the cager 
dogs are not necessary and the reversing feeder offers the most. economical 
and effective way of handling the trips. 

With continuous-trip operation, it is possible to handle the bottom 
with three men—one to control the trips and operate the dump, one to 
weigh the coal, and one to pull checks and to cut the trips into the required 
number of cars below the dump. The switches can be handled by this: 
man or, in a large mine, by a special trip dispatcher. Where the trips 
are uncoupled, at least two more men are necessary for uncoupling and 
coupling up the trips on the empty track. In a large shaft mine, even 
with automatic cagers, at least two or three men are required at the 
bottom to couple and uncouple the cars; the weighman and check puller 
are located at the top. 

Where the trips are uncoupled and a rotary dumper is used, cager 
horns must be placed on the dump to hold the cars in dumping position 
and some means must be provided for preventing the coupling pins from 
falling out. The impact of the cars against the cager dogs in the dump 
is destructive to the mechanism of the dump. 


Hanpuing MEN AnD MATERIAL 


In a large mine, an auxiliary hoisting shaft is necessary, especially in a 
skip installation. This shaft should be equipped with a small tipple, 
which can be used for handling coal during the development and for 
hoisting whatever rock cannot be conveniently taken care of in the main 
shaft. The use of solid-end cars in the rotary dump prevents the use of 
a self-dumping cage of the ordinary type at this shaft. It was formerly 
necessary to take the cars off the cage at the tipple landing and dump 
them singly in a rotary dump, or to dump them at the bottom into an 
auxiliary skip that had a platform deck for men and material. 

In most cases, a single counterweighted cage will be sufficient. This 
cage should be large enough to handle the mine equipment and to take 
the men rapidly into the mine. It may have a double deck, the upper 
deck being designed for cars and the lower deck for men only. 
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OVERTURNING SELF-DUMPING CAGE 

The overturning type of self-dumping cage has solved the problem 
of dumping at the auxiliary tipple. The cage is a simple platform 
pivoted 3 ft. 414 in. off center, the motion of the tilting platform being 
controlled by overhead rollers that run in large radius circle guides. 
Wheels pivoted on the tipple structure, over which the edge of the cage 
rolls when the rollers on the cage leave the circle guides, greatly shorten 
the dumping cycle and retain a large proportion of load on the cable, 
thus obtaining an easy dumping cycle under perfect control and a quick 
return of the cage into the shaft. 

The dumping cycle is arranged so that the edge of the car projects 
over the dumping plate just before the angle is reached at which the coal 
commences to flow from the car. As the dumping cycle progresses, the 
car turns over above the dumping plate with little drop until the coal is 
about two-thirds discharged, when the car rises and commences to draw 
back into the shaft. It was therefore necessary to provide a spill gate; 
the latest design of this spill gate has a pantograph extension, which 
catches all the spill from the cage platform as well. 

The spill gate is operated by a lever on the tipple, which is engaged 
by angle guides on the bale of the cage. The gate is drawn back and 
nested under the dumping chute, by means of its own weight aided by the 
counterweight. 

The cars are retained on the cage by keepers similar to those employed 
in an ordinary self-dumping cage. Where brakes are not used, there is a 
shelf engagement over the wheels, in addition to dogs that engage the 
wheels or lugs on the car. The latest designs of this cage have keepers 


of the Lepley type, which go partly around both wheels and hold them 
against sliding and overturning. 


VENTILATION 


Dumping at the bottom of a downcast main shaft is sometimes ob- 
jected to on the grounds that the dust produced may be carried into the 
main haulage ways. This objection may be removed by making the 
hoist compartment of the auxiliary shaft the downcast and the air com- 
partment the upcast, with the main shaft op practically dead air. The 
opening of the dump to the shaft can be entirely sealed off, except for 
the chutes which are open only when the skip is loaded. It may also be 
possible or desirable to provide a separate air shaft, perhaps of circular 
form, in which case the auxiliary hoisting shaft will be downcast and the 
main shaft, as before, will be on dead air. 


Cage Room on Ming Bottom 


' In a skip installation, the cage room and loading tracks run parallel 
with the long way of the shaft whereas in a cage-hoisting mine the 
loading tracks are perpendicular to this plane. 
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It is desirable in arranging the mine bottom for either skip or cage 
hoist to locate the auxiliary shaft so that cars may be readily detached 
from trips and sent to the auxiliary hoist without serious interruption 
to main operations. This auxiliary shaft should also be located with full 
consideration for getting cars, mine machines, material, and men to and 
from the main workings. The mine motor pits and repair shop, if any, 
are located where the haulage motors, crippled machines, and cars may 
be readily shunted from the main haulage foads and also convenient to 
the auxiliary hoisting shaft. 

Numerous variations are possible in the arrangement of entries, just 
as in cage hoisting, but it is necessary to place the load tracks parallel 
with the long way of the shaft. Numerous efforts have been made- to 
adapt the revolving dump and skips to an existing cage hoist layout, but 
to the writers’ knowledge no entirely satisfactory method has as yet 
been worked out. 
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DISCUSSION 


R. V. Norris, Wilkes-Barre, Pa.—The question of breakage should 
be studied. I am not prepared to accept offhand the proposition that 
there is none, as I have found considerable breakage in anthracite under 
similar conditions, but I do not believe that the breakage is sufficient 
to offset the advantages of the skip hoisting, where large capacity is 
needed. 

Gero. S. Ricre,* Washington, D. C.—In Alabama, the Tennessee Coal 
and Iron Co. early used skips. It used an interesting type of revolving 
dump in the hopper, in which three cars were used, so that two were 
upset to carry over. Where you have one kind of hoist, and not too 
much rock, skip hoisting is the right thing, but where you are hoisting 
different kinds of coal, as in Europe where they mine eight or ten seams 
in one shaft, it is necessary to use cars. 

I am glad to see the tendency toward the use of tight cars in coal 
mines, because it is a great protection in the matter of dust. Close ob- 
servation and experimental tests have indicated that there is a certain 
advantage in the use of tight cars. I should not think, with the supple- 
mental hoist Mr. Allen mentions, that it would be necessary to provide 


for open-end cars. 


* Chief Mining Engineer, U. S. Bureau of Mines. 
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H. N. Eavenson, Pittsburgh, Pa—About two months ago, it was 
my privilege to see-the plants in Illinois, to which Mr. Allen referred; 
also the plant that now holds the record for self-dumping cage hoisting. 
None of the plants was working to capacity but there was a decided 
difference in the attitude of the men around the shaft bottoms. Where 
they were dumping from cages, the hoist was 680 ft. and the record is over 
1530 cars, I believe, in 8 hr., or an average of slightly over 3.1 hoists per 
minute, for the entire working time. The day we were there, they were 
running at the rate of 2.7 hoists a minute. When we began to time the 
hoisting, the men immediately began to speed up. But at the skip plant, 
nobody paid any special attention to us, nor to the output of the mine, 
which was comparatively new. I timed the hoist and found that the 
cycle was running 48 to 50 sec. and they were hoisting 650 tons an hour. 
As the cycle to which the plant was designed was 32 sec., the capacity 
could be almost doubled from what it was then. 

Figures on breakage are hard to get, but the owners of the plant that 
holds the record for hoisting said they had made a careful comparison 
of the figures in one of the skip plants with those for their own mine, 
going back eight or ten years or more, and had decided that there was 
about 2 per cent. less breakage with skip hoisting than with the cage. 
They are going to install skips in a proposed new plant. 

My opinion is that the breakage is little, if any, more with skip hoist- 
ing than with cage hoisting. At the cage-hoisting shaft, every day from 
8 to 10 tons of coal was gathered from the ground landing, and from 20 
to 30 tons from the bottom of the shaft. In fact, this was such an item 
that the owners were planning to install a bin under the cage landing, 
from which the spillage could be removed in mine cars. It was costing 
nearly $30 a day to clean up this coal. In the case of shallow shafts, the 
power consumption for skip hoisting would be less, in proportion, than 
for the self-dumping cage. 


EK. A. Horsroox,* Washington, D. C.—In 1902, the Dominion Coal 
Co., at its No. 2 colliery, at Glace Bay, Nova Scotia, having mined 
the Harbor seam of coal 400 ft. below the surface, decided to sink the 
shaft to the Phalen seam, 850 ft. below the surface. It was desired to 
have a hoisting capacity of 6000 tons per day from the lower seam; there- 
fore the company decided to install skips, or hoisting tanks, each holding 
6 tons of coal. In 1911, it was hoisting over 4000 tons a day. The 
officials praised highly the working of the installation, low cost of 
upkeep, and the fact that in the mine, which was very dusty, tight-end 
cars could be used. 


Ropert Osert.—The southern anthracite region has heavy pitching 
veins, from which the coal cannot be mined out as in the soft coal or 
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the upper anthracite region, where it is mostly hand loading. All of 
the coal is loaded from chutes and in going through the mine for the second 
or third mining, it is necessary to use a great deal of timber. As this 
is loaded out in the car, it will get in the hopper and under the rotary 
dump, which will interfere with any of the cut-off jigs on any of the inter- 
mediate levels. 
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ANDREWS ALLEN.—As far as hoisting from different levels is con- 
cerned, the metal mining practice may be uséd there, but the loading gates 
cannot be handled in quite the same way. I do not believe the problem 
is insoluble but I cannot say offhand how it.ought to be handled. 


T. M. Cuance, Philadelphia, Pa.—One of the most important ele- 
ments in the success of skip hoisting, as applied to shaft mines that are to 
be intensively operated, is the loading arrangement used for charging 
the empty skip. Some years ago I collected data on this subject. The 
toggle-operated drop-bottom loading pocket, used at the Newport mine 
on the Gogebic Range, seemed to be one of the best devices then in use. 
I believe this type of gate was first used at the Chapin mine in the Lake 
Superior district, although I understand that the idea originated in South 
Africa. At the same time Mr. Catlin installed, at Franklin Furnace, a 
type of undercut loading gate for the charging of the loading pocket from 
the storage bin; this method of loading the pocket prior to its being emp- 
tied into the skip appeared to be entirely satisfactory for the loading of ore 
that breaks into large masses and which might contain large pieces of 
mine timber. The Newport pockets were fitted with overcut gates for 
the charging of the skip pocket, and while these seemed to give entire 
satisfaction when used on the soft ore of the Gogebic Range, they are not 
so well suited to the handling of ore that does not readily break into small 
pieces as the undercut gates used at Franklin Furnace. A combination 
of the Newport method of charging the skip and the Franklin Furnace 
method of loading the pocket should work admirably. 

In considering the possibility of skip hoisting in the southern anthra- 
cite regions, the installation of loading devices capable of handling large 
rock masses together with large pieces of mine timber is of great impor- 
tance. In working the steep pitching breasts common to this field, 
everything that is broken must be drawn and loaded into the mine car. 

Large pieces of roof rock frequently are drawn into the chutes and 
these are difficult to pass through the common forms of rock gates. While 
undercut gates have been used in some of the anthracite collieries, I do 
not recall their use under conditions in which the material running out of 
the chute flows to its angle of repose, as at Franklin Furnace. Under 
this latter method of operation large pieces of rock can be bulldozed in the 
chute and large pieces of timber can be readily removed. If possible to 
avoid it, no part of skip-loading devices should project into the shaft. 
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This may not prove feasible in anthracite mines, because if breakage is to 
be minimized the coal should slide out of the loading chute into the load- 
ing pocket and from the loading pocket into the skip. To attain this 
end, the skip may be run into a recess in the wall so that the body, when 
loading, lies at an angle to the vertical. The loading chutes might then 
be designed to project into the skip during loading so that the coal in the 
loading pocket will gently slide from that pocket across the loading chute 
into the skip. Then the drop of the coal would be greatly reduced, as 
well as the breakage that might be caused by dropping the coal into a 
vertical measuring pocket prior to loading it into the skip. Breakage 
would further be reduced if the loading pocket were a slightly inclined 
chute rather than a deep bin, as crowding of the coal through the dis- 
charge opening would be avoided; and, second, there would be a decrease 
of weight on the hoisting rope at the time of accelerating the load. With 
the present system, when the loaded skip goes into the headframe dump 
the weight of the skip is reduced by the amount that is supported in the 
headframe. This is admirably shown in the moment diagrams in the 
paper. At the beginning of the wind it would be desirable to have the 
full weight of the empty skip in the headframe upon the rope, as then 
the moment due to the loaded skip andropein the shaftisthe greatest. If, 
however, the loaded skip is resting in a recess in the side of the shaft, the 
moment due to its weight and the weight of the coal that it contains is 
lessened and the resultant stress existing during the early portion of 
acceleration is correspondingly reduced. I believe that a method to 
reduce the moment during acceleration in this manner has been employed 
at the Vulcan mine, although in this case a single skip was hoisted in 
balance with a counter-weight, which runs off at an angle at the end of 
the wind so that its moment is reduced during acceleration. 

Mr. Rice has referred to the difficulties attendant on the use of skip 
hoisting in multiple-level mines, such as those in the southern anthracite 
region. At the Dominion Iron and Steel Co., this problem of multiple- 
level skip hoisting was solved by the use of two compartments of the 
shaft for raising the coal from the lower seam and two compartments for 
coal from the upper seam. One of the difficulties in multiple-level skip 
hoisting is the spill that occurs during loading; it would seem that this 
method of the Dominion Iron and Steel Co. would go far to solve this 
phase of the problem, as each portion of the shaft can be completely 
isolated. 

In the last few years motor-driven hoists of large capacity have been 
installed. While at first the induction-motor hoist would appear far 
superior from the standpoint of first cost, simplicity, ete., some of the 
larger mines that have been fitted with such hoists might more profitably 
have been equipped with direct-current hoists, operating with controls 
of the Ward-Leonard type. This, however, could not have been done in 
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most of these cases unless the duty cycle of the hoisting operation were 
changed to fit the electrical requirements of the hoist. 

One essential to proper hoisting is the elimination of acceleration peaks; 
these can best be avoided by hoisting continuously with minimum time 
for loading and with minimum deadweight of the device used for holding 
the material to be hoisted. The skip hoist fulfills both of these require- 
ments in that the weight of skip can be made considerably less than that of 
a self-dumping cage and mine cars, and the time for loading unit capacity 
can generally be appreciably reduced below that required for caging the 
same capacity in mine cars. dee 

This point is well shown in two hoists designed at the same time for 
almost the same duty. Both hoists were to operate to about the same 
maximum depth, 2400 ft., and from about the same center of gravity in 
the mine, 1200 ft. Hoist A was to raise material in skips of high capacity 
whereas hoist B was equipped for raising the cage and mine cars then in 
use at the mine. The maximum rope speed of hoist A was 1100 ft. per 
min., that of hoist B 3500 ft. per min. Due to the greater rope speed, the 
length of time for caging cars, and the greater deadweight necessary to 
be hoisted to raise the same amount of material in 24 hr., the horsepower 
during acceleration with hoist B was about 1500, whereas with hoist A, 
operating with a minimum time for loading and unloading anda minimum 
deadweight of skip, the accelerating peak was about 750 hp. In both 
cases the average horsepower during the wind was about 525. We thus 
have two hoists of practically identical duty, fitted with Ward-Leonard 
control, and therefore with the same general electrical devices on the 
hoist itself, but one, hoist B, required a flywheel motor-generator of the 
Ilgner type, whereas the other, hoist A, was fitted with a motor-genera- 
tor set equipped with a synchronous motor allowing operation with lead- 
ing power factor. Hoist B is a detriment to the electrical system to 
which it is connected, owing to the slip control employed with the Ilgner 
set and will probably require concessions to be made in the power contract 
due to its disturbance of line power factor, whereas hoist A is an improve- 
ment to the entire electrical distribution system and should therefore be 
allowed a considerable reduction in unit power charges, due to the con- 
denser effect of its motor-generator set. 


Anprews ALLEN (author’s reply to discussion).—Mr. Eugene McAu- 
life, president of the Union Colliery Co., which operates a skip-hoisting 
plant at the Kathleen mine, DuQuoin, IIl., recently said that the chief 
characteristic of a skip plant is ‘tonnage without hysteria.” This is 
what Mr. Eavenson noticed and is typical of a plant of this type. There 
is no reason, however, why a skip cannot be hoisted as fast or faster than 
a cage. There is less hazard and a much smoother operation. The ob- 
jections to speed in a skip are only that it is needless and expensive. 
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There may be cases, however, especially in connection with old installa- 
tions where the shaft is small and in deep operation where a large shaft 
is expensive, where it may be economical to hoist much faster than the 
speeds mentioned in the text. 

In closing the discussion, it may be well to note that some interesting 
ideas in mine-bottom arrangement for handling continuous trips from 
the rotary dump have been worked out since the paper was read. It has 
been the writer’s aim to eliminate wide entries as far as possible and the 
latest designs embody single-track entries, both for empties and loads. 
The empties are handled by a locomotive, which pushes the empty trip 
up either run-around to a point where the haulage motor can pick it up 
with the minimum loss of time. In this design there is no possibility of 
interference or delay and one man and a motor will do all the work on 
the empty side, even in the largest mine. On the load side, there are a 
number of track chain feeders spaced at intervals a little less than the 
length of a trip. These feeders are electrically connected and operated 
by the dumper, who is thus enabled to bring down the trips as he wants 
them and couple them on to the cars standing on the main feeder. In 
this case the haulage locomotive leaves its trip over one of the several 
track feeders, then runs through a break-through, picks up its empties 
and goes back into the mine. 

It may be interesting to note that what seems to be a satisfactory and 
reliable bottom dumping car is now on the market. This means that the 
advantages of this type of equipment are now available in connection 
with skip hoisting in cases where a deep pocket with consequent breakage 
is unimportant, and especially when the number of cars is relatively small. 
This car so far has met every test and seems to overcome all the mechani- 
cal objections enumerated in the paper. 

The possibilities of a skip installation are so numerous and its appli- 
cations so elastic that there seems to be no limit to its application. A 
recent analysis showed important economies as against a slope installa- 
tion for a 6000-ton mine at a depth of only 115 ft. (85 m.). - Another 
1500-ton operation with a single counterweighted skip showed decided 
advantages over any other type of installation for a depth of 200 ft. It 
would be interesting to determine for different depths and tonnages the 
most economical size, hoisting cycle, and arrangement of a skip-hoisting 
plant. So far, this has not been done, for the reason that the advantages 
of the system itself are so many that the size of units has been dictated 
by convenience rather than by the last percentage of hoisting economy. 
The newest and most up-to-date plant in Franklin County, Ill, is now 
being designed for the Chicago, Wilmington and Franklin Coal Co., with 
13-ton skips and a maximum output of 1250 tons per hour. 
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Coal-pillar Drawing Methods in Europe* 


By Grorae S. Ricz,t Peron; IDK ACS 


(New York Meeting, February, 1921) 


Some form of longwall mining is generally used in Continental Europe; 
also in Great Britain where the coal is weak and friable, or the coal bed 
provides material for pack walls and filling, or where the bottom is soft 
and squeezes up easily, or the roof is pliable, or the bed is thin and brush- 
ing provides building material, orthe thick multiple seams are mined in 
layers, such as the 24-ft.seam at Weymss, Scotland, or the 10-yd. pitching 
bed near Coventry, England. Pillar methods have been retained 
in British fields where the coal beds are from 5 to 9 ft. (1.5 to 2.7 m.) 
thick, and free from thick partings or binders or without draw slate, 
which would provide waste rock for pack walls, or where the roof is 
hard and requires shooting to bring down, and also the bottom or floor 
is comparatively hard. 

The room-and-pillar system, by which probably 95 per cent. of the coal 
of the United States is produced, is now found in only a few mines in 
Wales, where it is known as the pillar and (single) stall method. The 
American room-and-pillar system is not equivalent to the bord-and-pillar 
or stoop-and-room system. The essential difference between the bord- 
and-pillar and the average American room-and-pillar system is probably 
due to natural conditions. The majority of the coal mines in the United 
States have a depth of less than 700 ft. (213 m.). The bulk of the coal 
mined in Europe comes from a depth of more than 1200 ft., while the 
deepest mines in Great Britain, Belgium, and France reach 3500 to 
4000 ft. In deep workings wide spans are impracticable, even with the 
use of abundant timber; accordingly, as the mines in the United States 
become deeper the rooms will become narrower and the pillars thicker, 
and the bulk of the coal will be extracted on the retreat. 

It is generally conceded, without reference to the cost of production, 
that the larger the pillars left on the first mining, the more thoroughly 
ean the coal be extracted. In Europe complete extraction is generally 
compelled either by the lessors or by the governments; whereas in this 
country it has been more largely a question of competitive cost of pro- 
duction, or the support of the surface in the flat farming districts of the 


* Presented by permission of the Director of the U. S. Bureau of Mines. 
+ Chief Mining Engineer, U. S. Bureau of Mines. 
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Middle West, that has determined how. completely the coal is to be 
extracted. 

Generally, the more complete the extraction of a coal deposit, beyond 
70 to 80 per cent., the higher will be the cost of production, due to the 
necessity for more extensive timbering or the building of packs and walls. 
Although by the longwall system practically all of the coal is excavated, 
the cost of production is greater than by the room-and-pillar system, 
because of the large amount of dead work. On the other hand, with 
heavy overburden accompanied usually by friable coal and roof, it is 
often the only system that can be used. 

The earlier wasteful methods in room-and-pillar mining in the United 
States have been difficult to overcome, partly because the miners’ contract 
prices have largely been determined on the basis of wide working places, 
wide crosscuts between rooms, and narrow pillars. These agreements, 
with the customs and usages that have been established, are hard to 
change when the mining proceeds under heavier cover or more complete 
recovery is demanded by the owners of the coal fee. 


PILLAR-MINING Systems IN Use IN EUROPE 


Systems employing pillars, used in Europe, may be classified as 
follows: Pillar and (single) stall; pillar and double stall; square chamber 
method of South Staffordshire; bord and pillar, or stoop and room; 
rooms or bords hydraulically sand filled. 


Pillar and Single Stall 


Pillar and single stall, the equivalent of the American room and pillar, 
is used in a few places in Wales. It was observed by the writer in the 
Craig Merthyr colliery, in a slightly pitching and shallow anthracite bed 
516 ft. (1.65 m.) thick with strong roof. The stalls were 9 yd. wide and 
the pillars 6 yd. thick. The pillars were extracted by the methods gen- 
erally used in American mines, starting at the inner end of the pillar and 
bringing back a block of pillars simultaneously. 

In Upper Silesia, room-and-pillar methods of ordinary type were 
used extensively in beds 10 to 60 ft. (8 to 18 m.) thick; but owing to 
extensive fires and trouble from subsidence of surface and generally poor 
recovery of coal, these methods have been supplanted by longwall and 
hydraulic sand-filling methods. 


Pillar and Double Stall 


This method was formerly used in Scotland and, in 1911, was used in 
Wales at the Seven Sisters colliery in an anthracite bed 7 ft. to 814 ft. 
(2 to 2.5 m.) thick. The stalls are 42 to 48 ft. wide and the pillars 36 to 
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- 42 ft. wide. In this system, as shown in Fig. 1, the stalls have two en- 
trances and the tracks are at either rib, the excavation between the tracks 
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Fig. 1.—PILLAR-AND-STALL METHOD. 


being gobbed. As soon as the stall has reached the next entry or level, it 
is widened on either side and slices about 10 to 18 ft. wide are taken back; 
‘sometimes a thin pillar is left between stalls, but this is lost. The average 
recovery is claimed to be about 90 per cent. Gradually the system is 
being supplanted by longwall. This system was formerly used in 
Appanoose County, Iowa, in a 30 to 36-in. bed, but the thin pillars 
were not generally recovered; the system has been largely replaced by 


longwall. , 
Square-chamber Method of South Staffordshire 


This unique system, shown in Fig. 2, was developed to mine the so- 
called Ten Yard seam which lies approximately horizontal. The cham- 
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Fic. 2.—S@UARE-CHAMBER METHOD OF SOUTH STAFFORDSHIRE. 


bers, which are separated by thick pillars, are 46 yd. (42 m.) wide and up 
to 200 ft. long, arranged with four to six internal coal pillars. They are 
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opened with two narrow gate roads off the level. As the coal is liable to 
fire spontaneously, arrangements are usually made for fire dams, grooves 
being cut in each rib of the gateway and clay being placed conveniently 
at hand. ‘These gate roads are connected by a “‘lane’’ 10 yd. (9 m.) wide; 
also stalls or rooms 10 yd. wide are driven at 8-yd. intervals extending 
the gates, and at every 8-yd. interval there are similar cross lanes 10 yd. 
wide, thus leaving internal coal pillars 8 yd. square. 

This mining is in the bottom coal and to a height of 7 to 8 ft. (2 to 
2.4 m.). After the chamber is formed, the top coal is taken down in 
sections, slice after slice being removed vertically, by cutting vertical 
grooves successively every 6 ft., leaving ‘“‘spurns,’’ or narrow webs holed 
through, in the upper part. When the layer of coal that is being ex- 
tracted is thus cut, the spurns are reduced by pick and finally knocked out 
with a “picker,” which is like a boathook. It isso managed that the mass 
falls as a whole and the coal is then loaded. Thus the work continues until 
the roof is reached, when the internal pillars are sliced away as much as 
possible before the roof falls. Necessarily more or less coal is buried by 
the falls. The thick pillars between chambers are extracted after the 
ground has settled. 

No appreciable amount of methane has been found during the past 
hundred years of working, although the bed reaches a depth of from 1200 
to 1500 ft. (365 to 457 m.). The mine is worked with open lights and 
sometimes with candles. The chambers and roadways are dusty but it 
is said that no explosions have occurred in the field except during the war, 
when one resulted from blasting. The infrequency of the explosions, 
apart from the fact that the coal is not of a very inflammable character, is 
probably due to the small use of explosives, the coal mainly being ex- 
tracted by pick and bar. 

An unique feature in the South Staffordshire field is the ‘“‘bumps,”’ 
which apparently are due to the strong overlying rocks that span under- 
ground subsidences due to mining and which, when they break, produce a 
jar that throws down the immediate roof and smashes timbers. Gener- 
ally there is some preliminary dribbling from the roof, which warns the 
miners, so that comparatively few serious accidents have occurred from 
this cause. A similar condition prevailed in a mine at Fernie in British 
Columbia, but there the ‘‘bumps”’ caused considerable loss of life. In 
that mine, the condition has apparently been overcome by taking out 
only a small percentage of the coal by entries that divide the coal area 
into large pillars, as in the bord-and-pillar system, the bulk of the coal 
will then be recovered by what is equivalent to longwall retreating. 

The yield of coal by first mining in the South Staffordshire field 
seems to be low, and in spite of a large number of remaining pillars con- 
siderable coal is lost by the caving of the roof. It requires skilled work- 
men and does not appear to have much to recommend it for use elsewhere. 
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Bord and Pillar or Stoop and Room 


In Europe, this is the most important system in which pillars are 
used. It is common in the north of England, in Scotland, and to a 
lesser extent in Wales; in a modified form it is used in the Upper Silesian 
field in connection with the hydraulic method; see Figs. 3, 4, and 5. 

In the typical bord-and-pillar system narrow places are driven at 
right angles to one another, forming largegsquare or rectangular pillars 
that are extracted when the workings reach the boundary. With the 
best conditions, this is essentially longwall retreating and is then an 
admirable system. Little or no explostve is required, as the coal “facings” 
are usually close together in European coal beds and pick work takes 
the place of explosives. 
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Fic. 3.—BoRD-AND-PILLAR METHOD. 


Formerly this system was used almost universally in Great Britain in the 
flatter beds, but gradually the longwall supplanted it until now probably 
over three-fourths of the coal is produced by advancing longwall. It is 
found in the same districts as the advancing longwall and sometimes in 
different beds of the same mine. It is considered especially applicable, 
in fact necessary, where the coal bed is approximately horizontal or 
not dipping over 1 in 3, has a medium thickness (4 to 10 ft.), is free from 
thick partings, and the roof is strong and not flexible or bending in 
character. Conversely, longwall is used where the roof is weak or 
flexible, or where the coal bed is comparatively thin (under 4 ft. thick) or 
where the coal bed is thick and there is a soft underlying clay, or where 
the bed has thick partings that can be used for pack walls. 


Vou. LXVI.—26. 
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While the bord-and-pillar practice has not been standardized, it is 
probable that the deeper the workings, the more necessary it is to have 
large pillars compared to the width of the surrounding places. The 
essential feature of the system is to drive ‘‘headways,” or what would be 
termed butt entrics in the United States, about 3 yd. (2.7 m.) wide 
advancing on the ends or butts of the coal, and from these are turned off 
bords, or rooms, 3 to 5 yd. wide advancing on or at right angles to the 
facings of the coal. 
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Fig. 4.—BorbD-AND-PILLAR METHOD. DETAILS OF PILLAR EXTRACTION. 


A typical case is at the Eppleton colliery near Durham, England 
where the mines operate three coal beds which lie practically horizontal 
at depths of 1008, 1050, and 1170 ft. (307, 320 and 357 m.) and 
have thicknesses of 7 ft. 4 in., 6 ft. 10 in., and 3 ft. 8 in., respectively. 
The pillars vary from 33 by 44 yd. to 66 yd. square. The headways or 
walls (driven on the butts) are 3 yd. wide and the bords, which work at 
right angles to the coal facings, are 5 yd. wide. There is therefore 
extracted, in forming the pillars, only 10 to 17 per cent. of the coal. The 
final recovery on the retreat is good, and it is claimed that the total 
recovery is 95 per cent. 
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boundaries are reached, the pillars are brought backon a stepped diagonal 
line. The pillars to be drawn are split by a headway and a narrow bord, 
making four smaller pillars, then these smaller pillars are split or suc- 
cessively sliced off either on the goaf side or, where the roof is of a charac- 
ter that breaks short, by slicing off from the sides of the headings working 
toward the goaf. Where the roof is poor, it is sometimes difficult to 
make complete recovery and small corner stumps left for protection 
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Fic. 5.—BOoRD-AND-PILLAR METHOD USED IN UPPER SILESIAN FIELDS. 
PORTION OF DELBRUCK MINE. 

The system, in general, is admirable, the recovery of the coal being 
only slightly inferior to longwall advancing in that respect, It is not, 
however, well adapted to the use of mining machines and no instances 
were brought to the attention of the writer where machines were being 
used. In the withdrawal of individual pillars, slices are taken off the 
goaf side; lines of breaker props are sometimes used and withdrawn, 
in other places cogs are employed. In general, it is expected that the 
timber will be almost completely recovered. In some Instances when 
the pillars and the workings are old or the roof or floor is not strong, 
the headways and bords become filled, in which case it is generally 
cheaper to drive places alongside of them. These places are called 
“Jenkins” and ‘‘skirtings,”’ respectively, in the Durham district. 
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Objections to the bord-and-pillar system are the large amount of 
narrow work at the start, resulting in the production of a large proportion 
of small coal or screenings from such narrow places and the payment of 
yardage to the miners. These conditions are sometimes obviated by 
making both the headways and the bords 5 yd. wide and allowing the 
roof to cave in, except such passages as are needed for haulage or air ways. 


Rooms or Bords Hydraulically Sand Filled 


This system was found only in Upper Silesia, where it is used in the 
flatter coal beds, up to thicknesses of 10 or 12 ft. In the thicker multiple 
beds (up to 60 ft. in thickness in the Myslowitz Colliery), the longwall 
slicing system is employed, in some instances layer by layer, and in 
steeply pitching beds (as in the Delbrtick Colliery) successive horizontal 
slicing followed by sand filling is used. The bord workings are driven like 
narrow rooms from the level or gangway, forming large rectangular pillars, 
which are extracted by successive slices from gangway to gangway. As 
fast as the slices are extracted the spaces are filled hydraulically with 
sand and gravel by the method introduced from the anthracite district 
of Pennsylvania in 1897 and developed to meet the particular conditions. 
The recovery is apparently very complete. This method has succeeded 
in preventing the spontaneous fires, which were a serious menace in 
mining these thick coal beds by the room or chamber method. The only 
serious objection is the loss of timber, as little of the timber is recovered 
from the props and lagging necessary to support the roof while the mining 
is going on. In Upper Silesia, extensive sand and gravel beds are adja- 
cent to or in the neighborhood of the mines. Under pre-war conditions, 
the sand filling added only about 25 c. per ton to the cost of the coal, 
which was more than repaid by the freedom from fires and from explo- 
sions of coal dust, and by the nearly complete extraction. 


SUMMARY 


1. In Europe, only a small proportion of the coal production is 
obtained by mining systems employing pillars other than shaft pillars, 
pillars under buildings, or as barriers. 

2. Pillar systems are employed to a limited extent in Great Britain 
and in connection with sand filling in Upper Silesia. 

3. The typical American room-and-pillar system is not employed in 
Europe except in a few places in Wales. 

4, The principal pillar system, where it is used at all, is the bord-and- 
pillar, in which the pillars are extensive, compared with the area taken 
out by the preliminary bords and headways; in general not over 10 or 
15 per cent. of the coal is taken out in advancing. 

5. In its best form, the bord-and-pillar system permits a recovery of 


95 per cent. of the coal, by what is practically a retreating longwall 
method. 

6. The pillars are extracted by successive splitting or slicing. 

7. The bord-and-pillar system is applicable only where the coal and 
roof are relatively strong and the coal is free from large partings, and 
there is no draw slate which requires gobbing. 

8. The American room-and-pillar system approaches the bord-and- 
pillar where the rooms are narrow and the pillars wide and the retreat is 
carried on a diagonal line, as in mines of the Connellsville district of 
Pennsylvania, and in some of the deep mines in the Rocky Mountain 
region. : 
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Cart Scuouz, Charleston, W. Va. (written discussion).—This paper 
is timely, because greater interest is being taken in the more complete 
extraction of coal in the United States on account of the higher land 
values and the more stringent requirements of the lessors. 

Fig. 6 shows the plan adopted for the Valier Coal Co., at Valier, 
Ill., where the No. 6 seam, with a thickness of from 71 to 12 ft., lies 
at a depth of 650 ft. The roof over this coal is a very soft shale which 
slacks readily when it comes into contact with air. Therefore the 
workings are driven so as to leave anywhere from 1 to 5 ft. of top coal 
for roof protection. 

The rooms, 25 ft. wide, are driven on 85-ft. centers, leaving 60-ft. 
pillars between the rooms, and as the mining law requires a breakthrough 
every 60 ft., the pillars remaining are 60 ft. square. Between every two 
panels, 25-ft. pillars are left so that each panel can be completely worked 
out and remain isolated from the other workings. 

The main entries are driven on the four-entry system, the butt entries 
on the three-entry system, and the panel entries on the two-entry system. 
Pillars 175 ft. wide protect the entries so that the panels can be entirely 
worked out without fear of carrying any squeeze over on to the entries. 
The exact manner in which the pillars will be drawn has not yet been 
determined; but it is believed that the best results will be obtained by 
slabbing the pillars along the face on the retreating plan and that it will 
be possible to recover the top coal over the rooms and extract the pillars 
completely. Inasmuch as the overlying measures are principally shale 
and soft slate, it is anticipated that the roof will cave readily as the 
pillars are extracted. Quite likely cribs will have to be employed, and 
on account of the great amount of coal remaining in the roof and 
pillars, considerable expense will be justified in this protection. In 
order to avoid too large openings, breakthroughs between rooms are 


staggered. 
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It is obvious that by this method a larger extraction can be obtained 
than is the case in Franklin County at this time. The customary method 
is to drive rooms on 40-ft. centers 24 ft. wide, leaving 16-ft. pillars. 
The extraction, as determined by C. M. Young, of the University of 
Illinois, averages 41.4 per cent.! It is believed that, by the scheme 
adopted at Valier, the extraction will be at least 70 per cent. The dis- 
advantages of this scheme are that, on account of their length, tracks 
must be laid in each breakthrough, but as these breakthroughs are 20 
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Fic. 6.—PILuarR PLAN OF VALIER CoaL Co. 


ft. wide and are driven from one side, it is customary to lay curved rails 
at the face and to drive the breakthrough before advancing theface. This 
method requires a larger amount of entry yardage for the same produc- 
tion, because under the ordinary system of mining, two rooms would be 
turned against only one at Valier. As a matter of fact, the extraction 
of coal is almost as great as in the ordinary scheme, because the break- 
throughs take out nearly as much coal as would ordinarily be obtained 
by two rooms running parallel to each other. The main object of this 
scheme was to make the pillars square rather than long and narrow, 
because this shape affords better support and resists pressure more readily. 


D. Harrineton,* Denver, Colo. (written discussion).—It appears 
that, probably due to overlying weight from depth of workings, compara- 


1Univ. of Illinois Bull. 100, 47. 
* Supervising Mining Engineer, U. 8. Bureau of Mines. 
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tively little explosive is used in European mines and much of the coal is 
extracted by pick work alone. Presumably the coal thus obtained comes 
in comparatively finely divided form; it would be interesting to know 
whether the proportion of lump coal obtained is not much less than the 
American market demands. 

It would also appear that mining machines are not used in Europe as 
extensively as in America. If this is so, is it due to excessive pressure 
on the coal or to some restrictions by laber or to former customs, etc.? 
Are the types of machines in use superior to ours? 

Though our popular room-and-pillar system is infrequently used in 
Europe, the systems in vogue in the Seams 5 to 10 ft. thick (in general 
much more expensive systems than ours) do not give a much better 
percentage of total seam extraction, while the systems used in the thick 
seams (above 10 ft. thick) are almost as wasteful as ours, except that the 
sand-filling methods of Germany are apparently effective. 

As to the sand filling in Upper Silesia, Delbruck Colliery, I do not 
quite understand how the sand filling in a slice can be kept separated 
from the coal afterward mined out of an adjoining slice, especially as min- 
ing one slice and filling an adjoining one seem to be practically simulta- 
neous operations, or, at best, the performance of one operation quickly 
succeeds the completion of the other. 

What is the maximum thickness of coal seams in which Europeans 
apply longwall methods? Also to what limit of pitch is longwall work 
applicable? 

Has Europe designed any method of mining whereby more than 75 
per cent. of thick seams (say 12 ft. or over) can be extracted? In mining 
thick seams, generally coal is left as roof in advancing workings; and in 
retreating, while one may get most of the pillars, the top coal must be 
largely lost, or if the top coal is recovered, the pillar is largely lost; has 
Europe been able to avoid this loss? What European practices can be 
adopted to advantage in the coal mines of the United States and what 
practices should we avoid? 

H. I. Smrru, Denver, Colo. (written discussion).—In southern Europe 
in the kingdom of the Serbs, Croats and Slovenes, made up of Serbia, 
Macedonia, and the Slavic provinces of the former Austrian and Hun- 
garian kingdom, are many coal fields of semi-bituminous and lignite type 
with a smaller amount of higher-grade non-coking coals. The beds 
worked range from about 2 ft. (0.6 m.) to 165 ft. (650 m.) and lie from 
practically horizontal to vertical. Some beds are very regular in thick- 
ness and quality, some have no partings, others have partings varying 
in thickness up to one-third of the total thickness; other beds are folded 
and faulted and still others are lenticular deposits. In 1919, 2,506,000 
tons of coal were produced. This production of coal, including the Pecuj 
coal mines (which were awarded to Hungary but the coal mined was 
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awarded to Jugoslavia) was, with the number of mines in each province, 
as follows: 


Provincp he Numser or Mryzs 1920 Tons, Mzraric, 1919 
SIOVENIS oc. cucicet Mahesh ees Peace 21 1,152,000 
OSI erty octet ee ore a ate deat sea 8 679,000 
PecujsGahingary)aaess- area eee if 311,000 
Croatia Ren sR oy Ri Lee chee he 30 260,000 
Sathiassudd ui bas Sh aie eb nee 18 104,000 

84 2,506,000 


Practically all of these mines were visited by the writer in 1920. 
The mines operating in 1919 were practically identical with the 84 
operating in 1920. The amount of coal produced in 1920 was probably 
close to 3,000,000 tons; the capacity of the mines was about 1,000,000 
tons more, depending on better organization of the railroad forces and 
additional railroad equipment. All the mines in Bosnia were government 
owned, as were a few mines in the other provinces. The men in charge, 
in practically all cases, were educated in central Europe, so that cen- 
tral European methods were closely followed. 

The lack of efficient mining was greatly in evidence, especially as 
regards the extraction of pillars. A large quantity of pillar coal was lost 
by fires, poor ventilation, insufficient prospecting of the bed in advance 
of mining, the lack of accurate mining records; there was no systematic 
checking by the higher officials. Fires from spontaneous combustion 
made many areas inaccessible for mining operations and caused a cor- 
responding loss of the pillar coal, not only in the sealed area but in the 
adjacent workings. The ventilation with few exceptions was deficient, 
making it difficult to reclaim pillars adjacent to the fire areas, which 
would have been feasible with good ventilation. The poor ventilation 
was no doubt largely responsible for the fires. 

Accurate maps showing the coal actually extracted and that lost in 
pillars were not kept; invariably an abandoned section was indicated 
by hatching, indicating complete extraction. The tonnage derived from 
the mine or sections of the mine were not checked against the amount 
of coal originally in the mine, or sections, so as to determine the actual 
efficiency in recovering the available coal. Inthe thicker beds, much coal 
was lost in the roof. In other sections, large quantities of coal were lost 
due to the thickening of the partings; in some cases but half the avail- 
able coal was mined and in other cases the entire area was abandoned. 
None of these things were shown on the maps, which indicated clear 
extraction. Where hydraulic filling was used, the extraction was much 
greater than where filling was not used. 

The bord-and-pillar method of mining was the more popular, though 
the dimensions varied. A projected plan worked out for the Bogovina 
mine in Serbia is shown in Fig. 7. This bed of coal was from 3 to 5 m. 
thick with a good roof and relatively horizontal, following somewhat the 
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contour of the surface. In the highly inclined thicker beds, filling me- 
thods were used; the workings in some places were bord and pillar with 
filling and in others alternate slicing and filling. The filling material 
at Trbovlje, Slovenia, the largest producing group of mines in the king- 
dom, was crushed limestone mixed with yellow clay. At the Brza Planka 
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Fig. 7.—PLAN OF WORKING IN Bogovina Mine, SERBIA. 


en 


mine, in Serbia, a subsidiary of the Danube Steamship Company, clay 
was shoveled into the workings from which the coal had been extracted. 
The work of withdrawing pillars, in many mines, was so prolonged that 
great effort was necessary to resist the overburden pressure, instead of 
following the American practices of trying to keep in advance of the 


excessive weight. 
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There were no longwall mines in Jugoslavia. In a government-owned 
mine at Kreka, Bosnia, a slicing-and-caving method was used. The 
coal bed was about 20 m. thick and dipped from 18° to 20°. The coal 
was relatively free from impurities. It was mined from the top in slices 
about 744 m. thick; on each 744-m. level, 3-m. entries were driven across 
the bed at intervals of 30 m. and a series of 4-m. entries with 4-m. 
pillars were driven along the strike. Then entries were driven up the 
foot wall at intervals of 3 m. to the top of the bench or to the caved 
ground above the foot wall. The 714 m. of coal was then mined re- 
treating. The hanging wall consisted of about 20 m. clay, which caved 
with the mining of the coal. After a bench of coal had been removed, 
about a year elapsed before the succeeding bench reached the same place. 
During this time the clay in the hanging walls became consolidated 
and the coal removed in order. Very little timber was required for this 
mining. 


GrorGE S. Rice (author’s reply to discussion).—Mr. Scholz’s plan of 
laying out and extracting pillars at the Valier mine is an advance in 
Illinois methods inasmuch as the pillars are wider than the rooms. On 
the basis of the dimensions of rooms and crosscuts given, exactly 50 per 
cent of that thickness excavated, that is, exclusive of roof coal, would be 
taken out by the first mining. Although Mr. Scholz states that the 
exact manner in which the pillars will be drawn had not been determined, 
he suggests slicing off at the face on the retreating plan. It is question- 
able whether it would be possible to slice off the ends of the pillars at the 
goave side efficiently, on account of the width of the rooms and crosscuts 
(25 ft.) and also as the pillar drawing is not to be brought back on astraight 
stepped line across the panels, if Fig. 6 correctly indicates the method. 
That is to say, with a system of pillar drawing in separate panels, with 
some strong rock in the strata overhead, the roof will tend to make a 
sudden slumping off, which might not occur if the retreating face could 
be brought back in a long diagonal line taking out panel pillars as well 
as room pillars. 

It is true, as Mr. Harrington says,that little explosive is used or needed 
in blasting coal in most European mines, on account of the heavy over- 
burden and numerous slips or cleats in the coal, often close together and 
generally inclined to the plane of the bed, so that the heavy weight tends 
to squeeze out the coal readily when it is picked or barred along the cleat. 
In many places, a straight pick mounted in a hammer air drill held against 
the face will bury itself in a few seconds in the coal, and the miner using 
this with a sweeping motion, as a man would use a scythe, readily slabs 
off the coal. There are, of course, exceptions in the coals closer to the 


surface, which are relatively hard, especially in the more regular beds of 
British fields. 
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It is true that a great deal of the coal is produced in finely divided 
form in Continental mines, leading to the extended use of briquetting, 
although considerable lump, termed “large” or “round,” is produced in 
the British fields. The fact that the coal, as produced, is more broken 
than that from American mines calls for more elaborately planned screen- 
ing and cleaning plants, and as the coal from any one shaft may come 
from several beds of different kinds, the coal from each bed must be 
handled and sorted separately. This increfises the complexity of the 
surface plants and hence the number of men or women employed in coal 
dumping and screening. : ? 

Undermining machines have not been so freely introduced in Europe 
as in America, partly from inertia where they should be used in the harder 
coal, but principally because there is not the same need. However, 
loading conveyors of the fixed or shaking type are extensively used in the 
pitching beds; and in Great Britain chain conveyors are more extensively 
used, in the longwall or semi-longwall faces, than in the United States. 
One obstacle to the more systematic introduction of coal-cutting machines 
is that they must be air driven, although in Great Britain explosion-proof 
electric-motor driven machines may be used. The use of electricity, 
which is so universal in the collieries of the United States, is seriously 
limited by law in the European mines; except for the explosion-proof 
motors in Great Britain, it cannot be used except for fixed pumping instal- 
lations and hoists, and slope engines especially installed on the intaking 
air currents. The trolley locomotive is barred, although it is one of the 
greatest factors for economy in American mines and it probably could be 
safely used on roadways with intaking air currents to great advantage in 
some of the European mines. American coal-cutting machines supplied 
with explosion-proof motors have been introduced in England but, except 
for air drills employed in tunnel driving, only hammer picks are used to 
any great extent. 

The only mining machine that has been used, other than those of 
American origin or design, is the British disk longwall machine, which is 
employed chiefly in the comparatively level Yorkshire field. These are 
air-driven disks 6 or 7 ft. in diameter with cutters mounted on the rim. 
The British operators using these claim that they are more rugged than 
the American chain cutters and will stand better the work of cutting in 
the hard clay. This is questioned by American machinery representa- 
tives, but the writer has no information as to reliable comparative tests. 

The mining conditions, in general, do not favor such extensive use of 
undercutting machines as do the flat coal beds of the United States, from 
which the bulk of American coal comes. The situation may be compared 
with that of the anthracite and bituminous districts of Pennsylvania, the 
Pittsburgh district being typical of the generally favorable American 
conditions and the anthracite district, with its steep pitching and faulted 


412 COAL-PILLAR DRAWING METHODS IN EUROPE 7 


coal, being comparable with the European conditions; although in Bel- 
gium and France the faulted conditions are much more severe. qn 
the Pennsylvania anthracite district, where most of the operators readily 
adopt. any promising means, some mining machines are used, but only a 
small portion of the output is machine mined, compared with the bitu- 
minous districts where the regular natural conditions favor the introduction 
of machines. 

While the restrictions of mine labor are serious, as regards minimum 
wages and control of the industry in England, I do not think that the 
limitations at the face of the mine are as serious as prevail in this country. 
As variations in thickness of coal or pitch or the presence of partings are 
so much more common in Europe, it has been accepted as a matter of 
course that piecework prices must be adjusted from place to place in 
different parts of a mine,with certain minimum daily earnings guaranteed, 
or else the work in faulty coal is done by men on day wages. 

Although the systems used in beds 5 to 10 ft. (1.5 to 3 m.) thick are 

much more expensive than the systems used in America, the average 
American mining method does not give a better total extraction; my 
-observation is that quite the reverse is true. However, the bord-and- 
pillar systems, which are equivalent to longwall retreating, would be 
barred in many districts of the United States by the high yardage rates. 
It is regretable that in some districts in the United States, driving entries 
and rooms under so-called ‘‘ deficient conditions” is more profitable to 
the miner than driving under normal conditions of the bed; and the yard- 
age rates in many districts prohibit, from a competitive standpoint, the 
use of narrower rooms or entries where such would be better practice. 
The contrast is noticeable between the narrow room and thick pillar 
system of the Connellsville district, with its high recovery, and that of 
other mining districts in the central west where the recovery is less than 
50 per cent. Mr. Scholz’ plan is similar to the bord-and-pillar system 
in the laying out of rectangular blocks but differs materially in effect, as 
the rooms and crosscuts are twice as wide as those in the European bord- 
and-pillar systems. 

No difficulty is experienced in keeping the sand filling separated from 
the coal later mined out by an adjoining slice. Moist sand stands very 
well; moreover there is usually enough clay in the sand to tend to bind the 
grains, so that with the support of some lagging no difficulty is experienced 
in getting out the coal up to the sand filling. 

The thickest European coal beds in which the writer observed the min- 
ing methods were: at Weymss, Scotland, where a 24-ft. pitching bed, 
which contains partings, is mined by panel longwall successively in three 
advancing slices and one retreating slice; and at the Wykén colliery, 
near Coventry, where a bed about 30 ft. (9 m.) thick was mined in four 
slices by a retreating longwall method, retreating up the pitch. In 


, 


Upper Silesia, at Myslovitz, a 45 to 60-ft. bed was being mined by advane- 
ing longwall in successive slices parallel with the plane of the bed, with the 
~ aid of sand filling. 

As to the question: Has Europe designed any method of mining 
whereby more than 75 per cent. of thick seams (say 12 ft. or over) can 
be extracted? I can say “yes.” I have already referred to cases where 
the conditions are favorable, or where, as in Upper Silesia, an adaptation 
of the Pennsylvania system of sand filling ig used. 

As to the question, “What European practices can be adopted to 
advantage in the coal mines of the United States and what practices 
should be avoided?” First, to introduce the same amount of engineering 
skill and forethought in planning and developing coal mines that the 
Europeans have been forced to use from the difficulties of natural condi- 
tions, and which we use in the best mining practice in this country and 
especially in the large metal mines. The strongest criticism that I would 
offer on the majority of coal mining operations in this country is, that we 
apply the uniform methods of a district, fostered by an attempted uni- 
formity of details in labor contract agreements, to specific mines; and if 
the mining conditions do not fit the system, as in a thin and faulty bed 
or where the coal has partings, it is either not worked at all or is worked 
in a most wasteful manner. 

In general, in the European practice, the working conditions of each 
mine or part of a mine are studied so as to lay out and develop it to the 
best advantage. Heretofore, at least, the method of equitable payment 
for the miners has been sufficiently flexible to permit settlement between 
the underground management and the miners directly concerned, without 
having to resort to a formal negotiation between committees of miners 
and operators’ representatives. The general impression that an observer 
of American mines receives is that they are all laid out on the same plan; 
whereas in European mines he is impressed with the variety of methods 
used to fit the varying conditions. 

Second, European practice is better than ours in respect to the use 
of brick, iron, or concrete shaft linings, the arching and lining of per- 
manent levels, and packing the workings with dry packing or with sand 
filling and washery refuse, where such material is available. Admittedly 
gob filling is an additional expense to the cost of mining, but only by 
such filling is increased recovery of coal obtained; the serious problem of 
subsidence, which is just beginning to confront operators in this country, 
is also considerably lessened thereby, and with sand filling it is entirely 
obviated. i SOREL wey 

Third, an increased adoption of coal-mining engineering in its broad- 
est sense, like the high-grade mining engineering of northern Europe, 
applied both to underground operations and the development and 
manufacture of byproducts. ‘The latter refers to utilization not only of 
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coking coal but of various coals and lignites. In this country, vast areas 
of lignites have not been utilized and it is frequently stated that they can 
not be used while bituminous coal is relatively cheap; but in Germany, in 
spite of the extensive Ruhr bituminous resources, low-grade brown lignites 
immediately adjacent are developed to a high degree, the product being 
used for electric-power distributing stations and the making of briquettes, 
which are used extensively with bituminous coal. 

Fourth, increase of safety precautions. The general European prac- 
tice is better than in the average mine of the United States. This is 
especially the case in mines producing firedamp; not that many of the 
gaseous mines in this country are not well managed, but in Europe there 
is not the same hesitation about acknowledging that a mine is gaseous and 
putting in the essential safeguards. In this country, until a mine is offici- 
ally termed gaseous, and that usually means it is very gaseous, many 
chances are taken in the use of open lights, employment of electric trolleys 
in entries that have some gas in the air current, or even the use of trolley 
locomotives and non-explosion-proof machinery in working places which, 
at times, contain gas in threatening amounts. 

The features of European practice to avoid are the over-elaborateness 
of mining plants, with respect to output, and the lavish use of labor, which 
was initiated when common labor was cheap. The over-elaborateness of 
equipment is particularly marked in the former Prussian mines in the 
Saar that were operated by the government. 

It is evident that in the districts described by Mr. Smith, while they 
attempted to follow the general practice of the more advanced coal- 
mining regions of northern Europe, the organization and carrying out of 
the work has been inefficient. The original paper and the present dis- 
cussion, have reference to mining in Great Britain, France, Belgium, and 
Germany and the northern part of the old Austrian Empire, which pro- 
duces over 90 per cent. of the output of Europe. 
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Pillar Drawing in Thick Coal Seams 


By G. B. Prypz,* Rock Sprinas, Wyo., AND R, M. Macraw,{ Hiawarua, Uran 


(New York Meeting, February, 1921) 


IN LAYING out a new mine, provision should be made for the ultimate 
recovery of as much coal in any given bed as is consistent with safety 
and economic mining. Though each mining district, if not each indivi- 
dual mine, has problems that make the adoption of any hard and fast 
rule impossible, certain basic principles are adapted to practically all 
conditions. One of the most vital is the provision for barrier pillars of 
ample dimensions to protect all haulage and permanent airways during 
the life of the property. 

Where conditions permit, room or butt entries should be driven on the 
strike or slightly to the rise, and rooms turned at right angles to these 
entries. The width of rooms and room pillars is governed by conditions 
prevailing in the mines under consideration. A safe rule is: In advanc- 
ing, extract not more than 25 to 35 per cent. of the entire seam; in ex- 
ceptionally thick seams, considerably less than 25 per cent. should be 
taken. 

Rooms usually vary in length from 250 to 350 ft. (76 to 106 m.) with 
a barrier pillar of not less than 80 ft. between the last crosscut in rooms 
and the back entry of the level above. All entries, rooms, and entry- 
and-room crosscuts should be driven on sights and room crosscuts 
should be driven at right angles to the direction of the rooms. In mines 
under excessively heavy cover or where roof conditions are bad, rooms 
should be driven narrow and a barrier pillar left at every fifth to tenth 
room. This barrier should be of such dimensions that one or more rooms, 
with pillars of usual dimensions, may be turned through it when the 
barrier is no longer required. 

Two of the advantages of such a barrier are the protection of the 
panel against peaking of roof load during pillar extraction and the easy 
closing of the entry in case of fire. 

Where economic conditions permit, it is preferable to follow the re- 
treating panel system of mining. In the case of coal that outcrops, and 
‘even in cases where no outcrop is exposed, it is preferable to commence 
pillar extracting on the high side of the mine. Where the retreating 
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panel system is used, rooms should be turned in blocks of five to ten on 
the inside end of the uppermost panel, and as soon as this block of rooms 
is completed, the pillars should be attacked and another block of rooms 
started on the same entry outbye. Until a break line of considerable 
length is established, it is well to hold back the turning of additional 
rooms on an entry, unless roof conditions are good and the structure of 
the coal and roof is such that danger from caving, fires, and squeezes is 
minimized. 

When starting to extract a block of pillars, one pillar should be brought 
down to a line intersecting the entry at an angle of 45°. The second may 
then be started, and so on until the break line extends from the back 
entry to the barrier pillar or head of the rooms above. In the mean time, 
rooms may be started on the inside end of the entry below, so that they 
will be completed at about the time that the chain pillar on the first 
entry is attacked. As soon as the chain pillar on the first entry has been 
drawn back for 50 to 100 ft., one or two rooms on the second entry may 
be driven through the barrier pillar and pillar extraction on the second 
entry is begun. Not more than two rooms should be driven through the 
barrier pillar at any one time, and the break line on the first entry should 
be at least 150 to 200 ft. in advance of the break line on the second 
entry. 

Where roof conditions permit, the track can be carried square across 
the pillar end and moved down as the pillar retreats; but where the roof 
is bad, it is necessary to crosscut the pillar and leave a small stump of 
coal to protect workmen from the caves. Most of this coal can be 
recovered before the final room settlement occurs, but usually a small 
amount is lost each time that the roof breaks. Where this plan is fol- 
lowed, room No. 1 extracts pillar No. 2, and so on; then the miners are 
not-forced to work under the loose end, which would be the case if the 
tracks were turned in the opposite direction. 

In mines where the retreating-panel system is not possible, the same 
general rules as to width of rooms and pillars, spacing of crosscuts, and 
plan of procedure for pillar extraction should be followed. In no case, 
except under dire pressure, should the extraction of pillars be commenced 
on an entry containing working rooms on the inby side; nor, unless 
ample barrier pillars are provided or some peculiar natural condition 
exists, such as a fault or thinning of the seam, should pillar extraction be 
started in the middle of the mine. 


Puan Usep By UNitTEep Sratss Furt Co. 


In Carbon County, Utah, the coal is from 7 to 30 ft. (2 to 9 m.) thick; 
the cover rises rapidly from the outcrop to 1500 to 2500 ft. The coal is 
bituminous and a fine steam and domestic fuel. For years the formation 
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was classed as Laramie-Cretaceous, but recently it has been reclassified 
as Mesa Verde. In the Black Hawk and Mohrland mines the coal is 
massive in structure, seldom showing either vertical or horizontal cleav- 
age. It is extremely hard and dense, and breaks with a distinct conchoi- 
dal fracture. The bed is clean throughout. Overburden is composed 
of alternating layers of sandstone and shale; the immediate roof is a 
massive sandstone about 125 ft. in thickness. 

The average dip of the coal floor is about 3 per cent. and entries are 
driven on sights at an angle of 45° to thé strike. Room entries are 
driven 12 ft. (3.6 m.) wide and the rooms are driven 22 ft. wide with a 50- 
ft. pillar. Room crosscuts are spaced 100 ff. (30 m.) and driven on 
sights. A 50 to 60-ft. chain pillar, with crosscuts 125 ft. apart, is main- 
tained between the main and back entries. A barrier pillar from 100 to 
150 ft. thick, according to cover, is provided between the tops of rooms 
and the back entry of the level above. 

The coal is machine-cut to a depth of 6 ft. and is shot to a 6-ft. height 
in the first bench. Five to seven holes, charged with an average of two- 
and one-half sticks of 114-in. ammonium nitrate permissible powder, are 
required to break down the face. The practice is to keep back 30 to 40 
ft. of the second bench at all times, not only to insure a more stable supply 
of coal for the loader but that shorter jack pipes may be used with the 
mining machines. The second bench is shot 5 to 6 ft. in thickness, mak- 
ing the ultimate height of room 11 to 12 ft. The remainder of the top 
coal, ranging from 8 to 15 ft. or more, is brought back immediately in 
advance of the pillar line. 

Before pillar extraction was begun a series of parallel lines conforming 
to the 45° break line were drawn at 50-ft. intervals. Wherever one of 
these lines intersected a pillar, a vertical line was painted, and the lines 
were numbered consecutively outwards; each line carried its number 
wherever encountered, hence the relationship of any retreating face to 
that of all others could be told by noting the nearest numbered line. 

Maps of pillar workings are extended monthly and the mine foreman 
is furnished with a blueprint of the pillar section drawn on a larger scale 
than the regular pocket map. On this, the exact relationship of retreat- 
ing faces to the uniform break line is noted. 

At first, progress was slow for only one pillar could be started; but 
by working two shifts the first pillar was soon brought down far enough 
to permit starting the second, and so on until the break line extended 
from the back entry of the level above to the chain pillar of the entry 
upon which the pillars were working. It was not considered advisable 
to carry a continuous break line through the pillars on two entries; hence 
when extraction was commenced on the second level an offset of 100 ft. 
was maintained between the two break lines. Rooms from the lower 
level are driven through the barrier pillar one at a time, as the line of 
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retreat above permits. This insures a large block of solid coal for pro- 
tection should a squeeze start in either section. Work is so planned that 
the top level will be about finished when work is begun in the third, so 
that no more than two or three entries will be worked at the same time. 

Machines were used at first but it was soon deemed too dangerous to 
undermine the coaleither by hand or by machine. Top coalis kept about 
20 to 30 ft. in advance of the pillar faces. Props 6 in. or more at the 
small end-are set under the lip of top coal in order to prevent falls of coal 
that may have been loosened by shots or by strain. No effort is made to 
set break rows, the timber being used simply for its warning effect when 
the roof is working for a break. Much of the timber is salvaged, but 
the height is so great that a slight subsidence breaks props and renders 
them valueless, except for ties or cap pieces. 

Whenever the roof breaks, pillar faces are invariably lost. Suffi- 
cient warning is usually given to permit the loading of loose coal and 
the removal of track and other material to a safe place. Caves seldom 
extend beyond the end of the pillar. Places usually settle within 36 to 
48 hr., so that work can be resumed. If pillar faces are lost, it is 
necessary to drive crosscuts, starting about 10 ft. from the cave, before 
continuing retreat. Small stumps remaining after completion of cross- 
cuts are robbed of as much coal as possible; if it is unsafe to remove all 
the coal, stumps are shot in order to prevent hanging of the roof. In 
many instances practically the entire stump is recovered. 

Up to date the extraction has been very satisfactory. In one area of 
over 10 acres, in coal 30 ft. thick in places, with an average thickness 
of about 24 ft. and with about 2000 ft. cover, the extraction was better 
than 90 percent. In another area of about the same acreage, with thinner 
coal and less cover, the extraction was about 85 per cent., the loss being 
occasioned by the necessity of leaving up some top coal to support a 
friable roof. In a third area of about four acres, with coal 20 ft. thick 
and cover increasing from the outcrop to a height of 800 ft., the extraction 
has been nearly complete. 

As some uneasiness was felt with regard to the possible action of the 
roof, considerable areas were extracted clean, but the roof showed no 
tendency to cave even when props were pulled or shot. After a break 
line 200 ft. long developed and the space worked out was 150 ft. wide, 
caves from 5 to 10 ft. in thickness occurred. No further caving took 
place until the open area was approximately 250 by 200 ft. 

In the Mohrland mine the roof arched above the cave, and large 
openings remained between cave and dome. The roof being massive 
sandstone, the fragments of rock were extremely large and mostly angular. 
After this cave, the roof continued to break at intervals of about 50 ft; 
the caves going higher each time; at a height of about 90 ft. the i inspection 
party was stopped, but as shown i an electric hand lamp the cave seemed 
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to be completely choked about 50 ft. higher. It is probable that caving 
extended much higher than this, but as very little weight has been shown 
on pillars it is thought that the void has been closed. Inthe Black Hawk 
mine, a second cave broke through to the surface in about 100 ft., the 
crevice being about 50 ft. wide by 200 ft. long, and the miners worked 
for several weeks by daylight. 

The roof over the pillar section of the Hiawatha mine is composed of 
shale, with a small seam of coal (resulting frem a split of the main seam) 
about 20 ft. above. Caved material is composed of finely broken shale . 
and coal, and apparently the cave chokes completely, as no undue pres- 
sure has been noted on the pillars. = * pad 

In this method of mining absolute adherence to plan is required, and 
while there is no certainty that trouble will not develop, it is believed 
that whatever success has been attained has been due to this strict ad- 
herence. A uniform break line insures even distribution of load over all 
pillars and prevents the peaking of roof load on one or more places, as is 
the case where the break line is jagged and irregular. 
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DRAWING PILLARS IN THE Rock Sprines FIELp 


In the Rock Springs field, the system is modified to suit conditions. 
The method used when the rooms are driven up the pitch is shown in Fig. 
1. The rooms are driven for a distance of 300 ft. on 60-ft. centers; 30-{t. 
; -ft. pillar. arity 
sit eee of the room is reached, a place 15 ft. wide is 
driven across the top end of the pillar on the strike of the seam, mining 
machines being used. When this block is taken out the remainder of the 
pillar is extracted by hand labor; the roof generally caves immediately 


after each successive block is removed. 
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Fig. 2 shows the method where rooms are driven across the pitch, 
the pillars being recovered in blocks of four. A breaking line is main- 
tained by keeping the outside pillar in the lead. When roof conditions 
are good and cover is light, 75 per cent. of the pillar coal may be 
extracted with mining machines, the remainder by pick miners. In 
this case, a place 20 tt. wide is driven through the pillar, a 7-ft. stump 
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being left on the upper side. This stump is then recovered by miners 
as the machine is cutting another 20-ft. place below the first one, leaving 
a 7-f{t. pillar as before. 

In Fig. 3 the rooms are driven across the pitch but the props are 
drawn out of alternate rooms and a branch track is laid up the high side 
of the pillar. Both pillars are then recovered from the same room. This 
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system is only practicable when roof conditions are good, and lends itself 
readily to machine mining, like the system shown in Fig. 2. The system 
insures a good recovery of the coal, and all timber can be recovered 
in alternate rooms. 

Fig. 4 shows a system that lends itself more readily to thick pillars. 
It is adapted to places where bad roof conditions exist. It also insures 
a rapid recovery of the pillar coal by working blocks A, B, and C, sim- 
ultaneously. The mining machine cuts these blocks by running tracks 
in each crosscut; the small ribs are recovered by pick miners. This 
splitting system is generally followed in recovering entry pillars on the 
retreat. 

In a method of drawing pillars in thick seams in which spontaneous 
combustion is apt to occur, no pillars are taken out until the boundary is 
reached; then the pillars are removed in blocks of three, a solid block 
being left at each sixth room so as to seal off in case of fire. Rooms are 
driven on 65-ft. centers when the cover is light, the rooms being 21 ft. 
and the pillars 44 ft. wide. 

The work is started on the pillar nearest the face of the entry, three 
men generally working on each side of the pillar taking off successive 
skips, as shown, until the working parties meet in the center of the pillar; 
stumps are left to prevent rock slides when caving occurs. The with- 
drawal of pillars on the panel system is best accomplished according to 
Fig. 5, except that it has been found advisable to have the pillars on 
one panel retreat on a uniformly straight line. Much of the success of 
drawing pillars depends on systematic work along some pre-determined 
lines and the withdrawal of standing timber, when the roof is strong, is 
very necessary if successful results are to be obtained. To prevent 
crushing of the pillar the mining of the pillar coal should be started just 
as soon as the room has reached its boundary. 
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Advances in the Preparation of Anthracite 


By Dever C. AsHmMEeApD,* Kineston, Pa. 


(Wilkes-Barre Meeting, September, 1921) 


ANTHRACITE was first mined in the Wyoming Valley and sold as 
an article of commerce in 1808. As some preparation has always been 
necessary to make it ready to burn, the preparation of anthracite must — 
date back over a hundred years. Two vital factors have determined 
to a large extent the degree and the method of anthracite preparation. 
These are, first, the character of the beds worked and the methods by 
which they are mined and, second, the equipment used and practices 
followed in the burning of the coal. 

It is not the intention here to go deeply into these phases of pre- 
paration as a paper of no mean length could be prepared on the history 
of either. Rather, the intention here is to point out the main consider- 
ations and to show the influence they have exerted on the preparation of 
anthracite, 


Mining Mretuops anp THEIR RELATION TO PREPARATION 


In the beginning of the nineteenth century, the coal beds were 
virgin with the possible exception of some outcroppings that had been 
worked, toa slight extent, by the Indians. It is known that the American 
aborigines had a knowledge of the use of this fuel, because when the 
Wyoming Valley was purchased from them, in 1754, they mentioned the 
fact that, by selling the land, they would lose their coal. 

Real mining of anthracite began about 1808 when Judge Jesse Fell, 
of Wilkes-Barre, discovered that the ‘‘common stone coal of the valley”’ 
could be burned in an open grate. For some years thereafter mining 
was conducted near the surface. The working places were driven 
narrow; only the best of the coal was selected and the remainder was 
left in the ground. Only the lumps could be used, as no market existed 
for other sizes. As time passed, however, it became necessary either to go 
farther into the ground or to widen the working places. When these 
places were widened, falls of roof were apt to occur, making it necessary 
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to remove rock from the coal. This was particularly true of the Schuyl- 
kill region where the measures pitch steeply and the coal soon reached an 
excessive depth, judged by the standards of that generation. 

At first only the thickest beds were mined, the thin measures being 
considered worthless; but as the thick seams were worked out, the thinner 
ones had to be opened. These carried a higher percentage of rock 
partings and bony coal, which had to be yemoved before the product 
could be marketable. This further complicated the methods of prepara- 
tion. Later, particularly in the Wyoming field, a large part of the first 
mining in all the beds being completed, it became necessary, if the 
output was to be maintained, to commence second mining or the robbing 
of the pillars. The resulting falls of roof added more dirt to the coal, 
thus further complicating the process of preparation. 

In the lower anthracite regions, where steep-pitch mining occurs and 
the coal is run out of the breasts into the mine cars by gravity, practical- 
ly no way can be devised to keep the roof from falling and mixing with 
the mined coal. In many instances, the amount of coal and of rock 
in a mine car will be equal, while it is common for mined material to run 
steadily for some time at one-third coal and two-thirds rock. In 
the upper region, where the coal lies comparatively flat and the mine 
cars can enter the working chambers, the larger pieces of rock can be 
separated from the coal and a greater percentage of the latter loaded 
into the mine car. In the upper field, however, there is more second 
mining, or robbing, and the rock and bone that is now being produced 
from the thin beds to some extent compensates for the rock unavoid- 
ably brought down in the breasts of the lower regions. It can 
thus readily be perceived that because of the changes in the methods 
of mining and the exhaustion of the thicker beds the preparation of 
anthracite has become progressively more and more involved. 


Metuops oF CoNSUMPTION AND THEIR EFFECT ON PREPARATION 


If coal were burned by the same methods today as it was 100 years 
ago, probably the changes in the methods of preparation would be less 
pronounced than they are. A tremendous advance in the methods 
of using the coal has, however, taken place. The types of furnaces have 
changed entirely, so that the coal must be prepared to meet the new 
conditions. 

When Judge Jesse Fell conducted his experiments, he burned “the 
common stone coal of the valley” in a grate placed within an ordinary 
fireplace. It is natural to suppose that he used only the coal of larger 
size; 2 years later, at least, only lump coal was being employed for firing. 
Ignition may or may not have been secured by the aid of the small 
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hand bellows that formed one of the fire tools that reposed upon the 
hearths of that day.” 

Utilization of the finer sizes of anthracite was and still is largely 
a matter of support anddraft. In the early days, grates were crude and of 
a wide opening. As the volume of the interstitial spaces is much greater 
in the larger grades, air will freely circulate through a thick bed of large- 
size fuel, such as grate, when it will move only with difficulty through 
a much thinner bed of, say, No. 3 buckwheat. When the first attempts 
were made to burn the buckwheats, it was found that natural draft 
would not cause sufficient air to move through the fire to maintain 
rapid combustion. Industrial plants, therefore, introduced forced or 
induced draft of some sort. The steam-jet blower was doubtless the 
first, the simplest, and probably the cheapest of these means of creating 
artificial draft; this was successful in a degree but was soon followed by 
the fan. 

Combustion has been further perfected by placing the fuel on a 
traveling grate, and passing it successively over compartments carrying 
different draft pressures. These pressures are so arranged as to furnish 
the amount of air best suited to the fire conditions existing above 
them and to provide for complete combustion of the fuel before 
the refuse is discharged over the end of the grate into the ashpit. Already 
this arrangement is making present-day silt, or coal passing a 3¢4-in. 
(1.2 mm.) circular opening and containing probably at least 10 per cent. 
of moisture, a usable commercial fuel for power production. 

Two other means of utilizing anthracite fines that are in limited use 
are briquetting and the burning of such fines in suspension. The first, 
while employed extensively in Europe, has never found great favor at the 
mines of this country. The product of the process is sold in direct com- 
petition with the domestic sizes of freshly mined coal. The second method 
has passed the experimental stage and is just entering that of commercial 
application. Time will determine the scope and possibilities of this 
means of anthracite consumption. 


PREPARATION OF COAL IN THE Barty Days 


From about 1808 to 1830, preparation—what little the coal received— 
took place in the mine itself. After mining, the miner loaded the larger 
lumps into a wheelbarrow and either dumped them directly into a canal 
boat or into a long chute by which they were conveyed to the boat. 
All sizes smaller than lump were left in the mine, being considered worth- 
less. No power of any kind was used at the mines and all the work was 
to the rise, no pumps being employed. 

In 1830, the first attempt was made to prepare ine coal outside the 
mine. As before, only the large coal was removed to the surface, where it 
was dumped upon a perforated cast-iron plate. Here men with hammers 
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and picks broke the larger coal to commercial size. It is possible that 
after falling through the plate perforations the coal was passed over bar 
screens to remove the smaller sizes, which at that time had no commer- 
cial value. 

About this time, also, the rake, Fig. 1, was introduced underground. 
After the coal was cut, the miner used a wrought-iron hand rake having 
teeth formed to give a clear opening of 134 in. (4.4 em.) to separate all the 
coal smaller than stove from the larger pieces. The rake was used 
in parts of the coal fields as late as 1850, and perhaps later, for it was 
not until 1869 that it was found possible to use pea coal. Probably 
not until this size became a commercial coal’was the rake discarded, 
but in some mines it was superseded by the slotted scoop shovel. 


Fig. 1.—RAKE USED IN SEPARATING LARGE FROM FINE COAL IN MINES. 


In 1844, J. & S. Battin, of Philadelphia, invented the roll crusher and 
installed it in their coal yard at that city. The same year the first 
coal breaker, with circular screens, was erected by Gideon Bast on Wolf 
Creek, near Minersville, Pa. A 12-hp. engine was used to drive the 
machinery and the equipment had a capacity for breaking and cleaning 
200 tons of coal per day. The success of this building led to the con- 
struction of thirteen additional breakers in the same field the follow- 
ing year. 

One of the earliest breakers, Fig. 2, of which a description exists 
occupied the same ground as the present Pine Brook breaker, in Scranton. 
Here, after the coal was broken down in the mine, it was raked over and 
the large pieces, or those over 114 in. (3.8 em.) in size, were loaded into 
the mine cars and hauled to the surface. The mine cars were run on toa 
trestle and discharged, by the aid of a horn dump, on to an incline. 
The coal was then pushed by hand or a rake on to a cast-iron plate, which 
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passed out at the end of this screen and the rest of the material was 
separated into egg, stove, and chestnut. All coal finer than chestnut 
- was run to a.waste pocket and was transported from that point to a culm 
bank. This screen was revolved by man power, no mechanical energy of 
any kind being used in the preparation of the coal. The only impurities 
removed were those that the men took out when they broke the coal down 
through the cast-iron plate; the impurities were probably few. It is 
probable that this breaker was built about 1845, and was ten years old 
at the time it was described. 
Perhaps the greatest improvement of this period was the introduc- 
tion of mechanical power. This made it’ possible to use larger screens 
as well as to break down the lump coal by means of rolls, greatly increas- 


Fig. 3.—Oxup Dobson BREAKER, PLYMOUTH, P4A., BUILT IN 1869 AND BURNED IN 1897. 


ing the capacity of these breakers over those employing the older hand 
methods. The hand-operated breakers were not, however, immediately 
superseded, for until about 1860 some were in existence. 

The first rolls were made of cast iron with cast-integral teeth. About 
1876, a roll having a cast-iron shell into which steel teeth were driven 
was introduced. In some places, a fluted roll was tried. In addition 
to these, sometime prior to 1865 a fluke roll was used. The teeth of the 
roll, in passing through slots in a cast-iron plate, crushed the coal in a 
manner exactly similar to that employed when breaking it with a hammer 
through cast-iron plates as has been already described. This method of 
crushing created as much waste but was more rapid than was the hand 
methods it displaced. 

This brings us to the late sixties. At the old Dodson breaker, 
at Plymouth, which was built in 1869, Figs. 3, 4, and 5, the lump coal 
was separated from the smaller sizes and run directly to the lump pocket. 
The coal that was large and not very clean, together with the fine 
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Fig. 5.—Sipr ELEVATION OF OLD DODSON BREAKER. 
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sizes, was passed to a pair of rolls and crushed; it was then separated 
into two equal parts, each part going to a separate revolving screen. 
In these screens only the steamboat coal was taken out, the finer sizes 
being sent to a second set of rotary screens. It is probable that the 
steamboat coal was hand-picked before being deposited in its pocket. 

The finer sizes of coal that were separated in the second set of revolving 
screens were likewise hand-picked by boys before going to their respective 
pockets. No coal smaller than chestnut was saved, all smaller sizes, 
together with the rock, being sent to the dirt pocket and then removed 
to the culm bank. As the mine raker was still in use, all coal smaller 
than chestnut produced underground was left in the mine, so that the 
fine coal separated in the breaker was only what was made in the crushing 
down of the larger sizes; therefore, millions of tons of marketable coal now 
lie buried in the mines and will never be recovered. 

Another interesting breaker of the same period is the old Washington 
or Reynolds breaker, at Plymouth, Fig. 6. This structure was reported 
as being in a dilapidated condition in 1869 but was braced and repaired 
so that it was used for many years afterward. It is interesting to note 
in connection with the accompanying illustration that 100 men were 
required to handle the output of this breaker. Of course most of the 
employees were boys hired to pick the slate and other impurities out of 
the coal. It did not seem to be the custom in those days to provide many 
windows to give light. Accordingly it was necessary to remove the roof 
over the picking chutes or leave them unprotected so that the boys 
could see to pick the slate. Fig. 7 shows the new Nottingham breaker 
to which the coal that formerly was treated in the Washington breaker 
now goes. 

Another structure of the same period is the old Alexander Gray 
breaker, Fig. 8, which stood near the present Hollenbeck breaker in 
Wilkes-Barre. This was built in 1860 and was torn down in 1874. 
It was equipped with one set of revolving screens having a total length 
of 21 ft. 10 in. (6.7 m.) making culm-bank coal, small and large stove 
coal, egg, and No. 1 broken. Evidently the larger sizes were separated 
by hand. 

Fig. 9 shows the old rolls that were discarded at some time prior 
to 1874. They were lying in a scrap heap when Mr. Dodge, a consulting 
engineer of Wilkes-Barre, made measurements of them and drew the 
original of which this illustration is a copy. 

About 1870, the picking table was introduced, at the Mill & Harris 
colliery, Mahanoy City, Schuylkill County, after a series of experiments 
made by this firm. 

The next important improvement in the preparation of coal was 
the introduction of the jig into the lower anthracite regions in either 
1871 or 1872. The jig did not force its way into the Wyoming field 
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Fig. 6.—Onp REYNOLDS, OR WASHINGTON, BREAKER NEAR PLYMOUTH, PA.; THIS 
BREAKER WAS IN A DILAPIDATED CONDITION IN 1869. 


Fig. 8.—ALEXANDER GRAY BREAKER, WHICH STOOD IN WILKES-BARRE NEAR PRESENT 
SITE OF HOLLENBECK BREAKER. BUILT IN 1860 AND TORN DOWN IN 1874. 


DEVER C. ASHMEAD 431 


This roll Contains: 
132 large teeth 
S| /32 small» 


This roll contain. 
300 large teeth 
300. small » 
Distance betwee 
points of large 
teeth on the 
diagonal of 
the rol] =33" 


<)| points of large 
Teeth on te 
diagonal of 
Ss =6" 


Upper, or Main Rolls Lower, or Second Rolls 
Seas * S530 


e Sy an 


Fig. 9.—OLD ROLLS USED AT BREAKER OF NO. 5 COLLIERY OF LEHIGH & WILKES- 
Barre Coat & Iron Co., prior To 1874. 
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Fic. 10.—SmcTION oF OLD FoRGE BREAKER OF PENNSYLVANIA Coat Co., BUILT 
PRIOR TO 1884. ELEVATOR WAS INSTALLED THAT YEAR. 
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until a much later date because the coal in the upper region was much 
cleaner and drier than that produced in the middle and the lower fields, 
and the operators did not look with favor upon the wetting of their coal. 
In the lower region, conditions were entirely different. The coal came 
from “the working places wet and so completely covered with fine mud 
that it was almost impossible to tell which was coal and which slate until 
the fine material and mud were washed off. It was therefore thought 
better, if possible, to separate the slate when the coal was being washed 
clean. 

From 1872 until some time in the 80’s no important inventions were 
made in the preparation of anthracite, but the existing types of machinery 
were improved and better results were obtained. In 1884, the Penn- 
sylvania Coal Co. built the Old Forge breaker, which was one of the 
best equipped at that time; Fig. 10 shows the breaker as it was designed. 
In this breaker, the coal without separation was passed through the 
rolls, going thence to two sets of revolving screens, where it is presumed 
that lump, steamboat, and broken coals were separated, the fine material 
passing through to the pentagon screens below, which had the same 
diameter as the first set and were 10 ft. long. This breaker is the first 
in which the writer has found that the pentagon screen was used although 
it may have been used before this period. This type of screen did not 
prove satisfactory as it entailed too much breakage; however, there is 
one set of these screens still operating in a breaker in this region. 

The Pennsylvania Coal Co.’s old No. 8 breaker at Dunmore, Fig. 11, 
built in 1889, embodies some new features. The coal was brought over a 
trestle, in mine cars, to the top of the structure and dumped directly on 
to a set of bar screens, which separated two sizes from the rest of the coal, 
presumably the lump and steamboat. The finer coals fell through the 
bars to a set of revolving screens below. Unfortunately, what sizes were 
prepared is indeterminate, but nevertheless some of the coal was taken 
in an elevator to the top and front of the breaker and there prepared. 

The lump and the steamboat coals were passed over picking chutes 
where the rock was removed and run to the rock chute. The lump 
coal went either to the lump pocket or to the main rolls and was crushed, 
thence passed to revolving screens for further sizing. The coal from the 
screens was passed through chutes, where the slate was removed by boys. 
The steamboat coal seems to have gone to a set of pony rolls to be 
recrushed, as no pocket seems to have been provided for it. From the 
pony rolls, the coal went to a revolving screen and was sized. At this 
breaker the following sizes were made in 1889: Lump, broken, egg, stove, 
chestnut, pea, buckwheat, and bird’s-eye. It is probable that the bird’s- 
eye coal was the same as present-day rice, or No. 2 buckwheat. All coal 
finer than the bird’s-eye went to the bank. 
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In No. 8 breaker, the effect that had been obtained by raking the coal 
in the mine was produced on the surface by the use of machinery. The 
fine sizes that needed no crushing were removed from the coal as soon as 
-it was dumped, the large sizes alone being sent to the rolls for crushing. 
In this breaker, all the revolving screens were driven by gears, the rolls 
only being driven by belting. Here also the pentagon screen was 
employed. No provision was made to store coal at the head of the 
breaker so as to provide for a regular feed to the screen bars or other 
devices. The coal came at such irregular interyals as to interfere greatly 
with its preparation. ji 
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Fie. 1la.—Oup No. 8 BREAKER OF PENNSYLVANIA CoaL Co. at Dunmorg, Pa., 
IN WHICH THE COAL WAS SIZED BEFORE IT WAS SENT TO THE ROLLS. 


Although this breaker was built when shaker screens were making 
their appearance they were not used, showing that they were not then 
considered sufficiently perfect to warrant their installation. 

Just previous to the introduction of the shaker screen, Eckley B. 
Coxe, of Coxe Brothers, Inc., of Hazleton, invented the gyratory screen 
which this firm used for a number of years. These screens were satis- 
factory as to sizing and capacity, but their maintainance cost was high 
an account of the unbalanced vibration. 

The Anthony shaker screen was among the first built, but this was 
preceded by a shaker that was supported on rollers and operated at an 
extremely high speed. The Anthony shaker was hung by wrought-iron 
rods. The suspension members were fastened to the shaker by a pin 
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and the top connection was a ball-and-socket joint instead of being 
attached rigidly, as is the Parrish shaker, which is the one in common use 
at the present day. The present type of shaker was not fully developed 
until 1907. 

About the same time that the shaker was introduced the mechanical 
picker was invented, which revolutionized breaker design. Many types 
of these machines have been designed. The eigler picker, built about 
1890, was the first of the “jump” pickers, and from it the various other 
designs involving the same principle have been evolved. This device 
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Fig. 12.—DEVERS PICKER, ONE OF THE SLOT-TYPE PICKERS, DIFFERS FROM THE 
OTHERS IN THE METHOD OF OPERATION. ‘THE FEED IS RAISED AND LOWERED BY MEANS 
OF A CAM AND THE ANGLE OF THE SLATE IS LIKEWISE ADJUSTABLE. 


was followed, about 5 years later, by the Thomas picker, in which the 
mine product was passed over a slate slab. Friction between this slab 
and the slate in the coal was of course greater than between the slab 
and the coal. The slate accordingly was retarded as it passed through 
the picker and fell through the slot, whereas the coal leaped over it. The 
Thomas picker had only one slot. The next year, the Emery picker, 
which worked on the same principle but was a multiple-slot machine, was 
introduced. This device has been improved from time to time and now 
can be regulated to handle widely differing materials. Other inventors 
have worked out pickers operating on the same principle as the Emery 
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but embodying various improvements. Among these is the Devers 
picker shown in Fig. 12. 

Many devices that will remove flat slate from coal have been invented. 
Among them is the Mowery, which is now in use at the Kingston Coal 
Co.’s No. 4 breaker. This picker operates as a shaker. The bottom 
plate is cut in a number of places, about half way across, and the edges 
of these cuts are turned down making slots. As the coal and slate pass 
over this plate the pieces of coal, being thick and rounded, do not pass 
through the slots but roll over them. The slate, however, when it reaches 
these slots tips up and slides through them. Of course any flat pieces of 
coal will naturally pass through the slots along with the slate. It is 
necessary therefore to pass the flat and the rounded product of the 
picker over some other type of picker. This machine was invented in 
1905. Another flat-slate picker was invented by Colvin in 1910. 

The Norman flat-slate picker consists of a number of rollers revolving 
in the same direction and so spaced as to permit the flat pieces of slate to 
pass through while denying passage to the rounded coal. The slate is 
thus caused to tilt and drop through the openings. The rollers are 
sufficiently inclined to cause the coal to move across them endwise. 
These pickers are still used to some extent, but as all mechanical pickers 
seem to be going out of use they also are passing away. 

Another device of this kind that deserves mention is the Ayers 
picker. This consists essentially of a tilted traveling belt on to one end 
of which the unpicked material is fed, the belt traveling in an upward 
direction. The slate, being heavier than the coal and having a greater 
frictional resistance upon the belt, is carried up and discharged at the 
top, while the coal rolls down the belt and leaves it at the bottom. This 
picker is still used in a few places. 

Probably the best known of all pickers is the anthracite spiral, which 
came into limited use about 1902 and into extensive use about 1904. 


Tue Rous 

On the kind of rolls used and their operation depends, in large measure, 
the percentage of prepared sizes. Any excess production of the smaller 
sizes reduces the sum realizable from the output as a whole. Many 
types of rolls are now on the market and some coal companies have 
designed rolls for their own use. The main purpose of the designer is 
to obtain a roll that will crush or break coal to a certain size with the 
least amount of over- or under-size. All roll tests show the percentages 
of the prepared sizes of coal together with the smaller. 

The accompanying set of curves, Fig. 13, was made from data secured 
in a long series of tests by the Lehigh & Wilkesbarre Coal Co. The rolls 
upon which these trials were made are of a design worked out by this 
company’s mechanical engineering department and are particularly 
suited to its conditions. It will be noted that the amount of prepared 
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Fig. 13.—PERCENTAGES OF DIFFERENT SIZES QF COAL OBTAINED BY ROLLS AT COL- 
LIERIES OF LEHIGH & WiLKES-BarREe Coat Co. 
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Fia. 14.—JoHNSON HOLLOW-GROUND TOOTH, COMPARED IN DESIGN WITH THE OLD- 
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sizes of steamboat coal, that is, coal broken down from lump to steam- 
boat, is 93.4 per cent., broken coal 91 per cent., egg coal 88.8 per cent. 

Table 1 shows the results of a long series of roll tests made in different 
parts of the anthracite fields. The name or make of the roll, the locality 
where the test was made, the results obtained, and any special features 
of the roll are given. . 


Detail of Tooth 


Fig. 15.—Hawk BILL TOOTH WHICH IS USED TO A LARGE EXTENT IN THE ANTHRACITE 
FIELD FOR THE CRUSHING OF COAL. 


The Johnson hollow-ground tooth, differs from the old-style spear 
tooth in having four cutting edges spaced equidistant around its peri- 
phery, as shown in Fig. 14. Here is also shown the shape of the old 
type of spear tooth. In Fig. 15 is shown the ‘‘ hawk bill’”’ tooth which is 
of manganese steel. In Fig. 16 is shown one of the older type of teeth 
likewise made of manganese steel. The spaces between the cutting 
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Fic. 16,—TH& OLD-FASHIONED SPEAR TOOTH AND ITS ARRANGEMENT ON THE SEGMENTS. 


edges of the Johnson roll tooth are concave, so that the only part of 
the tooth that comes into contact with the coal is the cutting edge; 
whereas with the older types, which possess only two cutting edges, ihe 
sides of the tooth present an unbroken surface to the coal, resulting in a 
grinding instead of a cutting action. It is also claimed that the wear on 
this type of tooth is such that the cutting edge is constantly maintained 
throughout its entire length of service. 


Table 1 shows that in tests Nos. 26 and 27, made with Johnson teeth, 
the percentage of the prepared sizes secured exceeds the percentage 
made at the same colliery with another type of tooth. Furthermore the 
percentage of the larger sizes of coal is greater for the Johnson than for 
the other types of teeth. Test 35 shows that, while almost no broken 
coal was made by the Johnson tooth, yet the percentage of prepared 
sizes was greater than in test 34 when 36.4 per cent. of broken coal 
was produced. 

A recent invention by Frank Pardee, shown in Fig. 17, is in daily 
service in the Coleraine breaker. This machine consists of two shafts, 
which are revolved toward each other by gearing. On one shaft is 
mounted a steel plate carrying cutter teeth on its periphery; these are 
similar to the teeth on a circular saw, but the distance between the 
adjacent cutters is equal to about the diameter of the pieces to which it is 
desired to break the coal. Thus an egg crusher would have teeth 23¢ in. 
(6cem.) apart. The other shaft carries plain steel disks. The cutters and 
the disks revolve in parallel and alternate planes, their tops moving 
toward each other. 

The movements of the feeder and the cutter are synchronized, so that 
each piece of coal is delivered in front of a tooth, which carries the coal 
forwards against the opposite disk. This acts as a fulcrum, against which 
the cutter breaks the coal. Between adjacent cutters, as well as between 
the disk wheels, spring spaces are placed. Any coal that lodges between 
either the cutters or the disks will push back the spring, thus preventing 
the coal from being crushed. The coal is so fed to this device, by a new 
and ingenious spiral feeder, that each piece of coal is delivered with 
its major axis at right angles to the plane in which the cutters revolve. 

The following is the result of a test run on one of these rolls: 
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The material was crushed directly from broken into egg coal without 
any oversize, giving a total of 92.84 per cent. of prepared sizes. With 
the common roll, it is generally expected that the highest yield of pre- 
pared coal will occur when there is 15 to 20 per cent. of oversize made in 
the roll. 
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Taste 1.—Results of Tests at Various Breakers 
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Short Mountain..| Solid cast | No. 2| Teeth diagonal | Broken | 918 | 115 | 1910 
and alternate / 
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Alternate ; 
Williamstown. ..| Manganese | No. 2 | fe Broken | 80 | 1911 | 
| Removed | 
Williamstown...| Manganese | No. 2. | Each sheet Broken } { g0 1911 
Wm. Penn...... Manganese | No. 2 Steamboat | 301 | 1920 | 
Gameront- aire Manganese | No. 2 Steamboat 256 | 1920 | 
Luke Fidler.....| Manganese | No. 2 | Steamboat 233 | | 1920 | 
SIOtEE Sactoriaue sete Manganese No. 2 | | Steamboat 364 | 1920 | 
Pennsylvania....| Manganese | No. 2 | Steamboat | 345 | | 1920 
Wm. Penn...... Manganese No.1. | Lump | 905 | | 1920 | 
Cameron........ Manganese | No. 1 | Lump | 250 | 1920 
Luke Fidler.....| Manganese | No. 1 | Lump 1107 | 1920 | 
Scoupseereneen te Manganese | No. 1 | Lump 1008 | 1920 | 
Pennsylvania....| Manganese | No. 1 | Lump | 240 1920 
Richards........ Manganese | No. 1 Lump | 288 | 1920 | 
C@ameronca..csrn | Manganese | No. 3 | Broken 246 | 1920 
Luke Fidler.....| Manganese | No. 3 Broken | 281 | | 1920 | 
Richards........ | Manganese No. 3. Broken | 289 | 1920 — 
Jeddo No. 4.....| Lloyd | No. 2 | | Steamboat | | 135 | | 
| and broken | | | 
Jeddo No. 4...,.| Lloyd No. 1 Lump | 135 / 
Highland No. 5..| Lloyd No. 1 | Lump | 135 | 
Highland No. 5..| Lloyd No. 2 Steamboat | | 135 
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Lansford No. 5..| Lloyd | No. 1 Lump | | 185 | 1920 | 
Lansford No. 5..| Lloyd No. 1) Lump | 135 | 1920 | 
Lansford No, 5..| Lloyd No. 1 Lump | 185 | 1920 | 
Lansford No. 5..| Lloyd Johnson | Lump | 185 | 1920 
hollow ground | 
tooth | | 
Lansford No. 6..| Lloyd No. 2 | | Steamboat | | 135 | 1920 
Lansford No. 6..| Lloyd No. 2 | | Steamboat | | 185 | 1920 | 
Rahn No. 11....| Manganese | No. 2 | | Steamboat 135 | 1920 
Rahn No. 11....| Manganese | No. 2 | Johnson | Broken | | 135 | 1920 
Rahn No. 11....| Manganese | No. 2 Steamboat | | 185 | 1920 
Rahn No. 11....)| Manganese | No, 2) Johnson Steamboat | | 135 | 1920 
Tamaqua No. 14.) Lloyd No. 2| Johnson Steamboat | 135 | 1920 
Tamaqua No. 14.| Lloyd No. 2) Johnson Steamboat | | 135 | 1920 | 
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TaBLE 1.—Results of Tests at Various Breakers—(Continued) 
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SHAKING ScREENS 


The design of shaking screens has become so nearly standardized that 
few improvements have been made during the past several years.! 
But afew details will be given concerning the current practice at certain 
plants. 

In the new Wanamie breaker of the Lehigh & Wilkes-Barre Coal Co., 
the following areas, in square feet of screenimg surface, are allowed for 
one ton of coal per hour; the large screen area is provided go that it is 
possible to handle and screen the coal properly during the morning when 
the tonnage for a short period is unusually heavy. 


Square FEET Square FEET 
Broken cae sono te 2.4 dee ees Ske eee 6.4 
1 oe nae 1.9 No. 1 Buckwheat..... 4.2 
Stoveste: -oosc. 2.3 RICGy peer ree e- 6.9 
Chestnuteo ce ee. 258. (Barley ere te ee C1, 


The Susquehanna Collieries Co. uses the following areas: 


Square Feet SquaRE Freer 
dNegtert 1A Semen een aes O75 No. 1 Buckwheat.... 1.50 
Stoveqgron. .e tee 0.75 Ricci meee moe L275 
Chestnutes erate O57 Davie vee serie eee 00 
| ste, Re Pee ese 


In both cases the broken and egg coals are screened dry whereas the 
other sizes are screened wet. 


FEEDERS 


Under ordinary conditions, when the breaker begins operations in 
the morning there is an abundance of coal, produced possibly by the 
night shift or left over from the preceding day. This means that during 
the first few working hours too much coal may be presented for the 
breaker to handle properly; later, the rate at which the coal arrives 
decreases and the breaker may not receive its capacity supply. At 
times during the day, the delivery of coal may be irregular so that at one 
moment the preparation equipment will be overtaxed whereas a few 
moments later it may not have sufficient coal to operate properly. 

These abnormal conditions may be met in two ways: First, by making 
the capacity of the breaker so great that the breaker will be capable of 
handling all the coal delivered to it. This method requires the con- 
struction and equipment of a building far beyond the average needs. 
The second method is to provide storage hoppers to bridge over the 
peaks. This is the better method, for then the breaker can be so designed 
that the cost of construction and operation may be reduced to a minimum. 


eset Oeeine: Preparation of Anthracite. Trans. (1911) 42, 277. 
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In most cases these hoppers are placed at the top of the breaker; they 
may be so located, however, that both the coal passing through the bull 
shakers and that leaving the main rolls will go to them. In addition to 
this storage, many companies have arranged storage pockets in front of, 
and feeding, the jigs. If the coal comes too rapidly for the jigs to handle, 
it is placed in these storage pockets so that it can be fed as desired. 

In order to accommodate a temporary excess of coal and assure 
its being fed properly from the hoppers or storage pockets to the breaker 
equipment, feeders are used. In some places these are operated by hand, 
but the more common method is to employ an automatic feeder. The 
number of openings and the quantity of coal admitted can be regulated 
to suit the conditions existing at the plant. 

Feeders are of many types. The ordinary gate feeder, in which a 
gate is raised and lowered at suitable intervals, is objectionable as coal 
is liable to get under the gate, in which case it is crushed or it interferes 
with operation. But where the gate rises through the coal to shut off 
the flow and sinks below the pocket or chute floor to allow the material 
to flow, the gate does not break the coal. Feeders having a door opening 
outward and then closing have the disadvantage that a large lump of 
coal is liable to prevent the door from closing properly. Many varieties 
of the reciprocating feeder have been invented but they all operate on 
similar principles. Their advantages are many, ‘The device is driven 
by an eccentric, which pushes the plate backwards and forwards; it 
usually operates at the bottom of the pocket. The coal feeds down to 
the feeder, which pushes it forwards on to the shaking screens or other 
piece of preparation equipment and then returns for another load. 
The revolving feeder is similar in appearance to a shrouded gear or pinion 
bearing, say four teeth and a corresponding number of feeding compart- 
ments. Coal runs into these compartments and is discharged as the 
feeder revolves. The rate of feed depends entirely on the size of the 
feeder and the number of revolutions made per minute. 


CHUTES 


The three pieces of equipment, employed in the preparation of coal, 
where most degradation occurs are the rolls, the chutes, and the pockets. 
The general manager of one of the larger companies has said: “It is 
difficult to give figures on chute tests because of the varying conditions, 
but it is probably safe to say that the total breakage in handling coal 
from shakers to the lip screen at the loading pocket would be from 10 to 
12 per cent.’ The loss from this cause during a year may be very great, 
for the prepared sizes of coal are worth, at the mine, from $7.50 to $8 per 
ton, while the steam sizes are worth only from $1.50 to $3.50 per ton. 

The operators are using various types of chutes and chute linings in 
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order to decrease the breakage, reduce the space taken by the chutes, 
and increase the life of the chute linings. 

At first, when the coal was prepared near the top of the breaker, 
it was carried to the pocket by long inclined chutes; in one breaker 


Fig. 18.—STEEL SPIRAL CHUTES USED TO LOWER COAL HIGH IN BREAKER. © 


one of these chutes was 350 ft. (106.7 m.) long. The friction of the coal 
on the chute lining and against the sides, together with poorly designed 
curves, caused much unnecessary coal breakage. To-day shorter chutes 
of different design are provided. Among these are the spiral cast-iron 
chute, the spiral steel chute shown in Fig. 18, and the spiral built-up 
chute shown in Fig. 19. The advantage of this type of chute is that it 
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_takes up little space and the coal passes around curves so designed that 
the breakage is reduced to a minimum; the objection to it is that the 
acid water soon corrodes the lining. 

A type that is coming into favor is the box chute, shown in Fig. 20. 
This isa square, verticle wooden box lined withsheet iron. The coal passes 
down an inclined chute leading to its top, in which is placed a pan that 
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Fig. 19.—Buint-Up SPIRAL CHUTE MADE OF WOOD AND SHEET IRON. 


rises and falls in accordance with the amount of coal upon it. This pan 
is connected by a lever and wire rope to a door in the bottom of the vertical 
chute. When the pan ascends, the door closes; and when the pan is 
forced down by the weight of coal the door opens. The vertical box 
is constantly filled but as the coal backs up the inclined chute, the pan 
is depressed and the bottom door is opened, allowing the coal to pass out. 
When the weight of coal on the pan is not sufficient to keep it down 
it rises and the door closes. In this way the box is kept full of Beal. 


=a 
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As there is some breakage in the square corners, in the chutes now being 
built the corners are rounded. One disadvantage of the box chute is the 
difficulty of relining it; it is probable, however, that round vitrified clay 
pipe can be substituted for the box. 

In many places a shaking chute conveys the coal from one point 
to another. The advantage of this construction is that the shaker can 
lie at a small pitch and reduce the vertical distance to a minimum. 
Retarding conveyors are also being used for lowering coal. By their use 
breakage is reduced greatly but they require power for their operation. 


£ "bolt, sd han oc. . 


2arms. 
4 Strips. _ v/ x 
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Fig. 20.—Box CHUTE USED BY SUSQUEHANNA COLLIERIES Co. TO LOWER COAL IN 
; BREAKER AND REDUCE BREAKAGE. 


In the White chute, shown in Fig. 21, the coal is fed through a spiral 
chute provided with a control regulating the amount of coal that can pass. 
This arrangement is similar to the box chute but works in an opposite 
manner. Thecoal passes under the pan and operates the gate in the chute; 
it is then fed on to a movable chute, the end of which is close to the 
sloping bottom of the pocket. When discharged from the end, the 
material runs down the bottom of the pocket. As the pocket fills, 
the coal pushes back the traveling chute to offset the friction in the travel- 
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Tests have shown that this type of chute reduced breakage 
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Vitrified-clay pipe makes an excellent lining for coal chutes and 
appears to resist wear indefinitely. Some chutes so fitted that have been 
in active service for more than 3 years show only slight signs of wear. 
Great care must be taken in the lining installation to see that the ends 
of the pieces of pipe exactly match, as otherwise they will wear out more 
rapidly than when set properly. Glass has been tried by some companies 
but is too brittle. Monel metal also has been used in a few places and 
to a slight extent. a 
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Fig, 22.—SECTIONS AND DESIGN OF CoRROS METAL CHUTES NOW USED BY THE 
Hupson Coat Co. In THE MARVINE BREAKER, FOR BOTH STRAIGHT AND SPIRAL 


SECTIONS. 


The Hudson Coal Co. has installed several chutes made of ‘‘Corrog 
iron.” The first trial of these chutes was made about 2 years ago, 
when a half-dozen sections were installed in the Loree breaker. A typical 
straight section of one of these chutes is shown in Fig. 22, as well as a 
typical curved, or spiral, section. This material is cast iron, containing 
approximately 12 per cent. of silicon. The properties claimed for it are 
immunity from corrosion by acid water, comparative freedom from 
oxidation, and extreme resistance toabrasion. Thehardnessof the metal 
is fully equal to that of chilled iron, being so great that it cannot be 


worked by ordinary machine tools. 
VOL. LXVI.—29, 
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The chutes installed at Loree breaker, Fig. 23, approximately 2 years 
ago, show no appreciable wear or deterioration, apart from the fact that 
the inner surfaces have become smoother and brightened by the passage 
of material. Installations made more recently have given similar 


Fra. 23.—INTERIOR OF PART OF LOREE BREAKER OF Hupson Coan Co., SHOWING A SPIRAL CHUTE 


results. When these chutes are first installed, they have a rough cast 
finish on the inside, as no practicable method has been devised for making 
them smooth except that of using extreme care in facing the mold in 
which they are cast. As a consequence ordinary pitches are not quite 
sufficient to carry the material through them when they are first in- 


MADE OF CORROS METAL 
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stalled. After they have been in service several months, however, the 
inside surface becomes smooth and bright and the pitch required is only 


_ that ordinarily employed for sheet steel under good conditions. When 


installing these chutes, it is probably best to place them on such a pitch 
as is ordinarily required for the operation of smooth-iron or sheet-steel 
chutes, and line them with iron sheets. Then this lining should be 
removed, one sheet at a time from the bottom upwards, thus exposing, 
successively say each day, a new section of Cofros iron to the wear of the 
material passing down the chute. 


Fig. 24.—ORIGINAL SPIRAL PICKER USED TO REMOVE SLATE FROM COAL; THE 
SLATE HUGGED THE INSIDE WHILE THE COAL TENDED TO KEEP TO THE OUTER EDGN. 
DESIGNED AS A CHUTE FOR LOWERING COAL, ITS VALUE IN SEPARATION WAS ACCTI- 


DENTALLY DISCOVERED. 


The cost of Corros iron chutes depends largely on the nature of the 
casting, as the chief expense incurred is that of handling the metal in 
the foundry. Straight sections of 18-in. (46 cm.) chutes, 3 ft. (91 cm.) 
long, cost approximately $24 per linear foot. The ordinary breaker chute 
lined with sheet steel costs approximately $3 per foot. Just how long 
Corros iron chutes will last has not been determined, but none has as 
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yet shown appreciable signs of wear. It has been demonstrated that in 
certain locations Cerros iron has already outlasted at least ten renewals 
of No. 10 sheet-steel chute lining, and bids fair to last indefinitely. 
The erection of Corros iron chutes requires care, as they are necessarily 
made in flanged sections of definite size; moreover, this metal is 
rather brittle, being only about half as strong as ordinary cast iron, so 
that adequate supports must be provided. 


Fig. 25.—MopERN SPIRAL PICKER. ‘THIS CAN BE REGULATED TO MEET ANY AND ALL 
CONDITIONS IN CHARACTER OF COAL TO BE CLEANED. 


SPIRAL PICKERS 


The anthracite spiral picker is the one picking device, aside from 
jigs, that is still in everyday use and shows no sign of disappearing. This 
contrivance separates the coal from the slate by centrifugal action. The 
mixed material is fed into the top of the picker and as it descends its 
velocity increases. As the coal rolls faster than the slate slides, itis thrown 
into the outside spiral, while slate keeps to the inner spirals and is 
discharged at the lower end. Fig. 24 shows the first spiral installed: 
it was built for experimental purposes in 1889. Fig. 25 shows the 
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modern spiral, which is fully adjustable to any condition that may be 
encountered. In the latter illustration parts of the sides have been 
removed to show the inside arrangements. 

Tests made last April on different sizes of coal gave the following 
average results: 


Coat, Par CEnt. Siatp, Ppr Cent. 
Material entering spiral................ 84.60 15.40 
Ral lenving-speal’. fa.0..:2..5.°.).. 98.93 1.07 
Slate leaving spiral.................... : 5.88 94.12 


The total loss of coal in the slate amounted to 1 per cent. and the 
slate removed equaled 94 per cent. of that originally contained. Spirals 
bave a capacity of from 8 to 12 tons per hour, depending on the size of 
the coal. 


FIREPROOFING 


The tendency is to build breakers of steel and concrete, thus reducing 
the fire hazard, though some companies are still building wooden struc- 
tures. Although all the anthracite companies do not use the same 
methods of breaker construction, particularly in reference to fireproofing, 
their ideas are similar. The Hudson Coal Co. has given the following 
details of its practice at the Marvine breaker. In building new breakers, 
and adjacent structures, for the past several years this company has 
taken steps to render such buildings fireproof. The precautions taken to 
this end may be summarized briefly as follows: 

In new breaker structures the framework has been built entirely 
of steel. As far as possible, the design has provided for complete accessi- 
bility to all main members for the purpose of frequent inspections and 
painting. For protection of the steel against corrosion by acid water, 
deterioration from rust, and the like, adequate painting with a suitable 
vehicle (asphalt and carbon chiefly) is relied upon exclusively. 

The roofs and side walls, or sheathing, of these buildings have been 
made of asbestos-protected metal, attached to steel girts and purlins 
by means of the usual straps and clips. All window openings have been 
provided with steel sash, glazed with factory-ribbed wire glass, and fitted 
with top-hinged or pivoted ventilator sections. Practically all door 
openings have been provided with steel door frames and doors made up of 
a structural-steel framework covered with asbestos-protected metal. 

All floors have been constructed of reinforced-concrete slabs, practi- 
cally continuous over the entire floor area; these vary in thickness from 
4 to 6 in. (10 to 15 cm.), in accordance with expected loads and character 
of service. In building these floors a self-furring lath, such as Hy-Rib or 
self-centering, has been laid directly on the floorbeams and fastened 
in place with suitable clips. The concrete has then been poured on top of 
this lath, without the use of wooden forms. The underside of the floor is 
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back-plastered with a cement gun and hand floated to a suitable finish. 
In addition to the metal lath, small-diameter bars provide further rein- 
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Fia. 26.—SrcrlioN THROUGH POCKETS OF MARVINE BREAKER SHOWING METHOD OF 
CONSTRUCTION AND MANNER OF FIREPROOFING. 


forcement, so that the possible, although unexpected, deterioration 


of the lath will not necessarily impair the structural strength of the 
completed floor. 
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All stairs have been built of structural-steel stringers without risers, 
and with 2-in. plank treads. The use of wooden stair treads is not 
thought to add any serious fire risk, and, except several special and 
expensive forms of treads, it is Sanedered the safest and most satisfactory 
construction. Pipe hand railing has been used on stairs and throughout 
the entire structure, except where angle-iron handrails and supports have 
been thought more suitable. 

All loading pockets in the breaker have béen built on steel stringers, 
framing into the steelwork of the breaker. The pocket floor, side walls, 
and partitions have been constructed of reinforced concrete in practically 
the same manner as that followed in the erection of the floors, except that 
hollow tile has been used to some extent for partitions between pockets. 
This construction is illustrated in Fig. 26. These pockets have been 
waterproofed by liberally coating the inside surface with an asphalt 
mastic, and laying in it the wood lining necessary to protect the pocket 
floors and side walls from abrasion by the coal and the effects of acid 
water. ‘The lip screens, chutes, hoppers, and troughs have been built en- 
tirely of cast iron and steel, the only wood entering into their construction 
being the gate levers. 

Pockets under shaking screens, in the rear of jigs, and the slush 
troughs under jigs, have been built of almost identically the same con- 
struction as the loading pockets of the breaker except that it has not 
been necessary to build them of equal strength. By the use of concrete 
floors, pockets, and slush troughs, a continuous monolithic covering is 
provided over the entire breaker area, level with the tops of the pockets, 
the only openings being those provided for access by stairs and elevators. 
This in itself affords obvious advantages from the standpoint of fire- 
protection, as well as from that of adequately heating the structure. 

The use of wood in the newer structures has been confined to the jig 
tanks, pocket linings, and other points already noted. Heavy planking 
for the bottom and sides of flight conveyors has not been entirely 
eliminated, because of the impracticability of fastening the conveyor 
trough and side plates to any other structural material. In some in- 
stances, heavy plank flooring is still used as it has great strength in 
proportion to its weight and affords a better footing. Furthermore, it 
is able to withstand vibration and flexure without impairment. It is 
intended, however, to eliminate entirely the use of wood in this 
connection. 

Fireproofing in connection with electric-motor drives in breakers 
need cover only the control equipment and the wiring to the motor, the 
motor proper needing no fireproofed inclosure. The policy followed has 
been to inclose each oil circuit-breaker in a fireproof cell with all such 
breakers and control equipment concentrated in one room, which is 
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made entirely fireproof. The wiring to the motors is incased in a steel 
conduit for protection against abrasion, and to eliminate the possibility 
of short circuits between conductors. 

The most pronounced step in the direction oie securing a fireproof 
breaker structure is the elimination of all boards and light woodwork, it 
being a well-recognized fact that heavy timber and planking is ignited 
with extreme difficulty whereas boards and wood of light weight catch 
fire with ease. 

Certain work has been undertaken in connection with the fireproofing 
of the older structures, with the idea of eliminating the greater and more 
obvious risks. The motors, together with their control apparatus, have 
been housed in small fireproof compartments that provide ample space 
for the attendant to work in, and for ventilation of the equipment, but 
preclude the possibility of spreading any fire that might possibly orig- 
inate in the controlling apparatus, particularly the oil switches. Roofs 
of breaker buildings, particularly those exposed to sparks and embers 
from passing locomotives, have been re-covered with asbestos shingles 
or sheet-asbestos roofing. Practically all permanent additions and 
repairs to the adjacent structures have been roofed with asbestos 
material. 

Chutes, hoppers, and other exposed woodwork have been fireproofed 
by applying metal lath, or in some cases chicken wire, and covering this 
with cement plaster applied either with the cement gun or by hand. 
Metal lath and gunite are to be preferred to chicken wire and hand 
plastering. In other instances, similar woodwork has been protected 
by sheets of light-gage steel (No. 24 or 26); this method yields effective 
and durable results. 

Small frame buildings or portions of buildings housing important 
machinery have been effectively fireproofed by the application of metal 


lath and cement plaster inside and out, together with the use of asbestos 
shingles for roofing. 
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AiR WASHER 


A device for the mechanical cleaning of coal that has recently 
made its appearance might be termed an air washer or concentrating 
table, Fig. 27. The basic principle of this machine is simple, and its 
operation is readily understood. Coal, screened to approximately 
uniform size, is fed to one corner of an oscillating or jigging table, the 
bed of which is full of small openings, through which air is forced by a 
fan built in the base of the machine. The bed is provided with riffles 
similar to those on an ordinary machine using water as a separating 
medium and is inclined, both longitudinaly and transversely, both slopes 
being adjustable within suitable limits. Air pressure, and the length and 
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rapidity of stroke are also variable. When a sized mine product is fed 
to this machine, the slate or other impurities settle to the table surface, 
where they are guided by the riffles, the coal “floating” over the riffles 


unhindered. The result is that pure coal can be delivered to one point, 


slate without any coal admixture is delivered to another, while the balance 
of the material arranges itself between these two extremes in accord with 
its specific gravity. Products of almost any desired composition and 
almost endless variety may thus be secured. 

One of the great advantages of this machine is that no moisture is 
added to the coal during treatment. If the coal is already wet from 
previous processes, such as crushing and screening, an appreciable per- 
centage of such moisture would doubtless be carried away with the air 
blast. This is of particular advantage in cold weather when wet coal 
freezes readily after being loaded on to the railroad car. 


Fig. 27.—AIR TABLE FOR SEPARATION OF SLATE FROM COAL DESIGNED TO TAKE OFF ONLY 
COAL AND SLATE AND NO INTERMEDIATE PRODUCTS. 


As at present built the capacity of this machine varies from about 
3 to 10 tons per hour, the quantity that can be successfully handled 
depending on the size treated, being less with the smaller and more with 
the larger sizes. The power required to drive the machine is probably 
about that used in driving an ordinary concentrating table and supplying 


it with water. 


~ . 
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CONKLIN SEPARATOR 


The Hudson Coal Co. has recently developed an experimental plant 
for testing the operation of the Conklin method of separating coal from 
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Fia. 28.—E.Evation or CoNKLIN SEPARATOR. 
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its heavier impurities. This method, or process, is based on the principle 
of introducing & mixture of coal with its impurities into a fluid medium 
Possessing a specific stavity somewhat greater than that of the coal, and 
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somewhat less than that of the heavier impurities. The medium used 
isa pulp composed of magnetite dust passing a 200-mesh screen diluted 
in the proportion of approximately 44 to 1, and having a specific gravity of 
about 1.9. This fluid quality is sufficiently permanent to make the pulp 
a working medium that does not require agitation in order to preserve its 
property of high density. In fact, agitation of any kind is distinctly 
harmful to its operation, and is so far as possible eliminated from the 
process. At this density it is quite fluid and retains this quality to a 
large extent after 18 to 24 hr. of settlement. fy 

The experimental installation consists of several elements, the first 
of which is the separator tank, filled with the pulp, into which the stream 
of impure coal is introduced. The actual separation takes place in this 
tank, the coal passing off on the surface of the pulp and the slate and 
other impurities sinking to the bottom and being removed by a screw 
conveyor and elevator. The removal of the coal is also assisted by a 
flight conveyor, which elevates it slightly above the overflow point of the 
tank. At the coal and slate discharges, a small shaking screen, having 
a very fine mesh, and a water spray are installed to remove any pulp that 
adheres to the coal and slate. Fig. 28 shows a side elevation of the 
apparatus. ; 

The second element of the plant is a thickener tank, pump, and Dorr 
classifier, the function of which is the production of the pulp. The 
pulp washed off from the coal and slate as these materials emerge from 
the separator tank is lifted by means of a bucket elevator to a Dorr 
classifier, which removes the impurities and allows the diluted pulp to 
flow to a Dorr thickener. In this tank the pulp is restored to its proper 
degree of dilution, and is removed from the tank by a diaphragm pump 
which discharges it into the top of the slate elevator, thus completing 
the circuit. 

The apparatus described has not, as yet, been placed in actual opera- 
tion, but similar equipment, smaller in size, built by Mr. Conklin at 
Joplin, Mo., indicates that results may be expected approximately as 
follows: The machine will handle run-of-mine coal with the fines removed 
approximately as well as it will handle graded and sized material. By 
fines is here meant buckwheat and smaller, which, at present, it is not 
thought that the machine will be particularly proficient in handling. 
The capacity of the separator is expected to be approximately 7 tons 
per foot of width per hour. By “width” is meant the dimension of the 
stream at right angles to its direction of flow. With this capacity, 
separation is secured absolutely in accord with the specific gravity at 
which the pulp is maintained, so that by slight variations in the pulp 
density, the quality of the coal and slate can be controlled with a fine 
degree of nicety. By the use of magnetite-ore dust, it is expected that 
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such specific gravities of the pulp can be secured that everything except 
the heaviest pure slate and rock can be supported on its surface. 


Dorr APPARATUS FOR RECOVERY OF ANTHRACITE SLUSH 


The problem of most efficiently recovering anthracite slush in as dry 
a condition as possible has been given much attention, particularly by 
the Hudson Coal Co., which has found the Dorr hydroseparators and 
classifiers the most efficient agents for this purpose. An installation at 
the Loree breaker has given satisfactory results for almost two years. 
This installation consists of a Dorr hydroseparator 26 ft. in diameter 
and three Dorr duplex classifiers. The hydroseparator rejects the bulk 
of the water and the extremely fine solids and slime and gives a partly 
dewatered product; the classifiers eliminate the remaining fine solids and 
furnish a more completely dewatered product. The hydroseparator 
and classifiers also reduce the ash in the slush, as the fine solids and the 
slime rejected in the overflow are higher in ash than the original total 
slush. 

The hydroseparator is a wooden tank with an overflow launder around 
its top and a discharge at the center of the bottom, to which are brought 
the settled solids by means of arotating plow. The breaker slush, screened 
to remove all marketable coal, is fed into the top of this tank at the center. 
The larger particles of coal settle to the bottom and the extremely fine 
material is carried off in the overflow. The relative sizes of coal recovered 
and rejected are determined by the settling area of the tank and the 
amount of material fed to it. At the Loree breaker, the separation is 
made at 60-mesh, so that most of the plus 60-mesh solids are in the under- 
flow and the minus 60-mesh solids in the overflow. At other installations 
34-ft. tanks are planned; these will give a separation at approximately 
100-mesh. Material finer than this, as a rule, has over 50 per cent. of 
ash so that its recovering and purification does not appear economic at 
the present time. 

The underflow from the hydroseparator passes to three Dorr classifiers, 
each receiving approximately one-third of the total material by means 
of a three-opening distribution pipe. The classifier consists, essentially, 
of a settling box or tank in the form of an inclined trough open at the upper 
end and equipped with mechanically operated reciprocating rakes, which 
remove the coarse material as it settles to the bottom of the tank, the 
water and fine solids overflowing at the closed lower end. The solids 
recovered by the classifiers carry 35 to 40 per cent. of moisture, which 
soon drains, when stored in an open pile, to between 15 and 18 per cent. 
moisture. 

A summary of the average results obtained in slush recovery by the 
Dorr apparatus at the Loree breaker is given below. When considering 
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these results as to percentage recovery of solids, etc., it must be re- 
membered that the plant was designed to save only the plus 60-mesh 
solids with a minimum of material finer than that size, so that the over- 
all recovery of total solids is necessarily low inasmuch as over 50 per cent. 
of the total slush is finer than 60-mesh. With a plant designed for finer 
separation, provided with a larger tank and different classifier adjustment, 
recovery of practically all the slush solids can be made, but at the sacrifice 
of ash content in the finished product and with a resultant increase in 
moisture in the material recovered. It is not economical to recover all 
the solids, as the extremely fine material and slimes are relatively high 
in ash, compared to the coarser granular solids, and are also difficult to 
clean. The elimination of the slimes in the Dorr apparatus is therefore 
an important step in the effective recovery and utilization of anthracite 


fines. 
A summary of the average results obtained from the Dorr plant at 


Loree, on anthracite slush, follows: 


1. Total solids in slush fed to hydroseparator............ 49.8 short tons per hr. 
2. Average size test on total solids in feed (cumulative): 
LUST GUSMOSIA Ge eyes chcvetics <A Peaeas PS PE a eer eee 44.50 per cent. 
plus OO mesh Meee ae eee ee, een. OV S00 percent. 
(PAO DST Boke see ga 8 Ge ee ee 72.10 per cent. 
3. Average ash content of total solids in feed............ 32.9 per cent. 
4. Total solids recovered by hydroseparator and classifier. 22.71 short tons per hr. 


5. Average size test on solids recovered (cumulative): 
OEE O USS caVercd ny ek a Nee eee eis ey ee 89.00 per cent. 
Dis eLOO-mes Le erapeet sick on geet 5. ohom 97.00 per cent. 
(OAD Oreste A oe arin aes et AAR cen be 99.50 per cent. 
6. Average ash content of solids recovered.............. 24.85 per cent. 
7. Proportion of total solids recovered by hydroseparator 
SINORCIASSTNCES :, Matsa: CMR. chase the sot, 01s, shap a» 45.60 per cent. 
8. Proportion of total solids lost by hydroseparator...... 39.10 per cent. 
9. Proportion of total solids lost by classifiers........... . 15.380 per cent. 
10. Proportion of plus 60-mesh solids recovered by plant. . 91.00 per cent. 
. Proportion of plus 100-mesh solids recovered by plant. 76.70 per cent. 
12. Proportion of plus 200-mesh solids recovered by plant 62.90 per cent. 
13. Proportion of total combustible recovered by plant..... 51.20 per cent. 
14. Proportion of water eliminated by plant...........-.. 98.40 per cent. 


The plant at Loree at present capacity shows a direct operating cost 
of 5.3 cents per ton, covering labor, power, supplies and repairs, and a 
total operating cost of 14.3 cents per ton, including 8.8 cents per ton to 
cover interest, insurance, taxes, and depreciation at 20 per cent., on an 
investment of $17,500 for building and equipment. This cost covers 
delivery of finished product to a conveyor either for stocking or for load- 
ing on cars for shipment. The additional cost of operation for this 


conveyor will, of course, vary with local conditions. 
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JIGS 


The most important apparatus for the cleaning and the washing of 
coal is the jig. Six important types are used in the anthracite fields 
thouvh jigs of other types are uscd in a few places for particuliar purposes. 
The most important jigs now in use are the Reading, Lehigh Valley, 
Elmore, Wilmot-simplex, Tench or Delaware, and the James. Two jigs 
that are used to some extent are the Liberty, or German, and the Christ, 
which is used mainly for the treatment of the broken size. Only the six 
first named will be described here. . 
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Fig. 29.—SrcTIoNn or READING JIG, USED AT MOST COLLIERIES OF PHILADELPHIA & 
Reaping Coan AND Iron Co. 


Reading Jig 


The Reading jig is of the plunger type and is used mainly by the 
Philadelphia & Reading Coal and Iron Co. Fig. 29 shows a cross-section 
of this machine. The coal is fed to the machine in the rear of the baffle 
plate A and passes down behind this plate on to mesh plates B through the 
opening C. The water in the jig tub F is caused to rise and fall by the 
plunger D. As this water passes through the meshes of the mesh plates 
it lifts and drops the coal. As the slate is heavier than the coal +t 
settles faster and quickly reaches the bottom, the coal remaining at the 
top. The cleaned coal is removed by the chain G to the clean-coal chute 
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H, whence it goes to the pockets. The slate gate J, operated by the 
lever J, is opened from time to time as the experience of the jig operator 

- may dictate. The slate discharges through the slate gate into the 
chamber K from which it is removed by an elevator L, which raises and 
discharges it into the slate chute. 

Fine coal broken down during the jigging process passes through the 
mesh plates into the jig tub, collecting at the bottom whence it is drawn 
off through the slush gate M. In a similar manner, the fine slate that 
settles in the slate chamber is flushed out by the gate N. When treating 
pea and buckwheat coals, the jig operates at 140 strokes per minute, the 
plunger stroke being 2 in. (5cm.). For larger sizes, the speed is cut down 
to 100 strokes per minute, the length of stroke being 4 inches. 
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Fria. 30.—STANDARD Jia oF LenigH VALLEY Coat Co. 


Lehigh Valley Jig 


The Lehigh Valley jig is quite similar to the Reading. The coal is 
fed to the machine in the same manner and is treated in the same way but 
the slate discharge is regulated by the starting and stopping of the slate 
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conveyor A, Fig. 30, by throwing a clutch B. This stoppage of the slate 
conveyor accomplishes the same purpose as the shutting of the slate gate 
on the Reading jig, for when the conveyor stops there is no escape for the 
slate and the bed of this material grows thicker on the mesh plates, 
whereasin the Reading jig it can continue to fall into the slate compartment. 

This jig is really an overflow-type machine. No mechanical means 
is provided for removing the coal from the jigging chamber; it must flow 
off into the coal boot D, from which it is removed by a conveyor. The 
slush is removed from the bottom of the jig tub through an aperture that 
can be opened and closed at will. 

The accompanying table shows the results obtained from the use of 
these jigs in both the upper and the lower coal fields. These results are 
interesting not only from the point of view of the performance of the 
Lehigh Valley jig but also because they contrast the conditions en- 
countered in the upper and the lower coal fields. 


Upper FIELp 


Size or Coan Coat Brrore JIGGING, Coat AFTER JIGGING, State AFTER JIGGING, 
Prr Cent. OF Per Cent. oF Per CENT. oF 
Coan SuatTs Bone Coan SLaTE Bons Coau SLatEe 
ig eer acu enre: 81 14 5 97 1 2 1 99 
StOviemenp i sree 80 16 aa 94 2 + 1 99 
INU bee eee tie. 80 15 5 g4l¢ 216 3 A 9914 
Peace 6 ee 84 12 4 91 6 3 994 
Buckwheat...... 83 yy 5 84 8 8 1 99 


Lower FIeLp 


ernest enor: 69 28 3 97 1 2 2 98 
StOVOD.curjaakte ce 70 27 3 94 3 3 3 97 
Nutiaaeeipite- ar 74 22 4 9314 34 3 2 98 
| St ES Ee eee AE 20 4 90 G 3 4 96 
Buckwheat...... 76 20 4 87 10 3 $ 96 


Elmore Jig 


The Elmore jig, shown in Fig. 31, also causes the pulsation of the water 
by means of a plunger. The difference between this and the preceding 
jigs, however, lies in the method employed to discharge the slate and 
coal. The coal is withdrawn by means of a direct overflow instead of 
being assisted by drag-line conveyors or scrapers. The slate discharge 
is automatic and when set to provide for a certain amount of rock in the 
coal it requires no further attention. When the weight of the slate in 
the bed reaches a certain point, it acts against a lever which, in turn, 
allows the slate to discharge into a small slate pocket, from which it is 
removed by a drag-line conveyor discharging into a slate chute. 


™ 
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This type of jig requires about 700 gal. per min. of circulating water; 
12 hp. are required to operate the jig and 18 hp. to drive the circulating 
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Fia. 32.—WILMOT-SIMPLEX JIG, WHICH IS OF THE PAN TYPE. 


pump. It requires a floor space of 24 by 10 by 11 ft. (7.3 by 3 by 3.3 m.). 
Its capacity is as high as 50 tons per hour. It is in reality, however, a 


double unit having two jigging compartments and two plungers. 
VOL, LXv1.—30, 
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Wilmot-simplexz Jig 


In the Wilmot-simplex jig, shown in Fig. 32, no plunger is used. The 
pan containing the coal to be cleaned is moved up and down in the 
tank; as the water passes through the openings in the pan, it agitates 
the contents of the pan and the slate settles at the bottom. The coal 
and slate are both discharged, under water, into semi-pockets, conveyors 
dragging them out and emptying them into appropriate storage bins. 

The jig works automatically, ceasing to run when it is supplied with 
insufficient coal for its operation. This regulation is accomplished by 
a pan in the feed chute. When the bed of the jig is properly filled, the 
coal backs up in this chute until the pan is weighted down, whereupon 
the jig commences operating. When sufficient coal to weigh down the 
pan is not present, the pan rises and the jig is shut off. Slush is removed 
from the jig tub in a manner similar to that already described. 

As this jig is widely used throughout the anthracite field, tests made 
in various places will be of interest. At the Thomas colliery, trials 
were made on the jigging of a rock that contained a little coal. In 
the first test, the material going to the jig contained 80 per cent. of rock 
and 20 per cent. coal. The refuse coming from the jig showed only 0.3 
per cent. coal, 0.5 per cent. bone, and 99.2 per cent. slate. In a second 
test, run on material of the same character and analysis, the same results 
were obtained in the refuse, the coal containing 10 per cent. slate and 16 
per cent. bone. A third test on the same material, made a day later, 
showed 0.4 per cent. coal and 0.5 per cent. bone in the slate. On the 
following day, four more tests were run showing an average of 0.3 per 
cent. coal and 0.3 per cent. bone in the slate. Results secured in two 
tests on the coal showed that, in the first instance, 14 per cent. slate and 
18 per cent. bone were present; in the second test, there was 10 per cent. 
slate and 12 per cent. bone in the coal. A fifth series of tests was made 
on the same material the following day, and the same results were ob- 
tained for the slate; the coal showed 10 per cent. slate and 10 per 
cent. bone 

In the Enterprise Coal Co. tests on the type D simplex jig, using stove 
size containing 30 per cent. coal and 70 per cent. slate, and chestnut 
containing 50 per cent. coal and 50 per cent. slate, in the first test, and a 
mixture of 25 per cent. coal and 75 per cent. slate in the second test, 
the following results were obtained: 


Stove slate contained 14 per cent. coal. 

Chestnut slate contained 14 per cent. coal. 

Stove coal contained 2 per cent. slate and 14 per cent. bone. 
Chestnut coal contained 3 per cent. slate and 3 per cent. bone. 


At a Lehigh Valley Coal Co. colliery in the lower field, tests made on 
material that contained 50 per cent. coal, 44 per cent. slate, and 6 per 


— 


cent. bone gave the following results: The coal contained 9514 per cent. 
coal, 214 per cent. slate, and 214 per cent. bone ; and the refuse contained 
334 per cent. coal and 9614 per cent. slate. 
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Delaware, or Tench, Jig 


The Delaware, or Tench, jig, an installation of which has been made 
by the Hudson Coal Co., is a modification of the Lehigh Valley jig. A 
lifting plunger takes the place of the coal cdnveyor and a conveyor line 
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Fig. 33.—Tencu gia or Hupson Coat Co. 


somewhat similar to that used for slate removal on the Lehigh Valley 
jig is used for withdrawing the refuse. Fig. 33 shows various sections 
of the jig. The piston action and construction are the same as in the 
Lehigh Valley machine and the tub above the grate is similarly divided 
into two unequal parts A and B. The jig is automatic in all respects 
and there is no need of discharge floats or power-driven slate-discharge 
devices. The coal and slate are fed into the compartment A by a chute 
and pass underneath the feed-regulating gate D on to grate H, where they 
form a bed composed of coal and itsimpurities. The action of the piston 
effects a separation in the same manner as in any other piston type of jig. 

As the bed of coal and slate forms upon the jig grate EH, the slate 
comes into contact with the perforated guard F, which extends across 
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the front of the jig and reaches to within 4 in. (10 cm.) of the jig grate E. 
Part of the slate passing under this guard F comes into contact with the 
slate gate J and exerts pressure against it. This gate is attached, by 
rods J, to arope K passing over a pulley, from the end of which is sus- 


INTERIOR OF MARVINE BREAKER SHOWING JIG FLOOR. 


Fig. 34. 


pended a small bucket L; weights placed in this bucket control the amount 
of slate discharged from the jig. The weight to be used must be deter- 
mined by experiment for the different sizes and grades of slate being 
jigged. When the pressure of the slate against the gate becomes greater 
than the force exerted by the weights in the bucket L, the gate opens. 
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The slate then passes into compartment M, from which it is removed by 
the conveyor line N. When the pressure against the gate I is decreased 
so that the force of gravity on the bucket L becomes greater than the 
slate pressure against it, the gate closes and retains the slate until such 
time as its pressure again exceeds that exerted by the weights in the 
bucket L. 

As the coal on the top of the bed is floated off, it slides down over the 
top of the perforated guard F on to the lifting plunger O, which raises it 
to the top of the jig tub and out of the water. It then slides into the 
chute R, which leads to the coal pockets. The coal-lifting plunger O is 
operated by the mechanism S, being so regulated that one stroke of this 
lifting plunger is made for every four strokes of the jig piston. 

The coal-lifting plunger and the slate control on the jig gates are the 
two distinctive details in the construction of this jig, but a feature that 
has proved highly beneficial in the removal of flat slate has been the 
increase in the height of the total jigging bed at the discharge end from 
16 to 21 in. (40.6 to 53 cm.). Another advantage is the increase of the 
grate area, which is approximately 25 per cent. greater than the common 
size of Lehigh Valley jig. 

The coal-lifting plunger O is made of cast iron, the side plates forming 
the end guides and the front and rear plates forming the side guides. 
Removable perforated plates bolted on to the slanting top surface let the 
water and fine material return to the jig tub; the perforations in these 
plates must be suited to the size of the coal being jigged. The back, or 
long, surface of the coal-lifting plunger also is equipped with perforated 
plates, which insures a free passage of the water between the main jig 
tub and the plunger compartment and lessens the splash of the water 
when the plunger makes its return stroke. It also forms a back plate to 
the plunger and prevents the coal in compartment B from falling under 
the plunger O into the tank below. The force of the water passing 
through its perforations holds back the coal. 

When the plunger O is in its lowest position, its uppermost point 
falls slightly below the lower edge of the slanting surface of the inclined 
perforated guard F. The coal on the top of the bed in compartment B, 
because of the action of the jig piston, is thus thrown on to the top 
slanting surface of the coal-lifting plunger. 

The slanting surface of the plunger O is inclined toward the front of 
the jig at an angle of about 30°; this allows the coal to slide off into chute 
R when the plunger is at the highest point of its movement. As soon 
as the coal on the plunger extends above chute F# sufficiently to let it 
seek its angle of repose, it enters this chute so that when the plunger has 
reached its full stroke, little or no coal remains on its surface. 

The advantages of this jig are: (1) Automatic slate discharge, (2) 
only one small conveyor line, (3) slight repairs, (4) all water remains in 
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the jig, (5) little coal is broken, (6) less space is required for a given 
capacity, (7) cleaner separation is secured, (8) less water is required than 
in the overflow type of jig. This jig is now in successful operation on all 
sizes of coal from broken or grate to No. 1 buckwheat, inclusive. The 
following is a test on stove coal treated in this jig. Every ten minutes 
samples were taken of the feed, clean coal, and slate. 


MarerraL Enrerina Jig rromM TWENTY-FOUR SAMPLES, AGGREGATING 259.25 La. 


Sizz, Coat, Bone, SLATE, 
Size or MaATpRIAL Ppr CENT, Prr CENT. Perr Cent. PER CEenT. 
=" SLOVE.. 2 arene oie 93.3 68.9 2.2 28.9 
Nutt Peco 6.2 81.3 18.7 
Pea: Beaaktten nck: 0.2 100.0 
Smaller’. aces eee 0.3 


Mareriat Leavine Coat Enp or Jig From TwENTY-FrouR SAMPLES 
AGGREGATING 239 LB. 


S1zz, Coat, Bong, SLATE, 
Size or MATERIAL Per Cent. Pprr Cent. Per Cent. Per CENT. 
DSLOVG eens entre 90.6 96.5 1.4 Dak 
Nut.... Bei sare 9.1 100.0 
PGa ..2aeceen meee ee 0.2 100.0 
Smallers ese 0.1 
MateriAL LEAVING THE SLATE END OF JIG FROM TWENTY-FOUR 
SampLes AGGREGATING 264.25 Lb. 
S1zz, Coat, Bons, SLATE, 
Sizp or MATERIAL Per CrEnt. Per CrEnt. Per CEnt. PreR CENT. 
Stovess ae aoe ee 88.6 1.4 0.8 97.8 
Nit atin acre 9.4 3.0 97.0 
Pea... sottan, ne ae ee 1.4 33.0 66.7 
Oraallerta- pre, eens 0.6 


The pea and smaller sizes coming from the slate end are screened 
out before they reach the main slate conveyor, and are sent through the 
breaker again. 


BREAKAGE Durine TrEst 


PER CEnt. 
Stove\size entering theijigies accede cere ie ee eee 93.3 
Stove size leaving the jig.ctunreuee ee eee cee 89.6 
Breakage due‘to the jigvganws eed eee eer eee Be ff 


This breakage includes chestnut, pea, and smaller sizes. 


James Jig 


The James jig is of the single-compartment, balanced type, using the 
cup-and-gate method of refuse discharge. The screen is provided with 


Y4-in. (6 mm.) circular perforations and carries a bed of 3£-in. iron 
punchings. 
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Fig. 35 is a cross-sectional view. The device consists of a station- 
ary jig chamber, supported in a large wooden tank, on top of which is 
placed the operating mechanism. From the bell cranks, 1 and 2, the 
pulsator 4 is suspended by rods working clear of the sides of what jig 
chamber. This pulsator has the shape of two inverted pyramids, on 
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Iron punchings 


Fig. 35.—SEcTION OF JAMES JIG. 
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Fic. 36.—DIAGRAM SHOWING METHOD OF REMOVAL OF SLATE FROM JAMES 
JIG. 
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each face of which are placed three valves, making twenty-four in all, 
having an aggregate area equal to that of the screen. These valves are so 
designed that they open on the downward and close on the upward 
stroke of the pulsator, thus causing the flow or pulsation of water through 
the jig to take place in one direction; this reduces suction to a minimum. 
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Coal is fed to the jig by a chute leading in on the right, and after 
separation it overflows through an opening on each side of the chamber, 


as shown by dotted lines. It is discharged by drag lines, not shown. — 


The slate discharges on the left side of the jig chamber and feeds the 
drag line illustrated. 

Fig. 36 shows that the jig chamber is divided by the baffle d into 
two parts A and B; this baffle clears the top of the screen by a distance 
equal to the thickness of the bed desired. Water pulsates through the 

bottom screen in both compartments A and B. The coal and slate are 
fed into the right end of the chamber B. When compartment B has a 
certain height, or head, of slate he and coal fi, the water level being the 
same in both compartments (A and B), the sum of the weights of these 
heads must be equal to the weight head of the slate in compartment A at 
any given instant. If a means of discharging the coal in compartment B 
and the slate in compartment A is provided, each upward pulsation of 
water will cause coal to overflow in B and slate in A, when and so long as 
W.H = whi + wehe, where w; and we are the specific gravities of coal 
and slate, respectively. 

The height of the two discharge gates, of course, takes into consider- 
ation the average specific gravity of the materials to be separated. A 
numerical example will show this action. Assume the specific gravity of 
the slate to be 3 and of the coal 1.5, and that the bottom of the baffle d is 
set 3 in. (7.6 cm.) above the screen, the coal discharge gate being set 
15 in. (38 cm.) from the screen. 

The head due to the slate is 3 in. X 3 = 9 units. 

The head due to the coal is (15—3) in. X 1.5 = 18 units. 

Total head = 18 + 9 = 27 units. 

This figure divided by 3, the specific gravity of slate, gives the height 
of the slate discharge H above the screen, or 27 + 3 = 9 in. 

The height of the coal overflow is fixed, whereas that of the slate 
can be varied to suit the material treated. Setting the slate overflow, 
or gate, too low will cause a rich refuse, and placing it too high will 
cause slate to come over with the coal 

In Fig. 35 the division plate d is shown at the left of the jig chamber. 
The crank handle to the left controls the height of the slate overflow, 
and the rate of feed to the jig is regulated by the handle to the right, 
operating a gate on the feed chute. The coal overflow is on both sides 
of the chamber; it is represented by dotted lines. 

The following advantages result from this type of construction: 
(1) Low water consumption; (2) automatic operation, for no “tapping” 
is necessary ; (3) operation and efficiency independent of the refuse content 
of the coal, up to the maximum rate at which the jig will discharge 
refuse; (4) practical elimination of suction; (5) equally efficient operation 
with anthracite from 14 in. (12.7 mm.) to W%% in. (1.6 mm.); (6) 


_— s 


consistent results in anthracite operation; the ash content of the coal 
overflow has not varied more than 1 to 2 per cent. during 10 months of 
operation. 

Tests on the James jig at the plant of the Locust Mountain Coal Co. 
gave the following results: 
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13.3 Tons or Frexnp per Hour 


C ” 
FEED PER amet Ce as Canes 

GEC Wie be Ao 5) SSeS Bie 78.5 2155 20.13 
Slate as discharged... ..0........2.- #830 y 92.0 
(Goal-as discharved. cassie cm tose cs. 90.5 9.5 13.0 

14 Tons or Ferp PER Hour 
Reedian eng medee . Sor alt) Ate ost hk 80.5 19.5 20.35 
Slate as discharged................. 6 92.5 
Conias discharged 08 jos. cs 91.5 9.0 13.50 

19.3 Tons or Ferp peR Hour 
EeGGUaa te. cee. ete rt SUG, Se 72.5 27.5 24.00 
Slate as discharged... .....« /..2)..4 4.0 96.0 
Coalas discharged. tae toaee - ciao nae 83.0 17.0 A(t 


CHANCE SAND-FLOTATION PROCESS 


Any two lump substances of different specific gravities may be 
effectively separated by introduction into a liquid, the specific gravity 
of which lies between their specific gravities. All the particles heavier 
than the liquid will sink while those lighter will float. H. M. Chance 
procures any desired specific gravity of the separating liquid by the 
addition of fine sand to water; this sand is kept in suspension by agitation. 
For the separation of coal from slate and bone, ocean-beach sand has been 
used in sizes ranging from 20 to 30-mesh down to 100 to 200 mesh and even 
finer. Specific gravities of from 1.20 to 1.75 may be maintained for 
any period. 

The inverted-cone type of washer has been used in the most recent of 
these experiments, the washed coal and refuse both being removed from 
the apparatus without the use of complex devices or conveyors. A 
slow-moving rotary stirrer within the cone will keep the sand agitated and 
prevent its forming into banks on the walls. This fine granular material 
virtually forms a stratum of quicksand in the lower half of the cone 
which the stirrer maintains at a uniform density. As the flow of water is 
reduced to a minimum, a high fluid density is maintained. The cleaned 
coal is usually discharged through an overflow weir along with the water, 
but in some cases it is removed with a conveyor or a raking wheel. 
The coal is discharged on to a stationary screen, where the sand particles 
that adhere are rinsed off and the coal recovered. In treating the finer 
sizes, a shaker screen will probably be more efficient. 
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In washing anthracite, it has been found possible to produce washed 
coal carrying no free slate and only such a proportion of bone coal as is 
desirable in the finished product; also, to produce refuse with no free 
coal of the average ash content of the washed coal. Occasionally, pieces 
of what appear to be pure coal are found in the refuse but these are 
invariably found to be exceedingly heavy. 

If the average specific gravity of the coal to be washed is 1.5 and the 
average density of the ash is such as to produce an increase in density 
of 0.01 per cent. for each per cent. of ash content, a specific gravity 
of the fluid of 1.6 will produce washed coal, no piece of which can contain 
more than 10 per cent. of ash. The coal that floats is a high-grade 
product. The material that sinks can be passed to a second washer, in 
which the fluid mass is maintained at a specific gravity slightly higher 
than the first and graded into middlings and tailings. The middlings 
will contain most of the bone, which can be crushed so as to separate the 
coal and the rock; it then can be returned to the first washer for cleaning. 
Pyrite can be separated from the tailings by a third washer and sold as a 
byproduct. 

Retreatment of the tailings from the first washer will be of greater 
economic value in the case of an efficient cleaning process than with the 
usual processes. One fact that militates against the production of 
high-grade washed coal by ordinary methods is the presence of laminated 
slate and bony coal. In the center of the jig, such material will often 
have a falling velocity practically equal to that of the large pieces of 
clean coal and will, therefore, be discharged with the washed product. 
With the Chance process, no difficulty has been found in maintaining 
such a fluid density that no individual piece of coal is discharged that 
contains more than 3 per cent. of pyritie sulfur. 

The first commercial installation will be located in the Pennsylvania 
anthracite district. Equipment is now being designed for the plant, 
which will be used for the cleaning of practically unsized coal. It has 
been found entirely possible to concentrate anthracite averaging 20-mesh, 
and experimental work has been done on coal of smaller dimensions. 
It is possible to treat an unsized product carrying a large percentage of 
fine coal, because the fines are discharged with the supernatant wash 
water at the top of the fluid mass. When extremely small sizes of coal 
are treated, it is not practicable to screen out all of the fine sand that is 
removed from the apparatus with the washed coal; consequently hydrau- 
lic classification will be used for separating the very fine coal from the 
sand that is withdrawn with it. 

Highly satisfactory results have been obtained in treating No. 1 
buckwheat, rice, and barley coals. It has been possible to reduce the 
impurity so that practically only the inherent ash remains. As a com- 
mercial proposition, however, this would result in too great a rejection 
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of bony coal and hence in too low a recovery. Asa result, the following 
percentages have usually been found to represent the best practice. 


Freep, WasHED Coat, ReEJ«Ect, 
Per Crnt. PER CENT. Pur Cant 

ABRe «2 vanes Shean ey nm snes 38.00 1-22 83.58) 
Total weight-c;o os we eee es ~ 100.00 63.00 37.00 


Little sand is lost in the operation. When rice coal has traveled 
less than 1 ft. (305 mm.) over a 1¢-in. (3.6 mm.) mesh screen, the washed 
coal contains less than 0.6 per cent. of residual sand. A further travel 
of 1 ft., with the addition of fresh watér, reduces this final sand content 
to approximately 0.1 per cent. or 2 lb. per ton of coal. The sand is 
washed from the coal by the agitation water after it is discharged over 
the weir at the top of the cone. It is possible to use this water several 
times, by employing a screen built in a number of steps, the sand washed 
out in one portion being given an opportunity to settle before the water 
is used in the next. 


CONCENTRATING TABLES 


After investigating five methods of cleaning anthracite slush, either 
on a commercial scale or in the laboratory, the Hudson Coal Co. has 
obtained the best results with the Deister-Overstrom, diagonal-deck 
No. 7 coal-washing table. The concentrating table, Fig. 37, has found 
wide application for years in the metal-mining industry and later for 
washing bituminous coal. It has only recently invaded the anthracite 
field, but about 150 of these tables are already in operation or are being 
constructed for use in cleaning various sizes of anthracite from No. 1 
buckwheat down to slush. 

The Hudson Coal Co. has made a long series of experiments on 
anthracite slush at the Loree breaker, Fig. 38, in conjunction with the 
Dorr slush-recovery plant. The results were highly satisfactory as 
to ash and sulfur reduction by the washing process, but a table will 
effectively clean only 3 to 4 tons of slush per hour; though of the larger 
sizes, up to No. 1 buckwheat, as much as 10 to 12 tons per hour can be 
handled. With slush, the fineness of the particles precludes the treat- 
ment of more than 4 tons, which means that a comparatively large 
installation (eight tables) is required to treat the slush from the 
company’s largest collieries. 

The various operations are as follows: Raw coal, mixed with about 
twice its weight of water, is delivered to the table through the feed 
box at the upper corner at the head-motion end of the deck. Water- 
distributing boards placed along the same side of the deck as the feed box 
allow a nice adjustment in the distribution of water over the deck surface. 
The table is placed in a horizontal position and is practically level longi- 
tudinally, or along the line of its reciprocation. A slight side inclination 
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at right angles to this line, adjustable to meet changing conditions, 
permits the clean coal to be washed over the long edge of the table into 
a trough or launder. Simultaneously the action of the head motion in 
reciprocating the deck approximately 275 times per minute with a length 


EAKER OF PHILADELPHIA & 


READING Coat AND Iron Co. 


Fie. 37.—Two DristeR TABLES FOR PREPARATION OF RICE COAL IN A BR 


of stroke of about 34 in. (19 mm.), drives the pyrite and refuse, which 
stratifies next to the surface of the table deck, over the short edge, 
or refuse end, of the table, where it is caught in launders and conveyed 
to the refuse heap. The wooden riffles on the surface of the table deck 
aid in collecting and guiding the refuse to its proper point of discharge 
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and also prevent the finer particles of waste matter from washing over 
with the clean coal.. 

Using this table on anthracite slush, the Hudson Coal Co. has obtained 
an average ash content of 13 per cent. in the washed product when the 
crude coal averaged 28 per cent. ash. This ash content in the washed 
coal can be reduced still further, to from 7 to 8 per cent. if required, 
by extreme care in tabling and at a considerable sacrifice of capacity. 
Typical average results obtained in the operation of this table are as 
follows: 

The material treated on table was anthracite slush [through 364-in. 
(1.2 mm.) round opening] recovered from breaker slush by Dorr hydro- 
separator and classifiers, with the following average size as determined by 
test: On 60-mesh, 88 per cent.; on 100-mesh, 8 per cent.; on 200-mesh, 
3 per cent.; through 200-mesh, 1 per cent. 


DISTRIBUTION AND YIELDS 


SHORT ASH, Sutrur, Toraut Comsusti- ASH, SULFUR, 
Tons PER PER PER Soups, BLE, PER PER PER 

OUR CrEnT. CENT. PER CENT. CENT. CEntT. 

CENT 2 

Heed: hoet carotene 3.41 28.0 Te7L, Se LO0020 Fa LO0LG 100.0 100.0 
Washed coal........ 2.43 13.0 0.79 71.3 86.1 33.2 32.8 
Slate ete. eae 0.93 65.0 1.91 Bal (P- 1322 63.2 33.2 
Pyritessen semen: 0.05 4920, 42.00 1.5 Oni 3.6 36.8 


Reduction of ash, 53.51 per cent.; reduction of sulfur, 53.8 per cent. 


The best data at hand indicate that 4c. per ton will cover labor and 
power expense of tabling and that probably the total cost per ton, 
including fixed charges, depreciation, repairs, etc., will not exceed 10c. 
per ton in a fair-sized installation, which is one of about eight tables. 
In this calculation, power is charged at 1.5c. per kw.-hr. and labor at 50c. 
per hour. 

At one of the breakers belonging to the Madeira-Hill & Co. interests, 
a mixture of rice and barley was washed on Deister-Overstrom concen- 
trating tables for 10 days, the float-and-sink being used to determine 
the quantity of slate in the washed coal. During the period that the 
tests were made on the concentrators, 3,600 tons of rice and barley 
coal were shipped. Samples were taken at intervals of 20 min. and then 
mixed and quartered to form the final sample. The results were as 
follows: 


Coat DiIscHARGED FROM CONCENTRATOR 


Coat, Per CEnr, Suate, Per Cent, 
Rice over 34,-in. mesh........+....> 87.5 12.5 
Barley over 349-in. mesh............ 87.0 13.0 
Barley over }{¢-in. mesh............ Seo 1275 


State DiscHARGED FROM CONCENTRATOR 


Proportion of slate, 3...55.s'03.s. 42: « fae 90.75 
Proportion Of COal.. 00. 6. cisie.s «+ 2-sisien etka eee 9.25 
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The material fed to the concentrator contained 30 to 35 per cent. 
ash. The following is an analysis of the product from the concentrator: 
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Coat DiscHarRGeD FRoM CoNCENTRATOR 


Ricr Over BarLBy Over Bartey OvER 

6-IN. 34 9-IN, 4 6-IN. 
Fixed carbon, per cent.............. 75.93 79.85 80.11 
Peeper Gents... seat eat.. dias 19.48 15.20 14.62 
Heat value (dry basis),B.t.u........ 12,172: 12,573 12,663 

SLate DiscHARGED FORM CONCENTRATOR 

Pixedjcarbon; percent... occa. 2.40.32 Poche ists oot care oe SENS BERETS 22.69 
see Pa ee Me goog ws clave nibiss Wid niSs' sed cee else os 70.20 
POET AU WODAENS Ese GU Fe ewan ds ode wean) hanes Re ce oe 3,636 


WaTER USED FoR WET PREPARATION 


An abundance of water must be supplied for the wet preparation of 
coal. Where coal is prepared, in general, by dry methods, water is used 
for the preparation of the finer sizes. The average quantity of water 
used in the Wyoming Valley per ton of daily output, in preparation by 
wet methods, is 1,035 gal. (3.9 li.) per min. Thus, if a breaker has an 
output of 1,000 tons per day it will require 1.035 gal. of water per minute. 
A combination wet-and-dry method requires 0.634 gal. (2.4 li.) per min. 
per ton of daily output. The dry method requires only 0.626 gal. per 
minute. 

In the Lehigh region, the wet method of preparation requires 1.428 gal. 
per min. of water per ton of daily output, and the combination wet-and- 
dry method of preparation requires 0.692 gal. per min. per ton of output 
per day. In the lower field, the wet method requires 1.542 gal. per ton 
of daily output and the wet-and-dry combination method requires 
1.23 gal. per ton of output per day. The amount of water required 
depends on mining conditions. The steep-pitching measures produce a 
coal that demands more water in its cleaning than does the flat-measure 
coal produced in the Wyoming Valley field. ia 

Not only is much water necessary, but its quality is important. 
Ordinary mine water is much too high in sulfur to be employed, as it will 
corrode the lining of the chutes excessively. Consequently, the coal 
companies endeavor to obtain either pure water or such as is contamin- 
ated with as little sulfuric acid as possible. One company treats its 
water with quicklime to counteract the sulfur, thus reducing the acidity 
and prolonging the life of its chutes; it requires about 2 to 4 Ib. of lime 
to counteract the sulfur in 1,000 gal. of water, under average conditions. 


Force EMPLOYED AT PREPARATION PLANTS 


The following figures show the number of tons prepared per man 
employed in preparation and the relationship between the number of 


480 ADVANCES IN THE PREPARATION OF ANTHRACITE 


employees in the preparation plants and those engaged in other portions 
of the operations: .« 
Wyromina Vatiny Fretp 


PREPARATION MutrHop EMPLOYED 


Dry WET-AND-DRY Wer 

Number of collieries reporting....... 14 22, 30 
Tonsiof coal produced ee... 0-46 - 5,674,010 10,845,542 17,120,602 
Tons of coal prepared per man em- 

ployed on preparation............ 7,020 6,420 7,120 
Percentage relation of preparation 

men to outside employees......... 38.7 34.4 34.3 
Percentage relation of outside em- 

ployees to total employees......... 20.8 24.1 22.2 
Percentage relation of outside em- : 

ployees to inside employees........ 24.8 31.6 28.6 


LrHIGH FIELD 


Number of collieries reporting..................... 5 4 
‘Tons of;coal produced wecer aq cease eeu eee ere 2,241,783 1,597,216 
Tons of coal prepared per man employed in prepara- 

ELON, MN ata The Se acne oT ee Oe 4,930 6,000 
Percentage relation of preparation men to outside 

EIMPlOVeeS. co dase « tape Chere the aa eee ieee 27.9 25.6 
Percentage relation of outside employees to total 

EMPLOYEES. dcrese'e/orertscrsie os ge cetrs as earache aamne eemeters 38.6 36.4 
Percentage relation of outside employees to inside 

Omployees irisiehe apd iat eet aad: how cones ele ae 68.0 57.2 


Number. of collieries reporting.....+..........9.-<. 7 64 
Tons of. coalproduced sa mciveeie ree eee ne ee 2,655,615 20,352,232 
Tons of coal prepared per man employed in prepara- 

HON oe caver lero. taateke Coty eee omic eee ee 5,290 5,730 
Percentage relation of preparation men to outside 

employcesies. ait ciate fede bats te See eee eee 33.5 26.0 
Percentage relation of outside employees to total 

EMpPloyees ss. sa -soaerys wins, ele sa wae eis 31.2 34.0 
Percentage relation of outside employees to inside 

OIMPlOY COS Wee nciae so sheets eee SEE ee eee 44.7 50.9 


These figures show that more coal is produced per man in wet methods 
of preparation than in the combination wet-and-dry; this is to be ex- 
pected for the wet-and-dry method practically means two breakers in 
one, and a greater force of men will necessarily be required in such a 
case. The figures also show that in the Wyoming field almost as much 
coal is produced by the dry method as by the wet method. If the figures 
here presented are taken without analysis, it will appear that no great 
saving in men per ton prepared is attained by the use of wet-preparation 
methods. It should be stated, however, that in the few collieries where 
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dry methods are being used, a large proportion of the coal is coming from 
virgin territory and consequently has but little rock mixed with it, so 
that the force of men required to eliminate the rock is correspondingly 
reduced. The tonnage produced per man in the upper field is greater 
than in the Lehigh or lower regions; this is because of the mining con- 
ditions prevailing in the lower fields, reference to which has already been 
made. 
t 
Lrapine ANTHRACITE BREAKERS 


The preparator, commonly known as the breaker, will be discussed, 
to show how the features mentioned are assembled to obtain the best 
results. The breakers described show the practice in practically the 
entire anthracite field. Two of these breakers are in the Scranton region, 
one is in the Wilkes-Barre, one in Nanticoke, one in Hazelton, one near 
Mahanoy City, one near Lykens, and one in the Panther Creek Valley. 


Marvine Breaker, Hudson Coal Co. 


In 1920, construction was started on a 5000-ton steel breaker at the 
Marvine colliery, of the Hudson Coal Co., in order to concentrate in one 
breaker the preparation of material that was being handled in two old 
structures wherein the dry method of preparation wasin use. Besides, 
the old Marvine breaker was unable to handle the tonnage that the 
mines could produce. 

The Manville breaker, one of the two eliminated by this concentra- 
tion, is situated about 1 mi. from the Marvine. The coal is now dumped 
in this old plant and run through a pair of rolls, which crushes it to steam- 
boat size, then by chutes it is delivered into railroad cars that convey 
the coal to the new Marvine breaker, where it is dumped into a con- 
veyor line. 

The Marvine has two hoisting shafts 2000 ft. (609.6 m.) apart, but 
one of these was used only to hoist the coal from the lower to an inter- 
mediate level, where it was sent to the main shaft up which it was hoisted 
into the breaker. As the new breaker can handle the output from both 
shafts, the output is practically doubled. 

One interesting feature of this new breaker is that the coal from one 
of the shafts is carried to the breaker over the main line of the Delaware 
& Hudson R. R. and across the Lackawanna river; two belt-conveyor 
lines, approximately 1100 ft. (835 m.) in length, Fig. 39, transport it 
in this latter portion of the journey. 

The new Marvine breaker is constructed of steel and prepares the coal 
by the wet method. The building is as nearly fireproof as it can be made. 
The only wooden construction is the jigs, the inside lining of the loading 
pockets, the treads of the stairs, the shaker sides, hangers, and arms, the 
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slate-conveyor trough, and the troughs on the three main conveyor 
lines. The breaker is electrically operated throughout and controlled 
from a central switchboard. It is equipped with 44 Delaware, or Tench, 
piston-type jigs, and a complete plant for the treatment of the silt is 
installed nearby. The latter consists of Dorr thickeners and classifiers 
and Deister-Overstrom concentrating tables. 

The coal is crushed on the ground level before it is taken into the 
breaker, so that the only crushing done is that of the grate, or broken, 
coal when no market can be found for this size. Crushing the coal on 
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Fig. 40.—FLow sHEET OF MARVINE BREAKER. 


the ground level has the advantage of eliminating the heavy crushers 
and bull shakers at the top of the building, which cause severe stress on 
the structure, and permits a considerable reduction in the height of 
the structure. Another interesting detail is the complete elimination 
of coal-carrying elevators. Water is supplied to this breaker from the 
Lackawanna River by electrically driven pumps. 

This breaker is constructed in two distinct units; that is, it is so built 
that either half of the breaker is a complete operating unit and can be 
shut down without interference with the running of the coal through the 

half. 
eae Te 2 is a description of the flow of coal through the breaker 
and the method of preparation followed, Fig. 40. 


484. ADVANCES IN THE PREPARATION OF ANTHRACITE 


The two head houses A, situated at the top of the two hoisting shafts, 
are identical in construction. Coal is hoisted from each shaft, which 
contains two hoisting compartments in which self-dumping cages operate. 
The coal is dumped into a chute, which delivers it to the lump shaker B. 
The lump-size coal passes from this shaker on to a gravity picking table 
C, where two men remove the rock, which is sent to the slate bank. 
The coal passes through the main rolls D, which crush it to steamboat 
size and smaller. The material passing through the lump shaker B is 
conveyed by chutes to a point under the rolls D, where it mixes with the 
material from the rolls. 


Fic. 41.—GratTE AND EGG SHAKERS IN MARVINE BREAKER. 


From head house No. 1, the coal is transported by means of the two 
belt-conveyor lines for a distance of approximately 1100 ft. to the inclined 
scraper-conveyor lines F. The coal from head house No. 2 is moved by 
a scraper conveyor FH, which travels directly underneath the center of the 
breaker. Into this is delivered, as it passes under the building, all 
material such as products of the rolls breaking egg coal, material on 
the slate shaker, that from the slush shaker, and from the lip screens 
This conveyor also receives the material dumped from railroad ee 
either run-of-mine, previously crushed to steamboat size, and Oma lannen, 
coal, both of which are fed to this conveyor by an automatic feed. ‘This 
conveyor line delivers its material to the inclined scraper conveyors F 
each of which is designed to handle the entire tonnage of this eer. 
These conveyors deliver the material to a hopper G at the top of ne 
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building, thence the material passes to four double-deck shakers H , Fig. 
41. The steamboat material passes from the deck of these shakers into 
the No. 2 rolls J, where it is crushed to egg and smaller. The material 
passing from the second deck of the shakers H, which is the broken, or 
grate, size, is sent either to the No. 2 rolls Z, where it is crushed to egg 
and smaller, or, when a market exists for this size, it goes to two jigs on 
each side of the breaker from which the coal product, after passing a 
picker boy, goes to the loading pocket, and the slate product, after passing 
a picker boy, goes to the slate bank. Experience has shown that it is 
necessary to employ one boy on the slate and ore on the coal discharged 
from each of the jigs in order properly to prepare this coal for the market 
and maintain the slate free from coal. 

Material passing through the shakers H, being egg coal and smaller 
sizes, is mixed by chutes with the product of the No. 2 rolls J. This 
material then passes on to four sets of four-deck shakers J, which size 
the coal into egg, stove, nut, and pea. The egg coal, which comes from 
the top deck, goes to four jigs on each side of the breaker. Vashed 
coal from these jigs goes directly to the loading pocket and the slate to 
the slate bank, both without any hand picking. In case egg coal is not 
in demand, this size after leaving the jigs may be passed to the egg-coal 
rolls N which break it down to stove and smaller sizes; the material from 
these rolls passes into the main intake conveyor underneath the breaker. 

Stove coal, coming from the second deck of these shakers, goes to 
six jigs on each side of the breaker. The washed coal from each jig 
passes to the loading pocket and the slate to the slate bank, both without 
picking. Chestnut coal, from the third deck, goes to six jigs on each 
side of the breaker; as in the case of the other sizes, the washed coal goes 
to the loading pocket and the slate to the slate bank. Pea coal, from 
the fourth deck, goes to two jigs on each side of the breaker and, as 
before, the coal product of these machines goes directly to the loading 
pocket and the slate is sent to the slate bank. 

Material passing through these shakers J, consisting of No. 1 buck- 
wheat and smaller sizes, goes to the 4 four-deck shakers K, which make 
No. 1, No. 2, No. 3, and No. 4 buckwheat, the last three sizes being 
mixed and shipped as bird’s-eye. No. 1 buckwheat comes from the upper 
deck and passes to two jigs on each side of the breaker; the washed coal 
from these machines goes to the loading pocket and the slate to the slate 
bank. No. 2 buckwheat, from off the second deck, No. 3 buckwheat, 
from the third deck, and No. 4 buckwheat, from the fourth deck, mix 
at the end of the shakers and the resulting bird’s-eye is conducted, by 
chutes, to the loading pocket. The slush, or material which passes 
through all decks, is conducted to a separate building for further 


treatment. : 
All slate from the jigs pass over slate shakers L to reclaim the fine 
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breakage. The material going over these shakers passes to the slate 
bank; that passing through them joins with the slushings from the jigs. 
This mixture then passes over the slush shakers M. The material 
passing over a 3¢4-in. (1.2 mm.) mesh goes into the main conveyor line 
E underneath the breaker. The material going through these slush 
shakers passes to the plant for the treatment of the slush. is 
Lip screenings from all the loading pockets, Fig. 42, go to the main 
conveyor line L under the breaker. The slush-treatment plant, which 


8 


Fig. 42.—Borrom OF LOADING POCKETS OF MARVINE BREAKER. 


receives all the slush from the breaker, consists of a Dorr thickener, in 
which the slush is settled out of the water; that which overflows contains 
- only the smallest particles of the suspended solids. The thickened 
material from these machines is fed to eight concentrating tables and 
the coal from these passes to four Dorr separators where a large percent- 
age of the water is removed. ‘The coal is then conveyed to a stock 
pile or a loading pocket for shipment. 

Pyrite from the concentrating tables may be recovered or discarded 
as desired. The water from the Dorr thickener and _ separator 
passes out of the plant. 


No. 1 Breaker, Pennsylvania Coal Co. 


At No. 1 colliery of the Pennsylvania Coal Co. at Dunmore, just 
outside of the city of Scranton, a new breaker is being constructed. 
This also is a steel and concrete structure; several details, however, vary 
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greatly from those in the Marvine breaker. Fig. 43 is a flow sheet of this 
breaker. When the coal leaves the conveyor, it will be dumped into a 
chute leading to the three-deck main shakers 4 in the top of the breaker 
The lump coal, which includes the steamboat, will pass to a picking chute 
5 and the grate, broken, and egg will go Elmore jigs 6 and 7. The rock 
from these jigs is to be hand-picked to remove the coal and bone, the 
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Fig. 438.—FLow sHEET or No. 1 BREAKER OF PENNSYLVANIA Coa. Co. 


latter being sent to the bone rolls 8, from which the material will pass to 
a shaker 9, which makes egg, stove, and two sizes of chestnut coal. The 
coal from the jigs will then pass to the picking floor, where the bone left 
in the coal will be removed. The cleaned product goes to the pockets 
10 and 11. 

Cleaned lump coal from the picking chute 5 will go through the rolls, 
thence to a set of broken or grate-and-egg shakers 12. Grate coal will 
pass to a picking chute 13 and then unite with the egg coal and pass 
through rolls 14. Thence it will go to another set of shakers 15 on 
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_which egg, stove, and two sizes of chestnut coal are made. The egg, 
stove, and nut from shakers will go to Wilmot jigs. After cleaning, 
coal from the egg jigs 16 and the stove jigs 17 is to be hand-picked, the 
product going to the proper pockets 11 and 18. Bone coal recovered in 
hand-picking the grate, egg, and stove coals will unite and go through 
rolls 19, the crushed product of which will be carried by the condemned- 
coal conveyor 29 to shaker 9. ; 

Cleaned coals from jigs 20 and 21, which’ will treat the two nut sizes, 
unite and go to the nut pocket 22. Shaker 9 is so arranged that the 
bottom deck can be changed to produce pea ¢oal; in that case this size 
will pass to the pea jigs 23 the cleaned product of which will go to the 
pocket 24. 

Rock from the egg and stove jigs 16 and 17 unites and is to be taken 
by the egg-and-stove rock conveyor 25 to the egg-and-stove rock shakers 
26. Here it is to be separated, after which the bone will be hand-picked 
(27 and 28) from the rock and sent to the grate-egg-and-stove bone rolls 
19, thence to the condemned-coal conveyor 29. The rock from the nut 
and pea jigs 20, 21, and 23, will unite and go to the nut-and-pea rock 
conveyor 30, thence to a shaker 31 where the fines are to be removed. 
The rock will go to the rock pocket 32 and the fine to the slush tank 33. 
Instead, however, of sending this rock from the nut and pea jigs to the 
rock conveyor 30 it can be sent to the nut-and-pea rolls 34 from which 
the resulting product is sent to the condemned-coal conveyor 29. 

All the fine coal from shakers 9 and 15 unites and passes to shaker 
35; here pea, No. 1 buckwheat, rice, barley, and slush are separated. 
The sized coals will not be further treated but will pass directly to their 
respective pockets 37 and 38, the slush going to the slush dump 39. 
The barley coal can be sent from the shaker 35 to the barley tank 40 instead 
of to the pocket. From this tank it passes to the pocket 38. All the 
slush from the Elmore jigs near the top of the breaker and from the 
Wilmot jigs will pass to the slush tank 33. 

In loading railroad cars, an appreciable amount of coal is spilled 
around the tracks. At many breakers, this is lost. At this breaker a 
concrete floor has been placed all around the car tracks and suitable 
drains made so that it will be possible to flush this whole area with water, 
thus washing the coal into drains that will conduct it to the track-coal 
tank 42. All the lip-screen coal 41 will be taken to a shaker 43 on which 
it is to be joined by the track-tank coal. Here the water will be separated 
from it. The coal is then to be delivered tothe condemned-coal conveyor 
by which it is to be taken back into the breaker for retreatment. 

The buckwheat, rice, and barley sizes, instead of going to their 
respective pockets after being screened on shaker 35, can be sent to a fuel 
conveyor 44, which will deliver its material to the fuel meter 45, after 
which it is taken by another conveyor 46 to the boiler plant. 
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Fig. 44 shows the position of the machinery, also the screen area and 
the horse power of-the motors necessary to drive the various pieces of 
equipment. This breaker has, what is to all purposes, an individual 
electric drive. One motor seldom actuates more than one, or at the 
most two, pieces of machinery at atime. A total of 875 hp. is required 
to drive all the machinery. 


Franklin Breaker, Lehigh Valley Coal Co. 


The two breakers just described use the wet type of treatment; 
the Franklin breaker of the Lehigh Valley Coal Co., located near Wilkes- 
Barre, Pa., employs both wet and dry methods. Its drive system also 
is different, a single power unit being used to actuate the machinery. 


Fig. 45.—EXxTerion OF FRANKLIN BREAKER OF LEHIGH VALLEY CoAL Co. at 
WiLkes-Barre, PA.; STENL FRAME AND CONCRETE FLOORS, TOGETHER WITH SHEET- 
IRON SIDING, MAKE BREAKER PRACTICALLY FIREPROOF. 


Another marked change is that the coal pockets, instead of being 
placed above the loading tracks, the coal being drawn off by gravity, 
are placed at right angles to the tracks and level with or below them. 
A belt conveyor between the two rows of pockets transports the coal to 
the railroad cars. 

With this arrangement the height of the breaker is reduced, less 
labor is required in loading the cars, the cost of the construction of the 
breaker is lessened, and its foundations need not be so heavy, for the 
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A7 a flow sheet of the breaker. 


Fig. 
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The mine cars are hoisted to the top of the breaker and the coal 
dumped into a hopper, from which it is fed by a reciprocating feeder on 
to the four-deck shakers. Lump coal, taken off the top deck, is hand- 
picked to remove the rock. Steamboat coal, taken off the second deck, 
is likewise hand-picked, the cleaned coal uniting with the cleaned lump.’ 
Both sizes then pass through a set of No. 1 rolls on to a set of four-deck 
shakers. From the top deck, broken, or grate, coalistaken. This size 
can be sent either to its pocket or to a set of breaking rolls, from which 
the coal passes to another shaker. From the top deck of this, egg is 
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Fic. 47.—FLow sHEET OF FRANKLIN BREAKER. 


taken; this unites with the egg from the second deck of the shaker fed 
from the No. 1 rolls and passes to the egg pocket. Stove coal, taken from 
the second deck of the broken-coal shaker, unites with the same size 
from the third deck of the shaker fed from the No. 1 rolls. Nut of two 
sizes from the third and fourth decks of the two shakers, respectively 
unite in the same way and pass to the appropriate pocket. This oe 
stitutes the dry-coal side of the breaker, no water being used up to this 
point. From the third deck of the bull shaker, broken coal is taken; 
this goes through a set of mechanical pickers and is also hand-picked ° 
remove the slate. The cleaned broken coal goes either to its pocket or 
through the re-breaking rolls. 


— 
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The dirty coal passes through the bottom deck of the bull shaker and 
is wet. If it is desired to break down the egg coal, another deck is 
employed on the bull shaker, the egg coal being separated at this point 
and sent to re-breaking rolls. If on the other hand it is not desired to 
re-crush this size, this deck is not used and the coal from the bull shaker 
unites with that from the shaker that is fed from the No. 1 rolls and with 
that from the shaker that is fed from the brgken re-breaking rolls. The 
coal from these three sources passes to a set of fine-coal screens, on which 
egg, stove, chestnut, pea, No. 1 buckwheat, rice, and barley are made. 
This coal is sent to reserve pockets, from which it is fed into the jigs. 

Lehigh Valley jigs are used to prepared egg, stove, chestnut, pea, and 
No. 1 buckwheat. The rice and the barley sizes go to their respective 
pockets without jigging. Slush or culm is sent to the mines for silting 
purposes. The rock from the two picking tables at the top of the breaker 
is sent to a Gates rock crusher, after which it unites with the rock from 
the jigs and is pulverized so that it may be sent into the mine as flushing 
material. 


Fic. 48.—WANAMIB BREAKER oF LenicH & Witkes-Barre Coan Co. Unpar 
CONSTRUCTION. 


Wanamie Breaker, Lehigh and Wilkes-Barre Coal Co. 


In the Wanamie breaker, Fig. 48, may be found methods not adopted 
in any of the breakers already described. All sizes above egg are pre- 
pared dry; egg and smaller sizes are prepared wet. The first difference 
noticeable in this breaker is the grizzly used to remove the lump coal 
from the run-of-mine. The second variation is the use of anthracite 
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spiral pickers for the primary removal of slate from the stove and egg 
coals. The building is of steel construction and is as near fireproof as 
possible. 

On the flow sheet, Fig. 49, are presented the results of a run of 200 
mine cars in 1 hr. and the amount of coal that passed through each proc- 
ess. Slate was not taken into account. As the breaker is double, the 
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Fig. 49.—FLowW SHEET OF WANAMIE BREAKER; THE TWO HALVES OF THIS BREAKER 
ARE EXACT DUPLICATES. 


method of preparation of the coal is duplicated on the two sides, but the 
cleaning of the bone is not a double operation. The flow sheet may be 
easily compared with the elevation of the breaker shown in Fig. 50. 
Coal is discharged into chutes from the mine cars, which are hoisted 
to the top of the building; thence it is fed by a rotary feeder 2 on to 
grizzlies 3. Sizes smaller than lump pass through the bars, the lump coal 
passing over on to picking tables 4, where the rock is removed. In the 
test shown, 6714 tons of material passed over the table and 6314 tons of 


— 


coal were sent to the rolls, showing that 4 tons of worthless material was 
removed. This was duplicated, of course, on the other table. 

After passing the rolls 5, the crushed coal goes to two sets of shaker 
screens on each side of the breaker, where the egg, broken, and steamboat 
sizes are removed. The steamboat and the broken, as well as the egg 
coal if it is-so desired, go through the re-breaking rolls (8, 9, and 10) and 
then are returned by the elevator 11 to the same set of screens for resizing. 
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Fig. 50.—ELEVATION oF WANAMIE BREAKER SHOWING ARRANGEMENT OF MACHINERY. 


Egg and smaller, if it is not broken down, passes to another set of screens 
where stove, chestnut and pea are made, these sizes going directly to their 
respective pockets 13, 14, and 15. The finer sizes, which go through the 
lower deck of these last shakers, are taken by a conveyor 16 to an elevator 
18 and raised to another set of shakers 19, on which any remaining pea, 
stove, or chestnut sizes are removed. The fine coal goes to another set 
of shakers 20, on which No. 1 buckwheat, No. 2, or rice, and No. 8, or 
barley, are made. These sizes then go to their proper pockets, 21, 22, 
1 further treatment. 
f ee coal that passed through the bar screens at the head of the 
breaker goes to sets of shakers 24 where steamboat, broken, and egg 
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coals are separated. The first two of these sizes are hand-picked (25, 
26), the cleaned product going to the re-breaking rolls (9 and 10), 
already mentioned. The process followed in the subsequent treatment of 
these sizes is the same as has been described. Egg coal, from the set of 
shakers last mentioned, passes to the egg jigs 27 and the cleaned product 
goes to the egg pocket 28. 

Bony coal separated on the broken and steamboat picking tables 
25 and 26, is sent, by conveyor 29, to the bone rolls 30, from which it 


goes to the bone elevator 31, which delivers it to the bone shaker 32, . 


where egg, stove, and chestnut grades are separated. The egg and stove 
coals from this shaker pass to anthracite spiral pickers 33, 34, whence the 
clean egg coal goes to the egg pocket 28 while the bony coal passes to 
“the bony conveyor 29 and is delivered to the bony rolls 30 for recrush- 
ing and subsequent re-treatment. The same process is followed in the 
treatment of the coal and bony from the stove spirals 34. Stove, 
chestnut, and pea coals made on the shakers 19 pass to the stove and 
nut jigs 35, 36, the pea size going to its pocket 15. Cleaned sizes from 
the jigs likewise pass to their respective pockets 13, 14. Fine coal 
passing through these shakers goes on to another set of screens 20 and 
is separated into No. 1 buckwheat, rice, and barley. These are not 
further treated but go to their respective pockets 21, 22, and 23. 

Bone coal removed by hand from the picking table 4 passes to a bone 
roll 37, thence to a bone elevator 38 by which it is discharged on to the 
bars 3 at head of breaker. The condemned-coal elevator 39 takes the 
coal to conveyor 16, which discharges it into an elevator 18 which 
takes it to shaker for retreatment. In case there is a demand for broken 
coal, instead of sending this size, as made on shaker 6, to the rolls to be 
rebroken, it can be sent direct to the broken pocket 39. 


Lattimer Breaker, Pardee Brothers & Co., Inc. 


The conditions under which coal is produced to a large extent deter- 
mine the methods that must be followed in its preparation. In the Latti- 
mer breaker, of Pardee Brothers & Co., Inc., near Hazelton, a condition 
is encountered that is somewhat different from that ordinarily found. 
Large strippings are located at this operation so that the coal is apt to be 
of large size, as it is loaded into the mine cars by steam shovels. 

Fig. 51 is the flow sheet of this breaker. The coal is dumped into a 
pocket at the top of the building and is passed by an automatic feeder to 
the bull shakers. The large lump coal going over the top of this shaker 
passes to a picking table, where both the rock and the large lumps coming 
from the strippings are removed. Steamboat coal from the bull shaker 
passes to a picking table, after which the clean steamboat unites with 
the clean large lumps from the first table and passes through a set of rolls. 
It then runs on to a set of shaker screens on which broken, egg, stove, 


chestnut, pea, and No. 1 buckwheat grades are separated. As this coal 
is already clean, it passes directly to the proper pockets. Should it be 
desired to re-break the broken coal, it can be elevated and sent back 


through the rolls to be crushed to finer sizes instead of being chuted 
directly to its pocket. 
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Coal passing over the picking tables in the head of the breaker is 
united and goes to a set of rolls, thence on to a set of shakers from which 
the broken and egg coals go to a set of re-breaking rolls to be broken 
to finer sizes. Should it not be desired to break the egg coal to smaller 
sizes, this grade is bypassed around the rolls to another set of shakers. 
The coal that comes through the rolls likewise passes to the same set of 
shakers, where it is joined by other coal. 

On the third deck of the bull shaker, broken coal is removed and on 
fourth deck egg coal is taken off. These coals both pass to a set of mechan- 
ical pickers where some of the rock is removed. ‘The coal from these 
pickers unites with that mentioned above, as does the coal of similar size 
that passes through the bullshakers. All the coalis thus re-united, except 
the clean material removed from the original picking tables. This coal is 
now sized. The broken coal taken off the top deck of the shaker is 
elevated to the rolls to be re-crushed. The egg, stove, chestnut, pea, 
and No. 1 buckwheat pass to the jigs for preparation, thence to their 


respective pockets. 
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Coal finer than No. 1 buckwheat, passing through the bottom deck of 
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Fig. 538.—ARRANGEMENTS FOR LOADING COAL AT Buck MoUNTAIN BREAKER. 


the clean-coal shakers, unites with the 
coal of similar size from the mud screen 
and passes over a shaker, which separates 
the rice from the barley. These grades 
are then ready to pass to their respective 
pockets. 

All rock from the picking tables, 
mechanical separators, and jigs goes to 
the rock pocket, whence it is trans- 
ported by rock cars to the dump. The 
silt from the jigs and from the bottom 
deck of the shakers goes to the silt 
storage pile. 


Buck Mountain Breaker, Lehigh Valley 
Coal Co. 


The construction of the Buck Moun- 
tain breaker, Fig. 52, is similar to that 
of the Franklin, owned by the same 
company. The same arrangement of 
loading pockets is used; the layout is 
shown in Fig. 53. A belt conveyor car- 
ries the coal from the pockets to a chute 
at a sufficient height above the tops of 
the railroad cars that the coal will slide 
into the cars by gravity. 

This breaker lies in the southern 
middle field where the mining conditions 
differ from any hereinbefore discribed; 
as a result, the method of preparation is 
different also. The coal in this field lies 
in steep-pitching measures that are quite 
wet; in fact when a car of coal comes 
from the mine it looks more like a car 
of mud than one of coal. 

The flow sheet, Fig. 54, shows that 
the coal is hoisted to the top of the 
breaker, in the mine cars, and is then 
dumped into a hopper, from which it is 
fed on to the bull shakers by a manually 
operated gate. On the upper deck of 
this screen, the lump coal is separated 


passing thence on to a picking table where the rock is removed. From 
this table, the lump coal passes to a set of crushing rolls, where it is 
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broken down. ‘The resulting cleaned coalis then passed over a shaker, the 
broken coal going to a set of re-break rolls, thence into a hopper. Egg 
coal from the same shaker either goes directly to the same hopper or 
passes to the rolls. ; 

Broken coal from the second deck of the bull shaker is crushed to 
egg and smaller and then passes to the hopper above mentioned. Egg 
coal from the third deck of the bull shaker goes either to the broken 
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rolls or directly to this same hopper. Thus all of the coal is re-united and 
broken down to egg size after the large rock has been removed from it. 
From the hopper, the coal is delivered by a feeder to a set of shaker 
screens by which it is sized into egg, stove, chestnut, pea, No. 1 buck- 
wheat, rice, and barley. The first five sizes are sent to jigs and cleaned 
of their rock, the cleaned coal going to its proper pocket. The last 
two sizes are sent to their pockets without further treatment, except 
that the barley may be sent to the boiler house to be used as fuel. 
The jig slushings and the material passing through the lip screen now 


DEVER C. ASHMEAD 501 


go to another shaker, from which the large-size material goes to the 
condemned-coal elevator, while the fine slush goes to the silt storage. 

All the large rock is sent to a Gates crusher, by which it is broken 
down in size. It is then joined by that from the jigs and taken by a 
rock-stacking conveyor to a waste bank. 


Brookside Breaker, Philadelphia & Reading Coal and Iron Co. 


The Brookside breaker of the Philadelphia & Reading Coal and Iron 
Co., near Tower City, in the southern coal field, embodies features differ- 
ent from any hitherto described. In the first ‘place, it is constructed of 
wood. As shown in Fig: 55, it is what might be called a hillside breaker; 
that is, in its construction, advantage has been taken of the natural 
contour of the ground. This permits a great saving in material. Fig. 
56 is the flow sheet. 

The preparation of the fine sizes is more careful than in most of the 
breakers hitherto described. In the mining of coal in steep-pitching 
measures, practically all the material produced in the mine, whether 
rock or coal, is brought to the surface. In this case, the mine cars, 
regardless of the material with which they are loaded, are brought to 
the breaker head. Two dumps are provided, one for rock and one for 
coal cars. The rock cars are discharged into the rock chute, which 
delivers to a rock shaker 1. The coal cars are discharged into a chute 2, 
from which the coal goes to the bull shaker 3. Here the lump is taken 
off the top deck and goes to a picking platform 4, which is of the gravity 
type, where the pure lump coal is separated from the bone and rock. 
Rock from this platform unites with that from the rock-picking platform 
under the rock shaker 1 and the coal recovered from that platform unites 
with the bone from the picking platform 4. 

The pure lump coal from picking table 4 passes to a set of No. 1 
rolls 5 and is crushed to steamboat and smaller. It then goes to a shaker 
6, where the steamboat is taken off the deck, the finer material passing 
through. The pure steamboat then goes to a set of No. 314 rolls 7 and 
is crushed to broken and smaller. The coal from these rolls unites with 
that passing through the steamboat shaker 6 and goes on to the broken 
shaker 8; here the broken coal is separated, going to the broken pocket. 
If, however, sufficient demand for this coal does not exist, it passes 
through a set of No. 3 rolls 9 and then unites with the coal from shaker 8 
and passes to shaker 10, where the egg is removed and sent to its pocket; 
if it is desired to break this coal still further it passes through a set of No. 
4 rolls 11 and the coal then unites with the fine coal from shaker 10 and 
passes to shaker 12, on which stove, chestnut, pea, and No. 1 buckwheat 
are made, each size going to its proper pocket. 

Coal that passes through the lump-coal shaker 3, goes to the main 
hopper 13 thence to a shaker 14. From the top deck of this shaker, the 
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steamboat coal is taken, passing to a picking table 15 from which the pure 
coal goes to a set of rolls 7. The rock from the picking table 15 goes to 
the rock pocket. From the lower deck of the same shaker, broken coal 
is taken, This goes to a picking chute 16, from which the pure coal 
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either goes to the pocket or to the rolls 9. The bone coal from both the 
steamboat and the broken picking chutes goes to a set of No. 3 rolls 17 
and thence to the main elevator. 

Fine coal passing through shaker 14 goes to another set of shakers 
18, from the top deck of which egg coal is taken. This passes to an egg 
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slater 19, which separates this size into flat and round pieces. These then 
go to separate jigs 20, 21. The cleaned coal is picked at 22 to remove 
any slate that may remain, and the resulting product goes to the egg 
pocket. Bone from jig 20 and that which is picked after treatment from 
jig 21 goes to a set of No. 4 bone rolls 23, thence to the condemned-coal 
elevator 24. 

Exactly the same processes take place in the treatment of the stove 
coal from the second deck of shaker 18, except that a set of No. 6 rolls 
25 is used to crush the bone. Chestnut from the shaker above mentioned 
is treated like the stove coal and the bane goes’ to the same set of No. 6 
rolls 25. 

The pea coal does not pass through a slater but goes directly to the 
pea jig 26, from which the cleaned coal passes directly to its pocket. On 
shaker 27, No. 1 buckwheat, rice, and barley coal are made. The buck- 
wheat passes to the buckwheat jigs 28, the cleaned coal going to its 
pocket. Rice is likewise jigged. At this point the rice and barley coals 
from the pure side of the breaker join together and are sized on this deck 
of the shaker 27. 

The barley coal is treated on Deister tables 29, after which pure barley 
is sent to the boiler house or to the market, as the case may be. The 
slush, which settles into the jig tub, is passed over a slush shaker 30 
and the larger sizes removed and sent to the condemed-coal conveyor. 
The fine slush unites with that passing through the barley deck of shaker 
27 and issent to the slush dam. Lip screenings are taken by lip-screening 
elevators 32 to the clean egg shaker 10 for resizing. 

As stated before, there are really two sides to this breaker—the pure- 
coal side and the bony-coal side. On both sides the treatment is wet. 
On the pure-coal side, the material receives no other treatment than 
the necessary breaking down and the sizing. Material sent to the bony- 
coal side, however, receives throughout a somewhat more elaborate 
treatment. In the first place, the coal, before it is jigged, is sized into 
flat and round particles, which simplifies the jigging. All sizes from egg 
down to rice are jigged; the barley coal being treated on Deister tables. 


Rahn Breaker, the Lehigh Coal and Navigation Co. 


This is the newest breaker of the Lehigh Coal and Navigation Co., 
and therefore embodies its latest ideas. A feature that differentiates it 
from other breakers is that the large rock is separated in what is known 
as a rock house and the coal that is taken into the breaker by the 
drag-line conveyor is comparatively clean. 

Another feature is the breaker drive. Electric motors are used as 
the motive power but instead of installing motors to drive one or two 
pieces of machinery, only five motors are used in the whole building. 
One of these drives the conveying machinery, one the pumps, one the 
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shaker screens, one the rolls, and one the jigs. ‘They are so disposed 
as to direction of drive that the vibration is reduced to a minimum, All 
the motors are controlled from a central switchboard, Another feature 
is the use of the cone separator for the finer material. Unfortunately 
this apparatus is only in the experimental stage and cannot be described. 

The following is a description of the passage of the coal through the 
breaker; its progress can be followed readily on the flow sheet, Fig. 58. 
After being dumped, the coal passes over the bull shakers 2, on which 


22 See 
|_| ieee gery |e ae 
eee CONVEYOR! ROCK CONVEYOR | Ne. 2 BARLEY | [ cx | 


£66 pocket] [STOVE POCKET [cursmuT pocker] Faatearigasel ise BUCKWHEAT PockET| |Rice Pocket] | sarszy pocket] [aARLEY Na 2 POCKET ‘enn roe] 


Fig. 58.—THr FLOW SHEET OF THE RAHN BREAKER. 


two sizes are made; coal 6 in. (15 cm.) and larger passes over these 
shakers while that under 6 in. passes through them. The large coal then 
goes over a picking chute 3, where the rock is separated, being sent direct 
to the rock pocket 5, the coal passing through a set of rolls 6. Coal that 
passes through the bull shakers 2 goes over another set of shakers 4 
on which two sizes are made—steamboat and larger, and coal smaller chaa 
steamboat. The larger size is picked on Ayres pickers and the coal is 
passed to a set of rolls 8, the rock being sent to the rock pocket 5. The 
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size under steamboat coal from shaker 4 goes to the conveyor leading 
to the new breaker, as does the coal from the rolls 6 and 8, this conveyor 
delivers the coal into a hopper 10 at the top of the new breaker, from 
which it is delivered by three feeders to three sets of shaking screens 11. 
On these shakers only two separations are made—over pea and 
pea and under. 

This over-pea size passes directly from the shakers 11 to the long 
shakers 12. Asis rather unusual in the anthricite field, these long shakers 
have only one deck each but make four separations, namely, grate, egg, 
stove, and chestnut. These shakers are 30 ft¢ (9 m.) long: on the first 
12 ft. (3.7 m.) chestnut passes through, on the next 9 ft. (2.7 m.) stove 
coal is separated, and on the last 9 ft. egg goes through and coal of 
grate size passes over. This grate coal then goes to three anthracite 
spiral pickers 14, on which the coal, bone, and slate are separated. The 
coal is then hand-picked and passes to the grate pocket, the rock going 
to the rock conveyor. The bone coal goes to a set of rolls 16 thence to the 
condemned-coal conveyor 31. The rock from the spiral pickers 14 is 
hand-picked and the coal recovered is sent to the grate pocket, the rock 
being sent to the rock conveyor. 

Egg coal from the long shakers 12 passes to a hopper 18 directly 
behind the three egg jigs 21. These are of the double type, and the coal 
is fed to them uniformly from the hopper, this uniformity in feed aiding 
the jigs to prepare the coal more thoroughly. 

The jigs are of the Elmore type and make 100 strokes per minute. 
The coal that leaves them goes to the egg pocket, but the rock is hand- 
picked, the coal saved being thrown into the coal chute and passing with 
the balance of the coal to the pocket, the rock going to a shaking screen 
33. Its subsequent treatment will be described later. 

The stove and chestnut are prepared in the same manner as the egg, 
except that after the chestnut coal passes through the jigs the rock from 
the jigs is not hand-picked. Three double jigs handle the stove coal 
and three more the chestnut. 

From shaker 11, the pea coal and smaller sizes pass to another shaker 
13, which makes only one separation—pea and coals finer. The pea coal 
passes to the pea hopper 24, thence to the pea jig 25, where it receives 
exactly the same treatment as the chestnut coal. 

The fine coal from shaker 13 is passed to a shaker 26, which has three 
decks and prepares four sizes of coal—buckwheat, rice, barley, and fine. 
Buckwheat coal is jigged just as is the pea and chestnut and receives 
the same subsequent preparation. Rice coal does not receive any further 
treatment and goes directly to the rice pocket. The barley coal, like 
rice, passes on without treatment. The fine coal from shaker 26 passes 
to shaker 33 and is fed on to its second deck; the rock from the jigs 21, 22, 
25, and 28, is treated on the upper deck of the shaker. 
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Oversized rock goes to the rock conveyor while the undersize and the 
coal passes to the second deck of the shaker. All the particles over 364 
in. (1.2 mm.) pass over this second deck to the condemned-coal conveyor, 
the finer particles passing through to another shaker 34, on which No. 2 
barley is made. ‘This size then goes to the No. 2 barley pocket, and the 
culm passes to the culm pump for delivery to the slush bank. 

The coal delivered to the condemned-coal conveyor 31 is carried to 
the shaking screens 10 for treatment. The rock sent to the rock conveyor 
32 is taken to the rock pocket and from that point hauled to the rock 
bank. 

The breaker has a capacity of approximately 2,000 tonsin 8hr. The 
percentage of the different sizes of coal made, the amount of slate in the 
coal, and the percentage of the coal in the refuse slate are given in the 
accompanying table: 


Sizzp Manz, SLATE In CoaL, Coa IN SLATE 
S1zm or Coa Per CEnt. Per CEnt. Rervus#, Per Cent. 

Brokensis. easiest ~ Bits 3 2.0 
Ce ee eraeta ears 7.8 2.0 2.0 
Stove..... 9.7 3.5 2.8 
Nut eee ache 17.2 5.0 3.1 
Peake eae 10.6 8.0 3.5 
Buckwheat.......... L282 10.0 4.1 
Rite gtigsssts Geko 15.5 

Barley... 3s. s tee 20.2 

Barly N Ow 2 eee 3.0 2.2 


The domestic sizes of coal make 38.5 per cent. of the total produced 
and the fuel sizes amount to the large proportion of 61.5 per cent. 

Three main and two minor drives are employed in this breaker. One 
of the main drives operates the machinery of the rock-separator house, 
another runs the jigs, and a third the shakers. A separate motor is used 
in each case, the jigs requiring a 400-hp. machine and the shakers one 
of 500 hp. Allis-Chalmers motors are used for both shaker and jig 
drives, being connected to the main shafts by 36-in. belts with pulleys 
on 50-ft. centers. 


DISCUSSION 


Sipney J. JenninGs,* New York, N. Y.—We have been told by the 
newspapers and by some of the operators that anthracite is a luxury fuel. 
A visit to this district has convinced me that it is a very luxurious fuel. 
The operators here seem to have educated the housewives who are able to 
get anthracite to a degree of luxury that seems excessive. You can get a 
perfectly good fuel, even though it is a little bit smoky and dusty, for 


* Consulting Engineer. 
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housewife to use that fuel if she can get the better one. Is it not, there- 
fore, a part of the education in thrift not to prepare the anthracite to 
such an excessive degree of refinement? The sizing of the coal into so 
many sizes, as is now done, seems excessive. 

The fact that the breakers work one shift adds, undoubtedly, to the 
capital expenditure and increases the cost of the fuel and puts it still 
further in the luxury class. I have roughly figured that the cost of the 
breakers, the model one that we have seen, is about $1.10 to $1.50 a ton 
of yearly capacity. Probably, by the addition of a storage bin at the 
breaker, which will receive coal on the day shift only, so that the breakers 
can be worked on three shifts, the capital expenditures can be reduced— 
certainly to about 60 or 75 cents a ton—by doubling or trebling the work 
any one breaker can do. 

I suggested this to some of the anthracite operators, but they say that 
it is difficult to get men to work on the night shift. That problem has 
been faced by the workers in the mills for concentrating ores and has been 
solved, and I do not see why the anthracite breakers should be any 
more luxuriously looked after. 


R. V. Norris,* Wilkes-Barre, Pa—One point in connection with the 
seeming lack of energy in working day and night shifts, in many mines, 
is the development gangways. These are usually driven on two, and 
frequently on three, shifts and then they barely hold the 8-hr. output. 
It is a question of whether it is practicable to maintain development at 
a pace sufficient to work the chambers more than one shift and I think 
that is one of the underlying reasons why the coal mines throughout the 
world practically have developed on this basis. 


Epwin Luptow,* New York, N. Y.—This question has been carefully 
considered for we all realize the enormous capital expenditure in our 
breakers. The question of maintaining the breakers on a day shift, 
though, is one of labor, the costs of which are in excess of the interest on 
the capitalization. It has been found, in most of our experiments in 
trying to run two shifts (we never got to three), that it. was cheaper to 
keep that breaker, at the time it was running, at a maximum output so 
that the hundred or more men employed in connection with it would be 
busy during that period of time. srngs 

One great difficulty is the fact that the contract miner is independent 
as to his hours and seldom works more than 4 or 5 hr. in any one shift. 
It takes therefore a large force of miners to keep the breakers going 8 hr. 
steadily. It requires three shifts on development in most mines having a 
large breaker, to keep that work fareuough ahead. I doubt whether more 
than the one shift per day would be successful under present labor condi- 


* Consulting Engineer. 
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tions. Most of us have had difficulty in maintaining the one shift to a 
mark above the mmimum at which we know the breaker can be run 
economically. I doubt whether it would be practical at the present 
time to operate double shift. Our own experience has been that the 
greatest economy is to maintain the output of the breaker at its maximum 
on day shift. 


C. T. Starr, Bethlehem, Pa.—How would Mr. Jennings limit the 
preparation, in sizes? 
Sipney J. JENNINGS.—In the number of sizes. 


H. G. Davis,* Wilkes-Barre, Pa.—The night shift question has been 
discussed for many years in the anthracite region. One of the coal 
companies, some years ago, tried to operate one of its breakers day and 
night in order to keep its mines in operation, having lost a breaker by 
fire, but the plan was not practicable. 

English and German engineers who have visited the region invariably, 
on noting the tremendous outlay of capital connected with the develop- 
ment and operation of an anthracite mine, wonder why the breakers 
are not operated day and night so as to give a greater yield on the invest- 
ment. This problem may yet be solved in a satisfactory manner since 
the machinery installed therein can be driven by separate electrical units. 

I have at all times tried to eliminate the night shifts, for I have always 
thought that where men were employed on the night shift in order to 
get coal ready for the morning, somebody was not on his job. I 
have had no reason to change my mind up to this time. Of course, 
there are times when the development of a mine or a section justifies 
a night shift, when a number of chambers may be operated on the night 
shift in order to keep the transportation forces fully employed. In all 
cases, night shifts should be discouraged. 

Our system of mining is entirely different from that in the bituminous 
field, and our method of preparing our product is much more complicated; 
but while I do not think that the breakers could be successfully kept 
in operation for the 24 hr., it may be possible, with the application of 
electrical units, to operate 16 hours. 


Arruur THAcHER, St. Louis, Mo.—Coming from the West, I am 
naturally in favor of night work. I know it is not carried on in the East, 
but in the West we find little difficulty with night operating. It seems 
a great economic waste to have all that capital expenditure working 
only a few hours. I recognize the fact that if the mines are operated 
for 24 hr. the storage of coal will be difficult. Coal is more bulky than 
ore. The question of bins is serious and if we cannot deliver the coal 
we might get into trouble. 


*Consulting Engineer. 
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It has been said that the mines cannot be worked on three shifts 
because of contract labor; in my opinion contract labor is wrong and we 
will never reach our greatest success until we return to day wages; 
though I know that does not agree with most of the conceptions of the 
present day. Contract labor is one of the troubles today in England 
and Australia. I will go further and say that the day-wage system is 
practically applicable to bringing out the best results. I have obtained 
the best results from day pay, and some of the most remarkable records 
have been made in that way. 

I do not mean that we can at once drop our contract work—you 
are controlled by the people of the community, by the customs and 
traditions of the village. I have not dropped it myself and will prob- 
ably use it all my life. But we should recognize that it is not the best 
way to obtain the best results and we should be slow about trying to 
increase it. 


F. B. Noup, Lansford, Pa.—The author referred briefly to experi- 
ments being carried on; has any one here had experience in the separa- 
tion of coal in the breaker or mine by air, chiefly a preliminary cleaning 
before the main separation is made? 


R. V. Norris.—There was some separation done by air by the 
Lehigh Coal and Navigation Co. some years ago; that was shown by 
a report published in connection with the summer meeting of 1911. 


Epwin LupLtow.—The present plan is entirely different from that, 
as I understand it. This system is used at three or four places in the 
bituminous field, where it is doing satisfactory work. The idea is to 
carry the fine coal over a shaking screen through which a current of air 
is passed upward. This air current keeps the coal in agitation on the 
top of the screen while the slate drops through. I do not know that 
it has been tested in the anthracite region, as it is comparatively new. 


R. V. Norris.—One point in regard to the question of night shifts 
is that all anthracite is mined by the contract system; that is, the miner 
contracts to mine the coal. If you want to work in a double shift you 
must either provide a double number of chambers, or else you must, 
in some way, force partnership agreements, so that one partner may 
work on one shift all the time. Both of these are somewhat impracticable. 


Dever C. AsHMEAD (author’s reply to discussion).—It has been 
suggested that anthracite mines and breakers should be operated on 
the three-shift basis. Three conditions will be considered and reasons 
given why operation of anthracite mines under these conditions would 


not be feasible. . 
Condition 1.—Whole mine to be operated on a three-shift basis. 


Ry i. 
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Condition 2.—Present operating force to be divided into three parts, 
each part to operate a portion of the mine. Thus the first shift might 
operate the Red Ash, the second the Baltimore, and the third the Hill- 
man bed. . 

Condition 3.—Operate the mine in one shift, as at present, and the 
breaker in three shifts. 

The first condition could not be attempted with hope of success for 
frequently when the mines are being developed on the three-shift basis 
it is difficult to keep the development so far in advance of the producing 
forces, which work one shift, as to provide the latter with working; it 
would be, not only difficult, but impossible to do so if the coal-mining 
forces were trebled. Further, the men would continually quarrel, each 
claiming that a succeeding shift in the breast was loading out, and getting 
paid for, coal dislodged by the preceding shift and not leaving the shift 
that followed an equal amount of coal to load out. 

The introduction of the three-shift system would probably necessitate 
the introduction of contract work or partnership on a large scale. One 
man would take the contract for the chamber, or breast, and would then 
hire men to work it for the three shifts. For years the miners have been 
trying to have the contract system ended, and they would resent any re- 
adjustment that would increase the prevalence of the practice that they 
have unsparingly condemned. 

In the second condition, the mine will be operated on three shifts 
without increasing the force of miners, the work being spread over three 
shifts instead of one and each place being worked by the same number of 
men as at present. This overcomes the difficulty of providing develop- 
ment and also gives possession of one place to a miner and his loader, 
eliminating disagreements. But it will cause the operator much trouble, 
for the miners in the anthracite region, as a whole, are not used to working 
except on the day shift, therefore to force two-thirds of the men to work 
other shifts would immediately cause unrest and strikes. 

Furthermore, at many mines there is only one shaft, so that working 
three shifts would mean that a full force of shaft men would be required 
to handle the coal; in other words, the labor cost of hoisting would be 
trebled. Besides, the underground-haulage cost would be increased, the 
present arrangements underground being such that the coal often must be 
transported from one bed to another, and the same haulage system is prac- 
tically used for a number of beds. Therefore this system would be kept 
in operation for all three shifts using practically a full working force for 
each 8-hr. period. Larger gangs of repairmen would have to be employed. 
The ordinary day force might be decreased but the number of repairmen 
who would have to be employed for the other two shifts would be great 
enough possibly to double the present forces. The whole cost of mining 
would be increased, and it is extremely doubtful if the saving resulting in 
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the smaller amount of capital required would begin to pay for the 
increased cost of operation. 

The third condition is likewise impracticable. If the mine worked 
only a third as long as the breaker, it would be necessary to provide 
storage for two-thirds of the coal produced. For instance, if a colliery 
produces 6,000 tons of coal a day, the breaker will have a capacity of 
2,000 tons, therefore storage must be provided,for 4,000 tons. The stor- 
age pockets must be of fireproof construction, and every facility for the 
quick handling of this coal must be provided. It is questionable there- 
fore, whether the decreased cost of the breaker would pay for the 
construction of the storage pockets. In addition, while the 2,000-ton 

_ breaker will prepare only one-third as much coal as the 6,000-ton breaker, 
the cost will not be reduced in proportion; the saving in the cost of con- 
struction might be only from one-third to one-half. Also the coal must 
be taken out of storage so that breakage will be increased and a decrease 
in the prepared sizes will result in lowering the return on the coal. 

The cost of supervision would be increased by three-shift operation 
and the coal would have to be inspected over a period three times as long 
as at present. The capacity of the breaker per shift would be greatly 
decreased, but the force operating it would not be reduced in proportion, 
as a 2,000-ton breaker would require the employment of more than one- 
third of the men demanded by one of 6,000-ton capacity. These last 
reasons apply, of course, whenever the breaker is run on three shifts 
whether the mine works steadily or only for 8 hours. 

The margin of profit in the anthracite region is so small that it would 
be impossible to operate the coal mines at any increased cost. The intro- 
duction of any such systems would upset the whole labor situation, and 
the losses that would arise from a strike of a few months duration would 
exceed all profits that might come from such a change. In my opinion no 
profit would be derived from such a change; in fact, the introduction of 
such a system would increase the cost of operation. 
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Slush Problem in Anthracite Preparation 


By Joun Grirren,* Scranton, Pa. 


(Wilkes-Barre Meeting, September, 1921) 


Tuer modern anthracite breaker or washery uses almost exclusively 
a wet method of preparation, which requires, roughly, 1 gal. of water 
per minute per ton of production per day. The entire anthracite industry 
uses about 320,000 gal. per min. of water for this purpose or 800,000 
tons of water per day. As this water leaves the breakers, it contains 
fine solids—coal, slate, pyrite, and clay—and is then called silt or slush; 
as slush is the term most commonly used, it will be employed throughout 
this paper. The solid content of the slush will be referred to as solids. 

In the earlier days of anthracite mining, little coal was washed, less 
crushing was employed, and virgin coal was mined exclusively. As 
a result, the slush problem was not acute because of the relatively 
small quantity and the coarseness-of the solids. Such slush as was 
produced could usually be easily impounded and retained or could be 
discharged into streams without any appreciable pollution being apparent. 

The character of the fine waste from the breakers changed materially 
as its quantity increased until now about 40,000 tons of slush solids are 
produced daily. Second mining and robbing operations materially 
increased the quantity of fine solids delivered to the breaker in the mine 
car. The demand for chestnut, stove and egg sizes, to the exclusion of 
grate, steamboat, and lump sizes, requires finer crushing of the mine-run 
coal with a consequent increase of fine solids in slush. The use of rice 
and barley sizes removed a considerable tonnage of coarser solids from 
the slush but left great quantities of fine solids difficult to retain com- 
pletely, and to store, and long considered of no possible fuel value. 

Despite the efforts of the coal operators, the slush solids have found 
their way into the streams causing, in some cases, serious pollution. 
The Water Supply Commission of Pennsylvania published, in 1916, a 
report on Culm in the Streams of the Anthracite Region,! from which 
the following is taken: 


About 40,000,000,000 gal. of water carrying 10,000,000 tons of fine culm are 
discharged into the water-courses direct, flushed into the mines, or disposed of by 
various means on the surface. The extent to which the very small sizes of anthracite 
have been deposited in the rivers draining the coal fields is made evident by the fact 
that over a quarter of a million tons are recovered annually from the river beds by 
coal-washing operations. 


* Manager, Anthracite Territory, The Dorr Co. 
1 Water Resources Inventory Report, part X. 
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The contamination of the streams has been in progress for more than 50 years and 
it is estimated that there are now 660 miles of creeks and small streams, which should 
be available for water supply but which are rendered useless for domestic and manu- 
facturing purposes by the culm and sulfur water from the mines. 


Since 1914, the quantity of solids reaching the streams has probably 
not increased, but it has changed in character. Due to the war demand 
for steam sizes, less of these sizes was lost from the breakers and many 
of the banks that could be washed into the streams by heavy rainfall and 
freshets were prepared for use and shipped. As a result, it is probable 
that far less coal of the buckwheat" sizes is now finding its way 
into the streams. 

The recovery of coal from the rivers increased enormously during the 
war period but the coal was largely obtained from deposits formed by 
the waste of earlier years. W.C. Webbert,? in an address before the 
Engineers’ Club of Philadelphia, said: ‘‘The total output of coal for the 
Lehigh River for 1919 was 120,000 tons; adding to this 235,000 tons for 
the Schuylkill and 1,580,000 tons for the Susquehanna and its tributaries, 
the total output of river coal in eastern Pennsylvania for the year 1919 
can be estimated at 1,935,000 tons. Approximately, the same amount of 
coal was reclaimed in 1918 but prior to that year the output was much 


less.” 
CHARACTER OF SLUSH 


Slush, as now discharged from the breakers, contains practically 
no solids larger than 34 in. (2.38 mm.) diameter and often passes through 
a round mesh of 14. or 34 in. (1.5 or 1.19 mm.) diameter. It carries 
from 4 to 15 per cent. of solids by weight, and in isolated cases an even 
higher percentage. The solids will range, in size, down to particles that 
are colloidal and, under certain conditions, settle very slowly. 

Analyses of the various sizes of solids in slush generally show that 
the ash content, that is impurities, increases with decrease in size. The 
following typical screen analysis illustrates this condition: 


Pur Cent. Sizes Per Cent. Asa 

Eacu Cumv- Eacu Cumvu- 

S1zE LATIVE S1zE LATIVE 
On 3%o-in. round screen.....-..-.-++++- 5.3 5.3 27.38 27.38 
Through-3¢ 2 in. round screen on 20 mesh. Bi Ail AV) 30.26 29.70 
Through 20mesh on 35mesh......... 15.0 42.0 34.40 31.40 
Through 35 mesh on 48 mesh......... 6.4 48.4 34.380 31.80 
Through 48 mesh on 65 mesh.......-. 4.7 53.1 34.10 32.00 
Through 65 mesh on 100 mesh......... 5.1 58.2 36.10 32.40 
Through 100 mesh on 200 mesh.......-. 6.8 65.0 38.84 33.10 
Through 200 mesh.......-.---++-++++- 35.0 100. 0 59.40 42.30 

100.0 


2 Bureau of Topographic and Geological Survey, State of Pennsylvania. 
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The granular solids that will remain on a 200-mesh screen are reason- 
ably low in ash and consist of grains of fairly pure coal mixed with grains 
of slate, sand, pyrite, and, occasionally, calcite and gypsum. ‘The slimes, 
which will pass a 200-mesh screen, consist largely of fine slate and fine 
clay and show a high ash content. 

The quantity of solids in slush and their character varies greatly from 
breaker to breaker. A fairly extensive investigation permits the follow- 
ing generalizations: 

1. Steep-pitch mining produces a greater quantity of slush solids 
and generally causes a large quantity of slimes, as well as considerable 
impurities in the plus 200-mesh solids. 

2. Second mining and robbing operations, where crushing has taken 
place, have the same effect as steep-pitch mining and generally produce 
a colloidal slime, which settles with difficulty. 

3. A coal of soft and friable nature increases the amount of solids, 
which are relatively low in ash, even including the slimes. 


QUANTITY OF SLUSH PRODUCED 


An accurate determination of the tonnage of slush solids made 
annually is quite difficult but a close approximation can be obtained 
by careful tests at breakers representing the various fields throughout the 
region and applying these figures to the total production of the fields. 

In figuring the tonnage of recoverable coal, no solids passing through 
200 mesh are included and the amount of refuse larger than 200 mesh that 
must be removed to reduce the ash content to 15 per cent. has been 
deducted. 

A summary of the determinations of the three fields shows the fol- 
lowing amounts of solids in the slush, expressed as per cent. of shipments: 


WYOMING LexHIGH ScHUYLKILL 
FIn.p, Fig, Fir, 

Per Cant. Perr Cent. Perr Cent. 
Total SOlMdS tc Shi, coe eee See eae des 22.4 2203 
Recoverable coal with 15 per cent. ash........ 3.5 9.5 8.8 


The Anthracite Bureau of Information states that the shipments 
for the past three years were as follows: 


WYoMING LEHIGH ScHUYLKILL 
YEAR FInp, FIELD, FIewp, ToTaL 
Lone Tons Lone Tons Lone Tons Lone Tons 
LOS Ey roche Gee eos OG 11,511,760 22,755,365 76,649,918 
1 OO ret eo nie oes 36,689,313 10,266,479 19,899,519 66,855,311 
LODO er eee 37,249,303 9,860,611 21,517,211 68,627,125 
Average, 1919-1920........ 36,969,308 10,063,545 20,708,365 67,741,218 


The shipments during 1918 were at an unusually high rate, while 
1919 and 1920 are more nearly representative. 


Applying the field averages for total solids and recoverable coal to 
the average shipments gives the following annual tonnages in the slush: 


JOHN GRIFFEN 517 


WyYomine LEHIGH ScHUYLKILL TOTAL, 
FIe.p, Finxip, FIELp, Lone Tons 
! Lone Tons Lone Tons Lona Tons 
POTAY RONG noon ek a 2,661,000 2,254,000 4,618,000 —-9,533,000 
Recoverable coal with 15 per cent. 
BSD eet ee ay St sea . ATM Ad BD) 1,294,000 996,000 1,822,000 4,072,000 


This indicates that 4,000,000 tons of coal can be recovered from the 
slush at present produced, leaving 5,500,000 tons of solids, a large part 
of which is finer than 200 mesh, which must be retained in some efficient 
way if serious pollution is to be prevented. It must be noted that the 
trend in mining anthracite indicates that the tonnage of solids in slush and 
recoverable therefrom will increase rather than decrease, for more and 
more robbing is being resorted to and much of the reserves from which 
future production must come lie in the Schuylkill field. 


MeEtTHopDs OF REcovERING StusH Souips 


It is probable that the first efforts to retain the solids in slush con- 
sisted in allowing the solids to settle back of retaining dams, and were 
to prevent stream pollution. As the size of the dams increased, it be- 
came necessary to find other places for storage or a method that would 
hold a greater tonnage on a given ground area. Slush is now disposed of 
in the following ways: Run to slush dams; used for hydraulic mine 
filling; delivered to settling tanks of various types where the solids are 
removed and stocked, burned in mine-boiler plants, or shipped. 

Much of the slush produced is still delivered to settling dams, which 
effect a more or less complete removal of solids. These dams are con- 
structed in two ways: Either the slush is impounded to form a pond and 
the clarified water is allowed to overflow the top; or the retaining dam is 
constructed of porous material and the water is filtered in its passage 
through the dam. Either type, if given proper care, can be made very 
efficient and an almost complete removal of solids obtained so that the 
clarified water contains less than 0.1 per cent. solids. 

Where the slush is impounded and clarified by sedimentation, a large 
dam must be constructed so as to give plenty of settling area and a depth 
of several feet of water should be maintained. This requires the labor 
of several men and often large quantities of lumber. Unless the men are 
carefully watched, the dam will not be properly maintained and only 
the coarsest solids will be retained. When the water is several feet 
deep, it is difficult to keep the slush and water from breaking through 
unless the dam is heavily reinforced with breaker slate, mine rock, ash, 
or lumber. At many collieries, slush dams must be located on territory 
that is broken and caved from mining operations and much of the water, 
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and often: slush solids, finds its way into the workings and seriously 
increases the pumping load. 

Slush dams that clarify by filtering are usually constructed of a core 
of mine rock and breaker slate. Boiler ashes are dumped along the 
inside of this wall and act as a filtering medium. It is often difficult to 
seal all the large passageways so that slush solids will not pass. After 
these passages are sealed, however, the dam will deliver fairly clean 
water. The ashes finally become clogged with slush solids, so that the 
filtering operation stops; the dam walls must then be raised to offer 
new ashes for the filtering process. 

Slush dams afford a fairly low-cost method of retaining slush solids 
to prevent pollution where the slush can be run to the dam by gravity. 
The retained solids are invariably so permeated with slimes and fireclay 
that they cannot be utilized for fuel without further preparation. 


Hypravuitic MINE FILLING WITH SLUSH 


Slush was used as early as 1884 to extinguish a serious mine fire. 
It was early realized that such flushing, in addition to serving other 
purposes, gave a possible means of disposing of slush and preventing 
stream pollution. It is seldom, however, that mine flushing of slush can 
be applied solely for the prevention of pollution, as the cost generally is 
high. If, however, fires are to be extinguished, surface supported, or 
filling required to enable further extraction of pillar coal, mine flushing of 
slush may be economic. Tests made by Prof. F. B. McKibben and W. H. 
Conklin,’ at the Fritz Engineering Laboratory of Lehigh University, show 
that slush solids, when confined so as to prevent lateral expansion, will 
support heavy pressures per square foot. The use of slush for hydraulic 
mine filling creates many problems where the coal measures are steeply 
pitching, owing to the difficulty of holding the solids in place while the 
water is drained away. 

Charles Enzian‘ gives the cost of hydraulic mine filling with apo as 
from 9 to 33 c. per cu. yd. when operating at a rate of at least 400 cu. yd. 
daily. These costs are based on prices in force during 1911 and 1912 and 
should be corrected for present-day conditions. They do not include 
anything for the value of the coal in the slush. When there is a method 
of utilizing the coal in the slush that will return a greater revenue than 
the mine coal won by flushing with slush, this method of disposal will 
cease in all but exceptional cases. 


SuiusH Serruing TANKS 


Settling tanks of various types were developed to recover as much 
of the solids as possible i in a relatively dry condition, so that a large 


. Willian Griffith and E. Tr. Connor, Bureau of Mines Bull. 25 (19 12) 55. 
4 Bureau of Mines, Bull. 60. 
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tonnage could be stocked on limited areas. Such tanks also enabled 
the recovery of a crude product for shipment, for which there has been 
but small demand for certain special uses—mainly in the metallurgical 
industries. F 
Intermittent Type 


The earliest settling tanks installed work intermittently and 
consist of a series of hoppers or tanks with,gates at the bottom. The 
slush is delivered into one tank until it is filled with solids and is then 
diverted into a second, while the solids in the first are discharged from 
the bottom into cars or a conveyor line by which they are delivered to 
the bank. These tanks remove solids plus 100 mesh rather completely, 
if made large enough and given proper attention. The solids recovered 
contain layers of fireclay and slime, which render them unfit for boiler 
fuel. One man’s time is required to regulate the flow of slush and to 
discharge each tank when filled. No power is taken for tank operation, 
but installations can be made only where the necessary headroom is 
available. The cost of repairs on these tanks is low as no machinery is 
employed, but due to the attention required, these tanks have given way 
to tanks where the operation is continuous. 


Bucket Elevator Type 


Various arrangements of bucket line, feed, and overflow are used. 
In some cases buckets with perforated sides are employed while in others 
a solid bucket is used; but the bucket is slightly tilted after leaving the 
water in order to decant off the excess water. Unless the bucket line is 
quite large and is operated at a low speed, only the coarsest solids will 
be removed. Many of these tanks lose some solids larger than 36,4 in. 
mesh, while at the same time some solids as fine as 100 mesh are removed. 
Due to the agitation of the bucket line, little slime and fireclay are found 
with the recovered solids, which can be used as fuel in properly designed 
boiler plants. The attention required is confined mostly to lubrication 
and repairs, but the construction costs are fairly high and repairs to the 
elevator are difficult and expensive. As the buckets and chain are sub- 
merged in the slush for much of the time, wear is heavy. At one 
colliery, where the water is acid, buckets last about 6 months and 
the chain a year. 

Drag Flight Conveyor Type 


A conveyor is installed in a shallow horizontal tank of somelength. At 
the discharge end, the conveyor is carried out of the tank on a pitch that 
allows some drainage of the removed solids and returns over the top of 
the tank. The conveyor flight is operated at a speed not greater than 
50 ft. per min.; the sectional area of the tank should be such that the 
speed of the slush through the tank will be the same as the speed of the 
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flight; so that the agitation caused by the flight will be reduced to a 
minimum. ‘The slush is fed near the tail wheel of the conveyor and 
the overflow is taken off toward the discharge end. 

Some of these tanks make a good recovery of solids. One tank, with 
the horizontal part of the conveyor 60 ft. in length, using 6 by 18 in. 
(15 by 45 cm.) flights, spaced 18 in. apart and running 50 ft. per min. 
in a tank 2 ft. 8 in. inside width, handled 800 gal. per min. of slush through 
14 in. round mesh, carrying about 13.5 per cent. by weight of solids, and 
reduced the solids in the overflow to 1.2 per cent., or a 91 per cent. re- 
covery of solids. No data are available as to the size of the solids in over- 
flow and recovered product, but it is probable that practically all solids 
larger than 200 mesh were recovered. This is the best performance 
record obtainable and tests were made shortly after the settling tank was 
first operated. Experience shows that the efficiency decreases after 
these tanks have been in service some time. The efficiency of this tank 
falls off if the slush feed is subject to heavy rushes, such as occur when a 
number of jigs in the breaker are slushed simultaneously. 

The coal recovered usually contains all the plus 100-mesh solids in 
the slush, but it also contains sufficient finer solids to make its utilization 
uneconomic without further preparation. It is usual to assign one man 
to the operation of these tanks but he generally has time for additional 
duties. 

The construction costs are moderate; one tank designed to handle 
2000 gal. per min. of slush cost $9000, including the cost of pipe line to 
tank and stocking conveyor for the product. An installation erected 
during 1920-21, consisting-of 8 by 18 in. (20 by 45 cm.) flights spaced 
18 in. apart, 120 ft. long center to center of sprockets, in a tank 4 ft. 
wide by 4 ft. deep by 100 ft. long, with a stacking conveyor 65 ft. center 
to center on a 6 in. pitch and the same flights spaced 3 ft. apart, cost 
$10,253. 

Repairs on this type of tank cost less than on the bucket elevator type 
but they amount to a considerable sum where acid water is employed, 
owing to the wear on chain and flights. 


New Types or EQuipMENT 


During the past two years several slush recovery plants, containing 
Dorr thickeners and classifiers, have been installed; they have shown the 
following advantages: 

1. Operation can be controlled so as to produce a product of given 
specification. 

2. Recovery of over 90 per cent. of the slush solids can be obtained 
or any lower percentage as desired. 

3. Maintenance costs are reduced to a minimum. 

4. Power and attendance costs are extremely low 


—— ~ 
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5. Additional equipment can be conveniently included in the plant 
to remove slate, sand, and other impurities from the recovered coal, giv- 
ing a product analyzing 15 per cent. ash or less. 

The equipment operates continuously and is so designed that no 
bearings are submerged in the material being treated. Because of the 
prevalence of acid water, wooden-stave tanks are used for thickeners up 
to 40 ft. in diameter, while for the larger sizes concrete tanks or tanks 
with wooden-stave sides and clay bottom built in the ground are used. 
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Fig. 1.—PLAN AND ELEVATION OF FINE-COAL RECOVERY PLANT. 


The plows rotate so slowly that no swirl or agitation is produced. Sufh- 
cient tank area can be provided to cause the settlement of all suspended 
solids, giving a practically clear overflow. In case only the coarser 
solids are to be removed, a tank of smaller area is provided, so that the 
finer solids are carried into the overflow with the water. A thickener 
operating under this condition is termed a hydroseparator. Rough 
separations can be made at any desired mesh. 

On anthracite slush, the classifiers can be operated to recover a pro- 
duct that is practically all larger than 48 mesh; or any part of the solids 
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between 48 mesh and 200 mesh can be included in the recovered product. 
Where solids smaller than 200 mesh must be completely recovered, a 
thickener is required. 

Slush treatment is generally practiced to obtain the recovery of fine 
coal, prevent pollution, or to recover clarified water for breaker use. 

In the recovery of fine coal, all the solids are sufficiently low in ash 
for use at the mines or for shipment; the slimes are too high in ash for 
present use; or the granular solids also carry so much impurities that 
removal of them is necessary to produce a useable product. 


Fig. 2.—Dork THICKENERS HANDLING OVER 6000 GAL. PER MIN. OF WASTE WATER 
FROM A BITUMINOUS COAL WASHERY. 


No installations of Dorr equipment have yet been put in operation 
in the anthracite fields to meet the first condition, as this condition is but 
seldom found except in the Lykens Valley district. 

Several plants have been installed to recover the granular coal and 
more are in course of erection. The first plant of any size for this purpose 
was installed in the Wyoming field at a breaker producing 5000 to 6000 
tons per day, and was designed to recover the solids larger than 60 mesh. 
A Dorr hydroseparator 26 ft. in diameter by 8 ft. deep and three Dorr 
classifiers were installed. A plan and an elevation of the installation 
are shown in Fig. 1. The slush amounts to about 4000 gal. per min., 
contains about 5 per cent. total solids, and is made through a 3,4-in. 
round-mesh screen. The plus 60-mesh solids form about 40 per cent. 
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of the total solids, while the solids between 60 and 100 mesh amount 
to 20 per cent. additional. This installation is recovering the plus 60 
mesh coal, with 15 to 20 per cent. undersize and with 40 per cent. mois- 
ture. On delivery to the stock pile, the product quickly drains to 18 per 
cent. moisture. With breaker shipments averaging 5000 tons per day, 
200 dry tons per day are recovered from the slush. Ona number of days, 
the breaker has shipped well over 6000 tors without taxing the Dorr 
equipment. The hydroseparator easily takes care of the material when a 
number of jigs in the breaker are slushed out. » At such times, the slush 
will amount to 6000 gal. per min. for several minutes. 

The installation was made in the summer of 1919 and cost as follows, 
exclusive of stacking conveyor line: 


ARGU LLOD RM ta Re Ar eet et ee ste SS Nd $ 1,800.00 
PRMUDINGD UA Tae Cola cet os eee td dene fel Bal: Soe arose 9,225.32 
REEEMOMmOr CQUIPMeNt-s ce). kiN. Ba hein sarc: cel. Seve 2 746 . 92 
gic verecied meas es tere rete he go poe 4,965.76 

AACE OP ie 5 wee ye eee ee $16,738.00 


The plant is operated by one man and a 10-hp. motor. During 2 
years of operation, no parts of the hydroseparator or classifiers have 
required replacement and now show little signs of wear. Total operating 
costs, including 10 per cent. of plant cost for fixed charges and 10 per 
cent. for amortization, have been from 9 to 10 c. per dry ton of product. 

A slush plant to recover a low-ash granular coal, now being installed 
in the Wyoming field, consists of a 32 ft. diameter by 8 ft. deep Dorr 
hydroseparator, eight Deister-Overstrom coal-washing tables, and four 
Dorr classifiers. It is designed to treat 4000 gal. per min. of slush made 
through 3é4-in. round-mesh screen and recover the plus 200 mesh coal 
with an ash content of 15 per cent or less. The breaker ships from 4000 
to 5000 tons of coal per day. 

The slush will be delivered to the Dorr hydroseparator, where the 
bulk of the water and solids minus 200 mesh will be separated and dis- 
charged to waste in the overflow. All the plus 200 mesh solids will flow 
by gravity from the bottom of the hydroseparator to a distributing laun- 
der for feed to the eight tables. On the tables, the refuse will be re- 
moved and the washed coal will flow by gravity with the water used on 
the tables to four Dorr classifiers, where the coal will be recovered and 
dewatered. It is expected that about 200 dry tons per day of coal 
between 34-in. mesh and 200 mesh analyzing less than 15 per cent. 
ash will be recovered. 

This equipment is being installed in a separate building of steel 
construction and, at present, construction costs are not available. The 
power consumption will amount to about 25 hp. Probably one man, and 
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certainly not more than two, will operate the plant. Operating costs, 
excluding fixed charges and amortization, should amount to less than 
10 c. per ton of product. 


Dorr Plants to Prevent Pollution 


Plants for prevention of stream pollution may be of various types, 
depending on the amount and size of solids that must be retained. One 
plant installed, in 1920, in the Lehigh field consists of a 30 ft. (9 m.) 
diameter by 7 ft. deep Dorr hydroseparator and two Dorr classifiers. 
It is recovering the granular solids from 2200 gal. per min. of slush made 
through a 14¢-in. (1.5 mm.) round-mesh screen. The purpose of the 
plant is to remove all the solids that would block the stream into which 
the breaker slush water must discharge. 

Prior to the installation of Dorr equipment, two settling tanks of the 
bucket elevator and drag flight conveyor type had been used in series but 
the stream could not be kept free of slush solids, After the Dorr plant 
had been in operation only a few weeks, the stream bed for several miles 
below the breaker had become freed from the solids already deposited, 
and after 7 months operation no signs of deposit in the stream are 
apparent. 

The construction costs of this installation, which was placed in a 
separate building 14 mile below the breaker, in order to get plenty of 
stacking room, were as follows: 


BOUnGStIONS yo wee tile ae sic aac ee aa $ 530.00 
Dorrequipment: 22", tons sc htaetee rae oe et a 6,856.00 
Building (chien se ciecte es «eo enteric ey ee meee OOO) 
Wooden pipe: line ito) planta eeeeeenee ae eee re ee 2,800.00 
Stacking convey Ole. sete ht aereiies eee en eee. 4,576.00 
Electrical equipment, including transmission line and 
LTANSLOTMICIS ce we crue iar este casket te Cxetce see eae ee eee 2,620.00 
Tiabories cc cate cise tie ine hace een een ee 6,479.00 
Totalctastenint ens Hales seek Geb tac e eee See $26,463 .00 


The construction cost of this plant is rather high because of the 
wooden pipe line, transmission line, and substation required. In many 
cases the equipment could be installed in the breaker, which would have 
saved at least $10,000. 

This plant is operated by two men, who also look after the disposition 
of the product on the stock pile, to which it is delivered by an 8 by 18-in. 
conveyor, 120 ft. long. A 15-hp. motor drives the Dorr equipment and a 
30-hp. motor the stacking conveyor. Although the slush water comes 
from the mines and is quite acid, the maintenance costs have been quite 
low. One casting on the hydroseparator, weighing not over 200 Ib, 
wore out in 4 months and was replaced by a bronze casting; otherwise the 
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equipment shows no signs of wear from the acid water and abrasive 
action of the solids. It is too early to figure accurate operating costs but 
operation to date indicate costs, exclusive of fixed charges and amortiza- 
tion, about 7 ¢. per ton of recovered coal. Based on breaker shipments, 
the cost of preventing pollution is slightly under 1 c. per ton shipped, if 
the recovered coal is considered of no value. If the recovered coal is 
valued at 18 c. per ton, the cost of preventing pollution is paid by the 
value of the coal. fs 

A Dorr plant of a different type is planned for a breaker in the 
Schuylkill field; it will probably be erected during the summer of 1921. 
At this colliery the question of pollution is rather serious and an almost 
complete removal of solids is necessary. A Dorr thickener 90 ft. in 
diameter will be installed in a tank with wooden stave sides and clay 
bottom. The feed will amount to 2200 gal. per min. of slush made 
through a 1/,-in. round-mesh screen and containing about 320 tons of 
solids per 8-hr. day. The thickener should remove about 300 tons per 
day, leaving nothing in the water but the finest slimes. The recovered 
solids, with about 50 per cent. moisture, will be delivered to a conveyor 
line installed in a concrete tunnel under the thickener for delivery to the 
storage pile. The recovery of total solids in the slush will amount to 
more than 93 per cent. 

This thickener will produce a clarified water that will be suitable for 
all washing processes in the breaker. Fig. 2 shows three thickeners 
installed in the bituminous field for a similar purpose. 


UTILIZATION OF FINE CoAL RECOVERED FROM BREAKER SLUSH 


It is our opinion that all anthracite shipped should, and eventually 
will be, converted into a form that can be used as a domestic fuel. The 
gradual exhaustion of the anthracite reserve tonnage and the increased 
cost of extraction will gradually force the conversion of the buckwheat 
sizes and the coal now lost in the slush into some form of fuel satisfactory 
- for domestic use. The time will come when practically the only anthra- 
cite tonnage used for generation of power will be that required for mine 
fuel. During the past few years, considerable work has been done toward 
the utilization of the finer sizes of anthracite. It is the purpose of this 
paper simply to summarize the accomplishments to date. 


Briquetting 


Considerable progress has been made in the briquetting of anthracite; 
in 1920, nine plants were in operation and produced 330,125 short tons. 
This production was 50 per cent. higher than the output of any previous 
year. According to reports to the government, the average price re- 
ceived, during 1920, for all briquettes, whether of anthracite or other 


coals, was $7.50 per short ton. 
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Operating costs, during 1918, for one plant of 50,000 to 75,000 tons 
annual capacity, using the Dutch oil process, were as follows per gross ton: 


Desh Gs (2) peRemneeite Met st ia foal i tleg Goran oieae Mein ni ie Maren nieces peer $1.25 
Shashi SAA Sh. ee a ee it eens anne tie 1.00 
Superintendence and labors wi... .5 4-6 ae sh leceel sagils we ow 2% 0.40 
Power, light, heat, and Wateles..< + Se-:dscworls tosis - ee Sorters cine 0.15 
Supplies. 5oAeetf am cerisceacce skeen aa" aa ee ee 0.05 
Maintenance. ance ccc cere sei eee secre sya Pn or ae ote 0.05 
Interest on investmientaer cst eee ete eee eee 0.10 
Depreciation: .07, 209 Ts) oh OM ay ol DOR A a eee 0.20 
Insurance, compensation, and taxes..................-+------ 0.05 
Royalty. nass, oan sere Seq oy es chal nus: tees Porerdein Seon P ae 0.10 

Wa 1 eet ar I vr a a oe MS, ite Pie ca het ace ann $3.35 


This amounts to $3.00 per short ton. 


As 4,000,000 gross tons of fine coal carrying under 15 per cent. ash 
can be recovered from slush at an average cost of 30 c. per ton and 
delivered to the briquetting plant and dried for a total of 75 c. per ton, 
the above costs indicate an attractive margin of profit, provided a market 
for the tonnage can be obtained at prices approaching those of stove and 
chestnut. So far trouble has been experienced in producing an anthracite 
briquette that in all respects can be substituted for anthracite. The 
main difficulty has been to produce a briquette that could be fired like 
anthracite without producing smoke, soot and odor. Conversion of the 
4,000,000 tons of recoverable low ash coal in the slush into briquettes 
would add approximately 9 per cent. to present shipment of domestic 
anthracite. 

Anthracoal 


During the last few years, a new fuel has® been developed by heating, 
in a coking oven, a mixture of fine anthracite and coal tar pitch, or 
similar bituminous materials. This fuel has much the appearance of 
coke, but greater hardness, density and strength. Its volatile matter 
averages from 2.5 to 3.0 per cent. and it exhibits all the burning qualities 
of anthracite. Several carloads have been manufactured, shipped and 
burned as a domestic fuel with most satisfactory results. Tests made on 
a semi-commerical scale of operation, show that the cost of manufacture 
will not exceed that of furnace coke. 

As the fine anthracite used as raw material can be cleaned so as to 
show an ash content less than 15 per cent., anthracoal can easily be 
produced carrying less ash than average domestic anthracite. As the 
domestic user is required to make no changes from his method of burning 
anthracite, one of the most serious marketing obstacles will not arise 
and prices should be received for anthracoal at least equal to those paid 
for domestic sizes of anthracite. 


’Donald Markle: Anthracoal: A New Domestic and Metallurgical Fuel. See 
page 535 . 
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Utilization of Fine Coal as a Steam Fuel 


Many of the larger anthracite companies have done considerable 
experimental work in developing the most economic method of burning 
anthracite smaller than barley size. These experiments have been 
conducted along the following lines: (1) Hand firing, (2) firing on Coxe 
stokers, (3) hand and stoker firing with mixtures of bituminous coal, 
(4) pulverizing and burning in suspension. * 

Hand Firing—One of the large companies in the Wyoming field 
has experimented extensively with hand firing of coal from slush but has 
abandoned the idea in favor of stoker firing because of the labor problem 
involved. Stationary grates of the pinhole type and about 4 per cent. 
space were used. 

Mixing of coal from slush with barley size reduces the labor problem 
somewhat and increases the capacity and economy of the boiler. The 
following tests were run on a mixture of one-third barley and two-thirds 
coal minus 3é4-in. mesh. The size of fuel fired was as follows: 


Prr Crent 

Onesigineroundimeshtes ...emebiiscs air. allel. 2 

Oniee sin srounGenesheemr ee. acne eee sae be hy 

(Gite LAG Ga THY, THE) USTEL TURES te on es ee ata ele ae Ass 

Wntoga mr round mesh... 33 

ennroug hes. ineround WNeshie 2) ete s coc ce sens cere 67 

Bo1tpr No. 7 Boritznr No. 8 

Hormepowerdevelopediaes.. see rite ee cientee elo de sie 310.7 313.9 
Per cent eratingdeveloped ose oe cise ot). oe chaos bisf a ese 115.0 116.3 
Actual evaporation per pound dry coal fired, pounds... . 3.95 4.09 
Equivalent evaporation per pound dry coal fired, pounds. 4.20 4.35 
Heating value per pound dry coal, B.t.u............... 12,133.0 12,133 .0 


The results are about 60 per cent. of the performance usual on similar 
boilers burning barley size hand fired. 

Stoker Firing.—A fairly large tonnage of coal finer than barley is used 
as fuel for Coxe stoker-fired boilers in the Wyoming field. One of the 
large companies in the field uses coal recovered from slush to the extent 
of nearly 50 per cent. of its boiler-plant fuel. The character of this 
slush, which it terms No. 2 barley, is as follows: 


Par PER 

Sizz Trst Cent. ; ANALYSIS AS FIRED Cent. 

On 10 mesh (32 in. round)...... 18.30 Moisture ........-- 00s eeee sees 10.0 
On 20 mesh (364in. round)...... 69.50 Volatile combustible........... 5.5 
OneoOnneshseneaeee tems. pe. 80.20 HixconcarbOnaat timer. si: 67.2 
One GOtmeshsremeerttac:- er sees 94.95 ING oo oat eee pee eee 17.3 
(Qa COTA, nro yo oe SO ome OO 98.00 100.0 


Through 100 mesh.............- 2.00 Heating value.......... 11,010 B.t.u. 


528 “SLUSH PROBLEM IN ANTHRACITE PREPARATION 


During the year 1920, 394,000 tons of No. 2 barley were used by this 
company for mine fuel. Two of this company’s plants use No. 2 barley 
exclusively and their average performance for the year 1920 was as 


follows: 
Prant A Prant B 


Pounps Pounps 
Actual evaporation per pound coal, as fired............ 4.74 4.32 
Equivalent evaporation per pound coal, as fired........ 5.36 
Equivalent evaporation per pound dry coal............ 5.95 


These boiler plants are operated with ease at 150 per cent. rating for 
the day period of 8 hours. 

This company used but 8.35 per cent. of its total production in 1920 
for mine fuel. Coal recovered from slush, No. 2 barley, amounted to 
4.10 per cent., leaving a net consumption of commercial sizes for mine 
fuel of only 4.25 per cent. of total production. 

Recently tests were made on Coxe stoker-fired two-drum Sterling 
boilers using fuel recovered from the slush of a breaker situated in the 
Wyoming field. The fuel was recovered from the slush by Dorr equip- 
ment and ran in size from 3€4-in. round to 100 mesh, or considerably 
finer in size than No. 2 barley. The results of tests were as follows: 


Builder’s rating developed, per cent.................. 152 .6 
Equivalent evaporation per pound of dry coal, pounds. 4.74 
Moisture in’ fuel as fired) per center oe miaieeree eee eee 12.2 
Ash in dry fuel, average, per cent.................... 28.80 
Heating value of dry fuel, average, B.t.u.............. 10,224 


Overall efficiency, per cent 


Tests with the same size coal that had been cleaned on a Deister-Over- 
strom concentrating table to 17.4 per cent. ash, failed as the moisture 
content was too high for proper combustion. The high moisture can 
be eliminated when the concentrated coal should show better perform- 
ance than the high ash coal. The tests on Dorr coal were only pre- 
liminary. Tests run during 1918 on a 463-hp. four-drum Sterling boiler 
equipped with Coxe stoker using bird’s-eye and a mixture of half 
bird’s-eye and half Dorr coal gave the following results: 
Har Brrp’s- 


EYE AND Hatr_ Birp’s-EYE 
Dorr Coan 


Builder’s rating developed, per cent.................. 139.4 180.1 
Equivalent evaporation per pound dry coal, pounds.... 6.19 7.61 
Overallefficiency,: per cent.> 9. seer ce eee 52.16 61.83 
Efficiency of boiler and furnace, per cent............. 62.74 67.37 
Efficiency: of grate, per cent...... sae «eee ea cee 83.14 91.87 
Combustible in ashes and refuse, per cent............. UL AT 

Coal size test, on 946 in. round screen, per cent........ 2.8 6.6 

on 364 in. round screen, per cent........ 61.1 92.8 

through 3¢4 in. round screen, per cent........ 48.9 TaD 
Moisture in coal as fired, per cent..................... 9.60 9.12 


‘Ash in dry icoalper.cent:... ...< on 7 ee eee 21.12 18.26 
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The quality of the Dorr coal used in the mixture was as follows: 


Per Crnt 
Ripe eS TT eTOUNE MOO a fece L Kok a cisco uk cae cscs oe 0c ASB 
Rin De goll- ROUNG MALE Mae oc hc cee 9.4 
ROU Tea gece rats. PrrTMRIm | ESTE ey OS 69.2 
a) Tesh nea WL, I Ls 94.8 
PL hres} 200 onenhicry alt ohh sot Be. caae, wera « 5.2 
ACU Rat ee Sr ie m.. oe | 


Slush Coal Mixed with Bituminous Coal-—During the war period 
large tonnages of anthracite culm and slush were shipped to industrial 
plants for mixing with soft coal. As the anthracite usually contained 
considerable refuse and mud and the mixing often was not well done, 
the best results were not obtained. However, a number of plants 
operated fairly satisfactorily with this mixture. The following results 
of tests on hand-fired four-drum Sterling boilers of 400 hp. rating using 
various mixtures of slush and soft coal were obtained: 


Proportion of soft coal, per cent.................... 1 
Size of slush, on 342 in. round mesh, percent.......... 
on 34 in. round mesh, percent......... 4 
through 3€,4 in. round mesh, per cent......... 5 
Builder’s rating developed, per cent................ 11 
Equivalent evaporation per pound dry coal, pounds.. 6.95 SEM 7.95 
ASHPINYGEY] COM s DELCeN ba. © Se ce he SOE Sas © 23.45 16.99 18.65 
Fuel cost per 1000 lb. equivalent steam, cents........ 13.94 13.51 13.48 


Pulverized Slush.—Burning of slush in a pulverized state has engaged 
the attention of a number of investigators and at least two of the im- 
portant anthracite companies have made extended tests on a commercial 
scale. The most successful work has been done by the Susquehanna 
Collieries Co., which has been operating two plants—one at Lykens 
and the other near Minersville—for some time. The installation at 
Lykens has been quite successful, as shown by the results reported by 
J. R. Wyllie, Jr.® 


AVERAGE Maximum 
WMipisture, nemeciit. presse . a2. 612.1792 02. UD. SN 0.53 0.78 
Volatile matteraper Celtecnra- iil. je pamela sci > fei) sat 8.61 9.34 
xed icavbOnseper Cellusn sete clsne aot ters oie es oieeneelnrs 78.70 79.85 
AsiPepereOnGise mente  s n  s  aeer e egal a Hae ees Hae 12.16 13.47 
Heating value per pound, dry, B.t-u.........------++++++ 13,270.0 13,509.0 
Pulverized through 100 mesh, per cent............--.-4:. 95.27 97.00 
Pulverized through 200 mesh, per cent........-...---+--- 82.78 86.73 
Builder’s rating developed, per cent..........--.----+-+. 153.8 228.6 
Equivalent evaporation per pound of dry fuel, pounds....... Ae : ii a “g 


Overall efficiency, per cent. ......---- ++ eee e reer reer eee 


6 Jnl. Engrs. Club of Philadelphia (Feb., 1921). 


vou, LXVI.—34. 
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Mr. Wyllie points out that improvements made while the tests were 
being run added greatly to the efficiency and capacity obtained so that 
the maximum results shown are more nearly representative of the results 
they are now regularly getting. 

Lykens slush is peculiarly adapted to burning pulverized because 
of its high volatile content, low ash, and friable nature. Most anthracite 
slush, however, carries one-half the volatile matter, is much harder, and, 
unless purified by concentration, carries over double the ash content. 
The slush at the Susquehanna’s Lytle colliery, near Minersville, is a good 
example of the average anthracite slush, and here difficulty was at first 
experienced. After some experimentation all combustion and _ boiler- 
operating difficulties were overcome but the pulverizing problem proved 
less easy of solution. 

Recent operation with a Hardinge mill indicates that the pulveriza- 
tion of anthracite slush has been put on a practical and economical 
basis. Good capacity has been obtained and power, supplies, and main- 
tenance costs are well within the margin allowable. As an additional 
improvement in the preparation of the slush for pulverized use, Deister- 
Overstrom concentrating tables have been installed at Lytle colliery to 
remove the refuse and so reduce pulverizing costs. 

It now can be stated that coal can be recovered from slush, cleaned, 
dried, pulverized, and delivered to the boiler room at a cost approximat- 
ing the average selling price of barley coal. 

It is estimated that about 12 per cent. of total anthracite production, 
or approximately 9,500,000 tons, is used yearly for mine fuel. It is 
probable that the average efficiency of the boilers in use is 50 per cent. 
With the use of pulverized coal, this efficiency can be raised to 70 per 
cent., and thus reduce the tonnage of steam coal required to 6,800,000 
tons annually. Nearly two-thirds of this tonnage, or 4,000,000 tons, 
can be recovered from slush so that a total annual saving of 6,700,000 
tons is possible. The coal saved would be mostly barley and rice sizes 
and would have an average value of about $1.75 per ton. making the 
money saving over $10,000,000 annually. With the return of normal 
industrial conditions and because of the better demand for rice and barley 
sizes that have been concentrated to a uniformly low ash content, 
little difficulty should be experienced in selling this extra tonnage of 
steam sizes. 


CONCLUSIONS 


1. Anthracite breaker slush contains annually about 9,500,000 tons 
of total solids of which 4,000,000 tons are recoverable with an ash content 
of 15 per cent. 

2. Cost of recovering the usable coal in slush will average 15 to 20 c. 
per ton of dry product. 
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3. If the recoverable coal in slush is converted into domestic fuel, 
it will add 9 per cent. to present domestic shipments of anthracite. 

4. If the recoverable coal in slush is used, pulverized, in mine boiler 
plants it will produce 59 per cent. of the power required to operate the 
mines and make available for other purposes about 5, 600,000 tons annu- 
ally of barley and rice coal now so used. 

5. Complete prevention of pollution can be accomplished at a cost, 
except under unusual conditions, of from "1 to 2 c. per ton of Breaker 
shipments, provided no value is nae on the recovered coal. 

6. If the recoverable coal in slush js valued at not over 35 c. per ton, 
such value will pay the cost of recovery and also the cost of preventing 
stream pollution by the remaining slush solids that at present have no 
commercial value. 

DISCUSSION 


Henry Fioop, Jr., New York, N. Y. (written discussion).—The 
Superpower Survey, recently conducted under the auspices of George 
Otis Smith of the U. S. Geological Survey, and under the immediate 
direction of W. S. Murray as its chairman, found two conditions that 
should eventually have much to do in aiding in the disposal of the smaller 
sizes of anthracite. 

The first is the large diversity in the load characteristic in the 
anthracite region and in the industrial region along the Atlantic sea- 
board. This diversity permits large power plants located in the anthra- 
cite region, maximum load of which (being controlled by the mining 
industry) falls in the morning, to transmit a large portion of their plant 
capacity and energy into the seaboard industrial region at the time of the 
latter’s maximum load, which falls usually about 5 o’clock in the after- 
noon; by that time, the load in the anthracite region is largely diminished. 
This results in a marked saving in investment in power plants and also 
in the production cost, due to the high load factor under which the large 
power plants in the mining region can be operated. 

It is estimated that in 1919, the load along the seaboard that could 
have been economically supplied by the electric utility systems was 
as follows: 


KILOWATT-HOURS 


LCCELICRULILIGCS eee see eeered! oes coe be es auevegotg sbelsyoky=:s 5,200,000,000 
WIDER ORME AT ACK IDs aGies mobo eee vee oso Huled ete 1,900,000,000 
Heavy traction railroads.............-.-...-.....+.-+ 1,100,000,000 

CCA CARR. oon dc care ne MADR we te 8,200,000,000 


To this must be added the load within the anthracite region eal 
which was estimated for 1919 to be: 


ILOWATT-HOURS 


MISC ETICHLILIIILICS MeeiMe ete eee ten: Cote ae corte iss 740,000,000 
Rimpestandtindtisirics ies ses ee ies eke Caters tas 1,520,000,000 
Heavy traction railroads.........-.--.-6++esese seers __740,000,000 


7 9 See onc a 3,000,000,000 
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In 1919, there were available as electric utility load, about 11,200,- 
000,000 kw.-hr., which, it is estimated, will grow, by 1930, to about 
18,000,000,000 kw.-hr., made up of 14,200,000,000 kw.-hr. for the elec- 
tric utilities, mines, and industries, and 3,800,000,000 kw.-hr. for the 
heavy traction railroad electrification. This total energy required is 
over one-half of that for the entire superpower zone. 

The second condition found by the Survey, pointing toward the 
establishment of large power plants in the anthracite regions, was the 
present costly method of supplying power to the anthracite mines, 
principally by inefficient isolated power plants that use for power pur- 
poses nearly 8 per cent. of the anthracite mined. These plants offer 
an excellent market for cheap power made in large steam-electric plants 
and at the same time, through their abandonment, would release a 
sufficient amount of the smaller sizes of coal for the larger plants 
to be operated. 

The question of condensing water for large power plants is a most 
serious one, for unless water can be had in sufficient quantity, the effi- 
ciency of the plant is materially reduced through lowered vacuum and 
a large part of the benefits accuring to such plants are thus lost. In 
order to supply plants of 300,000 kw. capacity, a minimum flow of 
about 1200 cu. ft. per sec. is required. ‘The Susquehanna River, in the 
vicinity of Wilkes-Barre and below, will support such plants. The 
Delaware River, from Belvidere down, will support, on its natural 
flow, plants of about 200,000 kw. capacity. 

To put power plants into successful operation for the joint use 
of the anthracite region and the industrial centers along the seaboard, 
such plants must be constructed on a very large scale, or the cost 
of transmitting energy to the seaboard offsets the benefits gained. It 
should be possible to produce power in steam-electric plants in the 
anthracite region for 5.7 mills per kilowatt-hour at their switchboards, 
even with the high costs prevailing in the mid-year of 1919. Under 
like circumstances, power can be produced with bituminous coal at 
New York for about 7.4 mills, and at Philadelphia for about 7.3 mills. 
These costs are predicated upon No. 3 buckwheat at $2.75 per long ton 
delivered to the plant and Clearfield coal delivered to the New York 
plant at $5.22 per short ton and to the Philadelphia plants at $5.05 per 
short ton. 

By 1930, the anthracite mining region should successfully support 
about 900,000 kilowatts in new steam-electric plant capacity in addition 
to about 110,000 kilowatts of the present more efficient central stations 
burning anthracite fuel, which should be retained and incorporated into 
the system. 

These plants should generate about 6,400,000,000 kw.-hr. annually 
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of which 3,600,000,000 kw.-hr. would be required for the needs of the 
anthracite region and the remaining 2,800,000,000 kw.-hr. would be 
exported to the seaboard load centers. By 1930, on the basis of this 
amount of power exportation, the transmission of this power could 
be effected for about 14 mill per kw.-hr. generated, and the cost of power 
delivered at seaboard could be effected for about 614 mills, which would 
effect a saving in the total cost of power at seaboard of between 11 and 
12 per cent. of the cost of production. 

By 1930, (should the recommendation, of the Superpower Survey 
be placed in execution) through the operation of about 1,000,000 kw. 
of plant capacity in the anthracite region, nearly 6,300,000 tons of the 
smaller sizes of coal would be required for these plants. According to 
Tryon, of the U. S. Geological Survey, there were 2,377,000 tons of 
buckwheat sold in 1919 and about 7,787,000 tons used in the isolated 
power plants at the mines, making a total of over 10,000,000 tons of 
the usable small sizes available in that year. Tryon estimates that 
by the complete electrification of the mines, releasing the coal now used in 
their plants, that 9,000,000 tons of steam sizes would be a conservative 
quantity to consider as available for some years to come. This is nearly 
3,000,000 tons in excess of that required by the power plants, but this 
excess is not very much greater in amount than the present sales of 
No. 3 buckwheat. However, by the coédperation of the mine operators 
and power interests, it will be possible to make the quantity of excess 
buckwheat available for sale meet almost any market condition within 
wide limits through the proper operation of the power plants. Thus, 


by the simultaneous electrification of the mines and construction of 


300,000-kw. power plants in the mining region, not only can the require- 
ments of the mines be taken care of at a much lower cost than is possible 
today, but the smaller sizes of coal can be practically absorbed and, at 
the same time, the industrial centers near the Atlantic seaboard can be 
supplied with the surplus power at a lower cost than that for which they 
can generate it themselves. The results stated have all been based on 
the use of No. 3 buckwheat coal. 

With our present knowledge of combustion, it is entirely feasible 
to design large power plants for one grade of fuel that later, at a very 
small expense, may be changed to use an inferior grade and as soon as 
efficient methods are developed for using the very small sizes of anthra- 
cite, production costs even less than those here given can probably 
be obtained. 

There is considerable research under way in an effort to make these 
very small sizes of coal usable, and it is important that these investiga- 
tions be continued with increasing activity and that a comprehensive 
plan for carrying out such investigation be put into effect. 

There are certain underlying conditions that must be met if the rec- 
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ommendations that will be made in the Superpower Report are placed 
in execution: 

1. It must be possible for the power-plant owners to contract for a 
stable supply of small sized coal for a period equal at least to the reason- 
able life of the plants; that is to say, from 30 to 40 years. This has been 
successfully accomplished in a number of locations in the bituminous 
fields, although conditions there differ materially from those in the 
anthracite fields. 

2. The contract price for coal over this period must ie such that power 
can always be delivered to the seaboard with added transmission cost at 
a lower price than the cost of producing there with bituminous coal. 
The steam sizes of anthracite have always had to compete with bitumin- 
ous coal at tidewater, as a result of which, certain relations in price have 
been fairly well established. For instance, from 1911 to 1917, the selling 
price per long ton for No. 3 buckwheat at New York varied between 
53 and 56 per cent. of the price per short ton for Clearfield coal at the 
same destination point. However, in 1918, this rose to 67 per cent., but 
dropped back to 66 per cent. in 1919. These increases were undoubtedly 
due to the governmental regulation of bituminous coal prices, combined 
with the scarcity in the supply of bituminous coal. Just what the 
ratio is today under present chaotic market conditions it is hard to say. 
However, the point I wish to establish is that such contracts would not 
have to be based upon a fixed price, but upon some competitive price 
compared to that of bituminous coal at a definite delivery point. The 
gathering charge for transporting the coal from the mines to the power 
plants must be kept low enough so that the total cost of small-sized 
anthracite delivered to the plant will maintain its competitive position 
with bituminous coal delivered to the seaboard plants. 

Most of the existing power plants supplying the anthracite mines 
are notoriously inefficient. In the past, this has been of little conse- 
quence, as the unmarketable sizes of coal had to be disposed of in some 
manner. The construction of large power plants should enable the power 
companies to offer attractive power contracts to the mines, which would 
reduce the power item of mining costs. In turn, the miner could con- 
tract for the disposal of the small sized output to the power company, 
and taking these two forms of contract into consideration, arrangements 
could be made that should prove mutually profitable and satisfactory 
to both sets of interests. 

It is rather difficult to estimate just what these savings will be in 
the anthracite district, as distinguished from the balance of the Super- 
power zone, but based on the district’s power requirements and on mid- 
year 1919 costs, they should be about $60,000,000 yearly. 


asa 
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Anthracoal: A New Domestic and Metallurgical Fuel 


By Donatp Markte, HazeLron, Pa. 


(Wilkes-Barre Meeting, September, 1921) 


ANTHRACOAL is a mixture of small particles of anthracite coal and a 
matrix of practically pure carbon, formed from the distillation of coal-tar 
pitch or other suitable bitumen. It is a hard, dense, homogeneous mass, 
with a silvery luster and in color varies from silvery to grayish black. 
When pushed from the oven, it develops only partly the fingerlike struc- 
ture of coke; but, unlike coke, it has a tendency to remain in blocky 
masses. When struck with a hammer or passed through crushing rolls, 
it breaks with an irregular fracture, similar to anthracite, but with very 
little fines. Due to its density, anthracoal is harder, tougher, and 
stronger than coke. 

The results of a test made by the blast-furnace department, of the 
Bethlehem Steel Co., on two barrels of anthracoal are given in Table 1. 


TABLE I.—Results of Shatter Tests on Anthracoal and Coke 


Anthracoal 
Test j op Good Blast-furnace Coke 
First | Second 
| Barrel | Barrel 
| 
Moistureypericent feiss. ea. ok - | MOST | 0.76 | Under 5, variation not over 
| | 3 points 
Sieve test 
Through 2-in. screen, percent........ 7.71 | 7.29 Under 40 
Through 1-in. screen, percent.......| 1.37 | 1.56 | 
Through }4-in. screen, per cent.....| 0.93 1.08 Under 8 
Over 2-in. screen, per cent........-. 92.29 | 92.71 | Over 60 
Shatter test | 
Through 2-in. screen, per cent....... 10.06 | 12.40 | Under 16 
Through 1-in. screen, per cent....... |. 23.66 | 2.06 
Through 1l-in. screen, percent...... 1.80 1.26 
Over 2-in. screen, per cent........-.. | 
Hardness number..............-----.| 86.40 | 86.10 | Over 81 
Analysis | 
Ash) PEL.COMbN. Melee asec) 205.8 0s 16.64 | 16.48 | Under 11 
Sulfurrs pen cents a eo stactem i ore) 1.17 | 1.10 | Under 0.95 
Volatile matter, per cent...........- Onda Op ee 
Fixed carbon, per cent............-- 82.59 | 83.25 | Over 87 
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Both the shatter tests and the hardness number indicate that anthra- 
coal is an extremely tough hard material that is eminently fitted to resist 
rough handling, crushing, and abrasion. 

Anthracoal can be made in a coke oven upon the same large scale as 
bituminous coke and can be produced with little greater expense; therefore 
it should prove a tremendous factor in utilizing the anthracite culm now 
going to waste. Its commercial development is the outcome of experi- 
ments, made in 1914, in the chemistry laboratory at Lehigh University. 
In the development of the process, the services of W. H. Blauvelt, were 
obtained and through him the Semet-Solvay Co. became interested in 
the experiments. 

Inasmuch as the success of anthracoal will depend not only on its 
manufacture on a large scale but also on its salability, the tests at Syra- 
cuse were made to duplicate, as far as possible, actual commercial condi- 
tions. Although the apparatus was not designed for this purpose and the 
ovens were rather obsolete, sufficient anthracoal was made on a large 
scale to indicate the following: 

1. The process is practicable and the only difficulties encountered 
are of a mechanical nature that can be remedied. 

2. Anthracoal has demonstrated, by tests and actual use, its excellent 
qualities as a domestic fuel. 

3. Several carloads of anthracoal were shipped to different retail 
dealers, who reported that the customers were satisfied with the product 
and had no difficulty in burning it. Also, anthracoal commanded the 
same price as the best anthracite, and the customers to whom it was sold 
asked for more. 


ANALYSES OF ANTHRACOAL 


TaBLE 2.—Analysis of Anthracoal in Coke Ovens at Syracuse 


| Appa | true | | Volatile | Fixed | 
Oven No. | gpeaite | Saute | BorGeae, | Matter, | Carbon, | pAgh, | Sulfur 
7 | 1.046.)01,717 GP 80:28) 0785 | S7685 lakes ee ee 
10 | 1,124 1" 18064 S408 8.23° "| 76.18 | 990204 sieeleis 
13 1.015 | 1.649 | 38.5 2.65 80.00 | 17.35 1.15 
22 1.004 | 1.636 | 38.7 2.90 | 77.94 | 19.16 | 1.16 
38 1.044 | 1.696 | 38.5 2 22eilae79 23h lS 5 henkeOd 


ee eee eee 

Table 2 shows the analyses of anthracoal made in different ovens from 
culm from the Loree breaker of the Hudson Coal Co., and are typical of 
the product. The apparent specific gravity is about 1.05, while that of 
coke is about 0.84, showing that anthracoal is heavier and denser than 
coke. The porosity is about 39.1 per cent. while that of coke is between 


= 
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50 and 55 per cent. This accounts, in a large measure, for the greater 
length of time that anthracoal burns, as compared to coke, unless the 
latter is carefully watched and burned on a bed of ashes. The fact that 
the domestic consumer does not know how to prevent coke from burn- 
ing so quickly has prevented its competition with anthracite as a 
domestic fuel. 

To demonstrate that the fuel may be greatly improved by reducing 
the ash in the culm, some culm received from the Lehigh Coal & Naviga- 
tion Co., which ran 35 per cent. ash, was reduced to 9 per cent. ash by the 
use of a Wilfley table; the anthracoal produced from it gave the 
following analysis: 


ANALYsIs oF ANTHRACOAL Mapz From L. C. & N. Crranep Cum 


Moisture, per cent.............. 0220 ei Sulfurs percent, .)), oes eee 0.52 
Volatile matter, per cent......... 1.41 Apparent specific gravity .... 1.101 
Fixed carbon, per cent.......... 89.99 True specific gravity........... 1.8 
Ash#per:centamt cicce sa ace 8.4 Cellular space, per cent......... 38.85 
B-t-a-/s*per. Iba. eee ee ee 13,334 
100.00 


By cleaning the culm a product results that is superior to anthracite 
and more than meets every requirement of the best byproduct coke. 
The sulfur is reduced from 1.15 per cent. to 0.52 per cent., which is ma- 
terially lower than the blast-furnace limit of 0.95 per cent. and the ash 
is considerably lowered, thus meeting the ash requirement of byproduct 
coke, under 11 per cent. 

Tables such as the Diester-Overstrom should be used to reduce the 
ash and sulfur in the culm, there is no reason why the ash cannot be com- 
mercially lowered to 10 or 12 per cent. This would produce a superior 
grade of anthracoal, which could be sold at a premium, as the best grade 
of nut anthracite today rarely runs lower than 17 and 18 per cent. ash, 
and often is as high as 22 per cent. Small particles of coal carefully 
picked from the culm contained from 2 to 3 per cent. ash, hence the inher- 
ent ash in the culm is about 2.5 per cent., showing that the limit to which 
the separation may be carried is about 3 per cent. ash. However, while 
3 per cent. is the theoretical limit to which the separation may be carried, 
7 or 9 per cent. ash is a conservative figure and by careful preparation may 
be realized. 


Process oF MANUFACTURE 


_ The process of manufacturing anthracoal is comparatively simple; 
in fact, it is practically identical with manufacturing coke, except that a 
binder must be added to the culm and the mixture well ground and mixed 
before coking. The culm is first dried and then placed in a hopper whence 
it runs upon a proportioning belt. Another proportioning belt, run at the 
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same speed, carries the pitch. By the use of weirs and the regulation of 
the openings, the amount of pitch and culm passing on to the belts are 
regulated to any desired proportion. The proportion, by weight, used 
successfully at Syracuse was 17 per cent. pitch to 83 per cent. culm. Both 
belts dump into the same bin, from which the mixture is run into a grinder 
where the culm and pitch are well ground and mixed but not pulverized. 
The mixture is then elevated from the grinding mill to the charging bins 
above the ovens; from this point on the process is identical with the coking 
of bituminous coal. 

Depending on the market conditions, anthracoal is sized to egg, 
stove, nut, pea, and breeze. Coke for domestic trade is sized and crushed 


Fig. 1.—ANTHRACOAL BEING PUSHED FROM OVEN. 


in the same manner. For blast-furnace purposes, however, run-of-oven 
coke is used. This would be true also of anthracoal used for metallurgical 
purposes. ‘The breeze produced in crushing anthracoal is less than that 
produced in crushing anthracite or coke. In a properly designed crushing 
and sizing plant, where anthracoal will be made in the same sizes as 
anthracite, the breeze should not exceed 5 per cent. 

The coking time of anthracoal, compared with soft coal, is a most 
important factor, as any shortening in time increases the yield and de- 
creases the cost per ton of manufacture. In the experiments at Syracuse, 
ovens of anthracoal were pushed in 17 hr. against 19 hr. for bituminous 
coal under the same conditions. It is safe to assume that in a modern 
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regenerative oven, where the heats are much greater, the coking time of 
anthracoal will be 16 hr. against 18 hr. for bituminous coal. 

The percentage of pitch used varies somewhat with the pitch used, 
the character of the culm, and the method of mixing and grinding the 
material. In the tests at Syracuse, two grades of pitch were used, one 
with a melting point of 265° F., and one 280° F.; both worked well. 
The amount of pitch varied between 14.8 and 25 per cent., due to the 
method of proportioning. Ovens that contained 15 per cent. pitch and 
85 per cent. culm, by weight, gave an excellent anthracoal and pushed 
readily. Ovens that contained 25 per.cent. pitch and 75 per cent. culm 
also gave an excellent anthracoal but more of a thick carbon scale was 
noted in the ovens than when the mixture contained less pitch; also, the 
anthracoal was more porous than that made from the 15 and 17 per cent. 
mixtures. After many tests, both in the coke ovens andin the laboratory. 
it was found that between 16 and 17 per cent. produced the best anthra- 
coal with minimum fines and scale. Using below 16 per cent. pitch, the 
anthracoal showed signs of attrition and not holding together, while above 
17 per cent. the surplus pitch flowed to the sides of the retort and produced 
a carbon scale that made a great deal of fines when pushed on to the dock. 

The pitch used in the experiments, obtained from the Barrett com- 
pany, was the product obtained in the byproduct coke industry after all 
the valuable constituents of the coal tar had been removed. It may be 
obtained in either lump or flake form. For these experiments, the flake 
form was used, as the flakes are little larger than the culm and hence 
could be ground with the culm without previous preparation. Its analy- 
sis is as follows: 


Fiaxe Pitrcu, No. 1 Fuakxe Pircu, No. 2 
Melting point, degrees F......... 265 Melting point, degrees F........ 280 
Moisture, per cent.............. 0.11 Fixed carbon, per cent.......... 46.64 
Fixed carbon, per cent.......... 44.55. Volatile matter, per cent........ 53.08 
Volatile matter, per cent......... BARS OmeAShy per celities,.)olsriels diol 0.28 
Agh= ner Centse-teciaa. sels. © 0.95 


A few analyses of culm used are here given: 


Volatile matter, per cent.............. 6.96 6.51 6.52 7.42 
Fixed carbon, per cent.............-. 73.49 74.22 Hikes 6° GIRO 
ADDED COME ea A eet cscs. 19.58 19.27 15.63 22.98 


100.00 100.00 100.00 100.00 


LRP IDOUCON Partie ssc shine se ue oe 1.26 1.96 


The average ash content of the culm used from the Loree breaker 
ran 18.96 per cent. the volatile matter ranged from 7.42 to 6.52 per 
cent. The sulfur varied from 1.26 to 2.5 per cent. All the culm used 
passed through a 3¢4-in. (1.19 mm.) round-mesh screen and was taken 
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from the fresh-mined side of Loree breaker, hence it was lower in ash: 
than the regular run of culm, which is about 35 to 40 per cent. ash. 


Fineness or Prrcn-cutm Mrxturr BrrorE CHARGING INTO OVENS 


Many tests were made, both in the laboratory and in the ovens on a 
large scale, to learn the proper fineness of the pitch-culm mixture that 
would produce the best anthracoal. The first ovens pushed were made 
from a mixture of culm and pitch that had not been ground. That is, 
the culm was in the state in which it was received from the mines. 
The anthracoal produced was hard, coarse, and had a bright silvery 
luster. Each particle of culm could be readily seen; the anthracoal, 
however, had a decided tendency to scale and particles of culm 
would easily rub off, showing that if this material were to be shipped a 
great deal of fines would result, which would prove most unsatisfactory 
to both dealer and consumer. By grinding the pitch and culm together, 
so as to reduce the larger particles of culm, a dense, homogeneous, strong 
anthracoal was made, which gave no signs of attrition and withstood the 
roughest handling. Besides, the grinding gave a much better mixing 
of the materials than could be accomplished otherwise and resulted in 
a very uniform product. A screen test of the culm as received from the 
mines is as follows: 


ScrEEN Test oN Cuum BEFORE ScrREEN Test ON PitcH-cutm Mrx 
GRINDING AFTER GRINDING 

PER PER PER PER 

CENT. Cent. Cxrnt. Crnrv. 
On; 220 mesho . eee oe nite TODT On 20 mesh..... 2:78 “2580 3-20 
On*-40 mesh eget  ee 48.15 On 40 mesh..... 31.11 23.20 24.40 
On 60:meshter eee eee 28.40 On 60 mesh..... 28.76 26.93 27.06 
On™-80 aneshes see. secant ae ees 6.15 On 80 mesh..... 7.382 10.00 9.65 
On lOOimeshieen er etone 3.60 On 100 mesh..... 3.71 6.90 5.61 
On: 200"meshie ener et eee 4.45 On 200 mesh..... 22.04 15.10 19.23 
Through 200 mesh... ....)0e. 1.58 Through 200 mesh 4.33 15.07 10.85 


A comparison of these tests shows that little grinding is required to 
get the mixture to the proper fineness for charging. The fineness neces- 
sary for pulverized fuel is not desired. 


WEIGHTS AND YIELDS 


The weight of 1 cu. ft. (0.028 cu.m.) of bituminous coal, prior to being 
charged into the oven, was 43.5 lb. (19.7 kg.), the weight of 1 cu. ft. of the 
pitch-culm mixture containing 83 per cent. culm and 17 per cent. pitch 
prior to charging was 59 lb. (26.7 kg.), or a difference of 15.5 1b. (7.02 kg.). 
That is, the same volume of pitch-culm mixture weighs 35 per cent. more 
than the same volume of bituminous coal; therefore, a little over 7 tons 
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of pitch-culm mixture could be charged into the same oven as 5.3 tons 
of bituminous coal. 

In modern coke-oven practice, the yield of coke per ton of bituminous 
coal charged is about 70 to 72 per cent., depending on the quality of the 
coal. In practice, all the volatile matter is not driven off, a certain small 
percentage being precipitated as free carbon, which passes into the coke, 
thereby increasing the weight of the coke abeut 2 or 3 per cent.; thus, a 
32 per cent. volatile coal, instead of giving a yield of 68 per cent. coke, 
would give 70 or 71 per cent. : 

When using the pitch-culm mixture similar results are obtained. 
The mixture containing 17 per cent. pitch and 83 per cent. culm has 15 
per cent. volatile matter; therefore the theoretical yield of anthracoal 
should be 85 per cent. But as some of the volatile matter is precipitated 
as carbon the actual yield is 87 per cent. An oven was charged with a 
mixture of 23 per cent. pitch and 77 per cent. culm, which contained 18 
per cent. volatile matter; after the oven was coked and pushed, the an- 
thracoal was carefully weighed and showed a yield of 84 per cent. 

Another mixture of 17 per cent. pitch and 83 per cent. culm was 
prepared, and weighed carefully in the laboratory, then charged into a 
bomb and all the volatile matter driven off; the yield of anthracoal was 
carefully weighed and was found to be 87 per cent. exactly; so that the 
figures have been checked by both actual tests on a large scale and by 
check runs in the laboratory. 

The fact that more of the pitch-culm mixture than bituminous coal 
can be charged into an oven is most important. For instance, the coking 
time of bituminous coal is 18 hr., therefore if an oven will hold 16 tons, 
21.28 tons will be charged in 24 hr. If the coal contains 30 per cent. 
volatile matter, the yield in coke will be 72 per cent., or 15.32 tons. As 
the same oven can be charged with 21.12 tons of the pitch-culm mixture 
and as the coking time is only 16 hr., in 24 hr. 31.68 tons will be charged. 
As the mixture contains 15 per cent. volatile matter, the yield will be 87 
per cent. of 31.68 tons, or 27.56 tons, a difference of 12.24 tons in favor of 


anthracoal. 
BypRoDUCTS OBTAINED 


Naturally, the byproducts resulting from the culm-pitch mixture used 
in making anthracoal are not present in as great quantities as In the 
manufacture of coke from soft coal. Also, a smaller amount of gas is 
given off by the mixture when heated. Bituminous coking coal contains 
from 28 to 35 per cent. volatile matter, while a mixture of 17 per cent. 
pitch and 83 per cent. culm contains only 13.73 per cent., showing that 
the bituminous coal will give off more than twice as much gas and by- 


products as the anthracoal mixture. 
From the byproduct results obtained in the various tests made, the 
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following average data as to yields per ton of anthracoal charged have 
been obtained: : 


Ammonium sulfate, pounds per ton......-.--...++-++eee0+: 9.9 
Light oil, gallons per ton........--.--. +2 ese ee creer erase 0.6 
Tar (above 170° C.), gallons per ton.................-.--.. 5.07 
Gas (from oven test), cubic feet per ton..................-- 4080 
Gas (from bomb test), cubic feet per ton................... 5910 
Heating value of gas (determined), B.t.u. per cubic foot...... 330 
Heating value of gas (calculated), B.t.u. per cubic foot....... 336 
Anthracoal yield, per Coltcss: ase cin elie. erie ees 87.0 
ANALYSIS OF GAS 
Per Centr. - Per CENT. 
Carbon dioxide (COz2)........ 1.0 Carbon monoxide (CO)..... Pal 
Benzene) (Cele))-s02---08-> Obl Methane CHa) eee ae 9.0 
Ethylene (C2H,)............ OpletHy drogen! (Hs) see eee 73.4 
Oxygen (O9).c¢ 5odea> cece + Ace NUIMOCOR UNa) etre ae eee 125 
ANALYSIS OF MarEeriaL Usep IN Boms TEstTs 
MIXTURE 
17 Per Cent. Pitcx- 
WasHED Cum, Pircu, 83 Per Cent. Cut, 
Perr Cent. Per CEntT. Per CEnt. 
Volatilemmattersan seen 6.56 56.2 13.73 
Ash !St-7 8: rie. > Gt seadon cee 8.05 0.25 6.86 
AnALysis oF MarerraL USED IN CoKE OVEN 
Per CEentT 
Volatile:matterigne) Pee pee ak ce eas a eee el 15.03 
Nl ee et Me Fi Ree an oe eRe ee eo ee 16.20 


These tests and data show that the light oil is not present in sufficient 
quantities to make it worth while recovering; therefore the only possible 
byproducts are the gas, ammonium sulfate and the tar. Whether or not 
the installation of the apparatus necessary to recover the ammonium 
sulfate and the tar is worth while is a matter for future study. At the 
present time, the writer would say that no money should be spent on a 
byproduct recovery plant for making anthracoal. He would use the 
non-recovery type of oven, which eliminates the byproduct recovery 
apparatus and burns the gas evolved from the charge directly in the flues. 
Besides being less expensive, this type of oven will generate greater heat 
from the gas by being burned directly in the flues. This oven should not 
only prove self-sustaining in heat value but should be able to coke the 
anthracoal in less time than the recovery type of oven. 


GAS 


The gas results are based on two series of tests, one of which was made 
in the byproduct apparatus on a full oven charge and the other by means 
of the standard Semet-Solvay bomb test method. The results obtained in 
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the bomb test indicate a greater yield of gas than the results from the oven 
test, due to the following: 

1. The bomb tests were made on low-ash (8.05 per cent.) slush pre- 
pared on a concentrating table to approximate the slush that is to be used 
on a commercial scale, while the oven tests were made on the high-ash 
(18 per cent.) slush. This fact accounts for 11.2 per cent. more gas than 
the oven tests show, which may be expectedyon a commercial scale. 

2. There is some leakage in the gas apparatus at the ovens, which also 
makes the gas yield low on the oven test, while the bomb test allows no 
leakage and records all gas. : 3 

3. The bomb test records all the gas obtained in the charge, while the 
oven test does not, as some of the gas is left in the charge as unvolatilized 
matter. 

4. The oven temperature on the oven test were below normal. 

Taking the above facts into consideration and calculating the oven- 
test results to low-ash slush, gives the following summary of low gas 
yields and heating values. 


ToraL HEATING 
Gas PER Ton, HEATING VALUE, VALUE, 


Cusic Fret B.1.0. PER Cu. Fr. B.1T.U. PER Ton 
Bomb itestarr..cse. casas es 5,910 336 1,985,760 
Oven testec. 0 ces sere tesc,e 4,570 330 1,508,100 
a ee ne 5,240 333 1,746,930 


These results indicate that with a non-recovery type oven there would 
be sufficient gas for operation but that with a byproduct recovery oven 
the self-sustaining operation would be doubtful. 

The basis of this conclusion is as follows: 


Average gas yield from bituminous coking operation, cubic feet.......... 10,000 
Average heating value of gas, B.t.u. per cubic foot...............+-+055 500 
Total heating value per ton of bituminous coal, B.t.u................-.. 5,000,000 
iIverage pas ised (Or COMING, Per CONE... : 05... s ese cece tees ert enses 50 
Heating value in gas to coke 1 ton bituminous, B.t.u...........-.-+++005 2,500,000 


21 tons of anthracoal charge coked in 16 hr. 
16 tons of bituminous coal coked in 18 hr. 


a ae o moeraeiniapte coked in 24 hr. by same amount of heat. 
.6 ton 


ee anor Lor f coked by 2,500,000 B.t.u. 
2,500,000 


1 ton of anthracoal charge would require sos ine: Bas 1,712,000 B.t.u. 


by same amount of heat 


The bomb test results indicate an excess of gas while the oven test 
results indicate a deficiency; the average shows a slight excess. With a 
non-recovery oven, the margin would be considerably greater, as all the 
sensible heat in the gases, besides the byproducts, would go back into the 


heating of the ovens. 
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CoMPARATIVE EIGHT-pAY Burnina Test IN KircHEN RANGE 


A direct comparison between chestnut size of anthracoal and chestnut 
size of anthracite coal was made by an eight-day test of each in a kitchen 
range. The range performed the same service in each test, cooking three 
meals a day, heating water in the boiler, and, in fact, doing exactly the 
same work in each case. Observations were made as to amount of fuel 
fired each day, the amount of ashes produced, and the position of the 
draft during each run. The fire was started with wood at the beginning 
of each test and allowed to burn completely out at the end of the eight 
days. The fire was dampened at night and between meals with equal 
ease with the anthracoal and anthracite. 

The total fuel consumed in each eight-day test was 288.5 Ib. (130.8 kg.) 
of anthracoal and 346.52 lb. (157 kg.) of anthracite, or 20.1 per cent. more 
anthracite than anthracoal. As exactly the same service was obtained 
from each fuel, the results show that in this range the chestnut anthracite 
was 20 per cent. less efficient than the anthracoal of the same size. 


SumMARY OF TESTS 


CHESTNUT CHESTNUT 
ANTHRACOAL ANTHRACITE 
Eirel shined spo UNGSs ie scen ere eee 288.50 346.52 
Ashes removed, pounds............. 59.5 (20.6 per cent.) 61.9 (17.9 per cent.) 
Number of days burned............. 8 8 
Number of hours burned............ 192 192 
Fuel burned, pounds per hour....... 1.50 1.80 
Relative efficiencies, anthracoal = 100 
DEE CENb ere en crt ewe ere 100 80 


These tests were made on commercial anthracite prepared by the 
Hudson Coal Co. at Marvine colliery and should be representative of the 
anthracite placed on the market at the present time. 


CONCLUSION 


The evidence and data submitted thus far appear to point to a plant 
of regenerative non-recovery ovens; that is, a plant where the gas is 
brought directly from the charge into the flues and regenerative apparatus 
of the oven instead of passing through cooling coils and other apparatus 
for abstracting the byproducts before it is burned. 

The reasons for doing this are as follows: 

1. If the gas is cooled first the sensible heat will be lost. 

2. Removal of the byproducts will lessen the heating value of the gas. 

3. The byproducts in the anthracoal gas are about one-third to one- 
half those in the bituminous gas, so that it is doubtful, with the uncertain 
and changing market, whether the recovery of the byproducts would be 
worth the expense of the byproduct apparatus which represents one- 
half the cost of the ovens, 
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4. A non-recovery oven of the regenerative type will burn the gas 
direct, have the benefit of the sensible heat in the gas as it comes off the 
charge, and also have the additional heat value of the byproducts which 
are not removed. 

5. The ovens should prove to be self-sustaining and have ample gas 
for an exceptionally hot retort and quick coking in the non-recovery type. 

6. A non-recovery type oven operating with anthracoal should pro- 
duce 79 per cent. more anthracoal in 24 hr. than the same type of recovery 
oven. As the cost of manufacture in each case is almost the same, with 
perhaps a little greater expense involved in the preparation of the anthra- 
coal mix, the 79 per cent. greater production of anthracoal than coke in 
24 hr. more than offsets the loss of the byproducts. 

7. A non-recovery type oven should prove more adaptable to the 
anthracite region. Its cost will be less to construct than the recovery 
type, and it will not require a skilled staff of chemists and workmen. 

8. No market need be developed or additional sales force required, 
as in the byproduct game, but rather the maximum amount of fuel can 
be produced, which can be handled in conjunction with the sale of an- 
thracite coal. 

Naturally, the success of anthracoal will not be proved until a plant 
has been erected and the ovens operated on a commercial scale for a period 
of time. As a non-recovery regenerative oven has been rarely used in 
this country, it will embody some changes in design from the regular 
regenerative type. However, this type of oven has been used with success 
in Germany and has not presented any difficulties, as far ascan be learned. 


DISCUSSION 


Wituiam Grirritu,* Scranton, Pa.—Has the author any analysis of 
the ingredients used in these comparative tests? Has he an analysis of 
the chestnut coal used? 

DonaLp Marxie.—For the eight-day tests? 

Wiut1am Grirrita.—Yes, because otherwise the tests are rather 
indefinite and misleading. 

Donatp Marxie.—As I remember the figures, the ash in the anthra- 
cite was a little less than that in the anthracoal. The chestnut coal was 
from the Marvine colliery and, I believe, ran about. 5 per cent. volatile, 
and 16 per cent. ash; the anthracoal ran about 18 per cent. ash. 


Epwin Luptow,* New York, N. Y. (written discussion).—This is one 
of the possible solutions of a problem that the whole anthracite region 
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should face; the utilization of the fine slush now going to waste by manu- 
facturing it into the equivalent of a domestic fuel. 


The anthracite operators have reached the point of maximum output 
and a continually increasing demand, which requires the utilization of 
everything brought out of the mines in order to meet the increasing cost 
of operating and the demands for anthracite fuel. No accurate figures 
are available as to the amount of slush, or coal finer than the commercial 
buckwheats now sold, that is thrown away, but a conservative estimate 
would be 5 per cent. This would amount to practically 4,000,000 tons a 
year, containing from 10 to 40 per cent. of ash, the utilization of which 
would go far toward meeting the continually increasing demand for 
domestic fuel. 

Mr. Markle’s tests have been with pitch and an ordinary culm; but 
the experimental results, though not on a commercial scale, show the 
success of the process from a dollars-and-cents point of view. His pro- 
position to use non-recovery ovens is feasible, and they should produce a 
surplus of gas above what is required for the heating of the ovens which 
could be used directly under boilers for the generation of steam. This 
has been done at a great many plants, but it has the objection that the 
byproducts are lost. 

I would suggest that Mr. Markle’s experiments be carried on with the 
amalgam produced by the Trent process. This process consists of the 
thorough churning of a mixture of 70 per cent. of coal with 30 per cent. of 
oil or gas-house tar, with the addition of water; after the churning the 
coal and oil form an amalgam while the ash remains with the water. In - 
this way the amalgam contains only from 2 to 5 per cent. of ash, has a 
B.t.u. value of about 15,000, and eliminates all necessity for any other 
form of purification of the slush used. The coal is ground to 200 mesh, 
and in the agitating process each particle of coal becomes coated with a 
thin film of the oil; this has the same effect on the distillation as is accom- 
plished by the cracking process under pressure. The results obtained by 
using very heavy asphalt-base crude oils were extremely satisfactory. 

Quite elaborate tests have been made in the laboratories of the Bureau 
of Mines at both Pittsburg, Pa., and Berkeley, Calif., andit has been found 
that the low-temperature distillation of this amalgam gives unusually 
high yields of the valuable byproducts, especially gasoline and kerosene. 
Some of the recent tests made at Berkeley show 714 more gallons of gasoline 
and 11/4 more gallons of kerosene to the ton than was obtained by the 
separate distillation of the coal and oil. One of the peculiarities of this 
process is that it works with almost any kind of oil, from kerosene through 
to the heavier grades and also with gas-house tar. It is possible, there- 
fore, to buy the cheapest grade of oil on the market, for the largest distilla- 
tion returns are obtained from extremely cheap crude asphalt-base oil. 

All the experiments that have been made with this process have been 
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laboratory tests, which have been written up by the Bureau of Mines. 
The tests that are now required are the commercial ones, necessitating 
special machinery and special distillation plants to obtain the best results. 

One experiment in which I was greatly interested was the molding of 
the amalgam into briquettes, and putting those through distillation. 
The resultant briquette, when broken, showed that it was hard coke with 
a bright metallic luster; the briquette retained its form and could be used 
as a domestic fuel. The high recoveries in gasoline and kerosene, as well 
as the gas that can be obtained from this distillation, should make the 
process, when fully developed, an exceedingly profitable way of disposing 
of what is now a waste product. This matter might well repay research 
investigation, which might be conducted by the anthracite industry 
through its bureau of information, as the whole industry would be inter- 
ested in finding a profitable method of changing slush into a commer- 
cial product. 


Epwin M. Cuance,* Philadelphia, Pa.—Does Mr. Ludlow think it 
is possible to produce the Trent amalgam from anthracite? 


Epwin Luptow.—I have seenit done. In the experiment mentioned, 
5 lb. of finely ground anthracite was mixed with the same amount of 
water and then the oil was stirred in. At first, the oil made a slush, then 
as the quantity of oil was increased little particles formed, like butter 
as it comes in the churn; the final result was like caviar. After being 
worked, the material forms into a mass that can be washed and dewatered. 
It still carries 10 per cent. of water, which can be removed by pressure, 
but no amount of pressure will remove the oil. It seems to be a chemical 
combination that makes it an almost unique product. 


Epwin M. Cuance.—What intrinsic difference is there in the end 
product, that distinguishes anthracoal from carbocoal? Of course, it is 
clear that the two methods are basically different and that the raw 
materials are different, but I would like to know just what distinguishes 
anthracoal as such from carbocoal? 


DonaLp MARKLE.—I cannot answer; I am not familiar with ear- 
bocoal. I understand that it is made by heating bituminous coal in 
a retort which takes off the volatile matter and volatile gases ; the car- 
bonaceous residue is then pushed from the oven, crushed, and mixed with 
tar obtained from the gases in the first process, formed into briquettes, 
which are then baked in a second retort, making a very hard briquette 
or coke-like fuel. Although I have not seen any carbocoal, I would say 
that there would be the same difference between it and anthracoal as 
there is between coke and anthracoal; that is, anthracoal is much denser 
than coke and as it is made up of small particles of anthracite held 
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closely together in a matrix of pure carbon, it loses none of its anthra- 
cite characteristics. 
Epwin M. Cuancy.—What specific gravity has finished anthracoal? 


Donatp Markie.—The apparent specific gravity of anthracoal is 
1.1, that of coke is 0.84. 

CHarLes DorRANCE, Scranton, Pa.—Carbocoal cannot be made from 
anthracite; coal made by the Smith process can be made only with 
bituminous coal. 

E. W. Parker, Philadelphia, Pa.—In the manufacture of anthracoal, 
is the oven self-sustaining; that is, do the gases generated reheat the oven? 


DonaLp MarKuE.—This is one point about which we are not abso- 
lutely sure. As far as we can estimate and as far as our experience has 
shown, in a non-regenerative type of oven that we propose to build, the 
oven will be self-sustaining; that is, enough gas will be obtained from the 
charge to heat the ovens. But there is no way of ascertaining that fact 
until a non-recovery regenerative oven is built. 


Grorce H. AsuHtey, Harrisburg, Pa.—One state geologist brings up 
the question as to the financial possibility of this process converting all the 
steam sizes of anthracite into bituminous coal. I am wondering if the 
difference in the selling price of household coal and anthracite steam coal 
will not cover the costs of manufacture, as not all the steam sizes of 
anthracite can be converted into anthracoal. 


DonaLp MarkLeE.— I cannot answer that question until a commercial 
plant is in operation, and the condition of the market tells us how far we 
can carry the process commercially on the larger steam sizes of anthracite. 


Cuarues A. Burpick, New York, N. Y.—Is the use of briquettes 
increasing rapidly, or was it just the war necessity that caused the 
increased use in 1917 and 1918? 


Donatp Marxie.—I am not a briquette man, so I cannot answer 
that question very well, but I know the briquetting industry was in 
existence long before the present war. 


Wiuiiam GrirritH.—If this process is introduced commercially, 
will there be sufficient coal tar to keep it going? Will not the amount 
of coal tar available be exhausted pretty soon? There is plenty of slush 
and culm, but will there be much coal tar if this product is made in 
large quantities? 


Donatp MarxkuE.—We believe a large supply of this pitch is avail- 
able, for it depends on the byproduct coke industry. 


Epwin Luptow.—Has a low-grade asphalt-base oil been tried instead 
of pitch? 
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Donatp Marxie.—Yes, but it did not work; it has worked with 
asphalt though. 


GrorcE S. Ricz, Washington, D. C.—In the manufacture of the 
anthracoal, must the particles be quite small, and if some of the larger 
sizes are used will they require fine grinding? 


Donatp Marxir.—Anthracoal can be made from the slush as it 
comes from the breakers; but the coarser particles of slush can be seen 
in the anthracoal. If two pieces of anthracoal are rubbed together, the 
coarser particles will rub off. If a consumer placed a ton of that anthra- 
coal in his cellar, he would have a great deal of attrition in his coal bin, 
which is objectionable. That is the reason we do not pulverize, we merely 
grind the slush and pitch together, so as to get rid of all the +10-mesh 
material; that is, we want to get practically 90 per cent. through a 10- 
mesh screen. The paper contains two tests on the fineness of the slush 
before and after grinding. 
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Power Installation at Coverdale Mine 


By Cartes M. Maans, Pirrspurea, Pa. 


(Wilkes-Barre Meeting, September, 1921) 


A THOROUGHLY modern coal-handling system has been installed at 
the Pittsburgh Terminal R. R. & Coal Co.’s new No. 8 shaft, or Cover- 
dale mine, about 11 mi. (17.7 km.) from Pittsburgh on a spur of the 
Montour R. R. The Pittsburgh seam, which is the one worked, is 
reached at a depth of 342 ft. (104 m.). 

Power is delivered to the mine at 22,000 volts over a transmission 
line of the bow-arrow type of construction. A private telephone line 
connecting the various mines and the main office in Pittsburgh is carried 
on the same poles. The high-tension line is brought to an outdoor, 
step-down, transformer substation, where three 833-ky.-a., single-phase, 
60-cycle, oil-insulated, self-cooled transformers reduce the potential to 
2300 volts. The transformers are protected by electrolytic, aluminum- 
cell lightning arresters, horn gaps, and choke coils. High and low-tension 
busses, together with fuses, choke coils and air-break horn-gap switches 
with their remote-control operating mechanism are mounted on a sub- 
stantial structural-steel tower 25 ft. (7.6 m.) in height. 


MINE SUBSTATION 


The transformer substation is adjacent to a pressed-brick building 
that houses direct-current substation equipment together with switch- 
boards, etc., for the control and distribution of power. This building 
also contains the hoist for the men and supplies. 


Main Switchboard 


The 2300-volt circuit is carried underground in a conduit from the 
transformer substation to an oil switch in the substation and supply hoist 
building. This is the main switch controlling the 2300-volt busbars 
mounted back to a twelve-panel black-slate switchboard. From the 
switchboard, 2300-volt circuits are carried to transformers feeding the 
street and house lighting systems and to other transformers furnishing 
power for the elevator and lighting circuits in the store building. Other 
2300-volt circuits run from this switchboard to the main hoist building, 
fan house and auxiliary or man-and-supply hoist. High-tension wiring, 
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including current transformers, connections to oil switches, etc. at the 
back of the switchboard are painted vermillion, while the low-tension 
connections and wiring are painted black. 

A part of the remote-control mechanisms for the oil switches back 
of the main switchboard are mounted on a sub-floor. To make this 
mechanism readily accessible for the purpose of inspection or adjustment, 
removable floor slabs of reinforced concrete were made to fit in behind 
the switchboard flush with the main floor. 


Motor Generators 


Direct current for the mine circuits is supplied by two motor-generator 
sets, which are arranged to operate singly or in parallel. Each set con- 
sists of a 433-hp., 2200-volt, three-phase, 60-cycle, synchronous motor, 
direct connected to a 300-kw., 275-volt; compound-wound, direct-current 
generator. 

Mine Feeder Circuits 


The main switchboard has two panels for the feeder circuits to the 
mine. One of these panels controls the underground circuit for coal- 
cutting machines and the other the circuit that will feed the trolley 
system, when the development of the mine makes it necessary to supplant 
mules and a storage-battery locomotive with motor haulage. 

Two 500,000 cir. mil cables with 1000-volt, varnished, cambric insula- 
tion were used on each of the positive and negative sides of both the 
trolley and machine feeder circuits. These circuits are carried down the 
air shaft in rigid iron conduits that are clamped to the concrete shaft 
lining. All eight cables are suspended from a wooden spool near the 
top of the shaft collar. The negative lines are connected to a permanent 
ground underneath the substation floor. 


Auxiliary Hoist 


The hoisting equipment at the air shaft consists of a Vulcan hoist, 
with cylindro-conical drum, with herringbone gear drive from a 250-hp., 
2200-volt, induction motor with wound rotor. The control equipment 
is so designed that the motor cannot be accelerated beyond a fixed rate. 
The hoisting engineer may throw his master switch or controller lever 
into the full on-position, but accelerating relays will allow magnetic 
switches controlling the resistance in the secondary circuit to close only 
at a predetermined rate. In addition, the hoist is fully protected by 
automatic safety devices to prevent overwinding or overspeeding. Limit 
switches are placed in the headframe at the height beyond which it is 
unsafe to hoist the cage; these switches give a second protection against 
overwinding. A device on the hoist framework shows when the links 
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of the brake rigging require tightening. All of these safety features are 
so connected with the control circuit of the hoist that should any one of 
them operate, power will be cut off from the hoist motor and the air 
brake will set on the drum. 

A Webb trip recorder, with belt drive from the drum shaft, gives a 
24-hr. record of hoisting. It records graphically the time consumed for 
each hoist and the time between hoists. It is arranged to indicate when 
inspections of the cages have been made and also may be connected to 
show whether or not signals have been given from the landings. 


Temporary Lamp House 


One corner of the substation is temporarily fitted as a lamp house. 
Charging racks and equipment for maintenance and repair of the miners’ 
Edison electric cap lamps have been installed as well as equipment for 
the care of Koehler flame safety lamps. 


Safeguards 


An inspection of the substation will show that little expense has been 
spared to make the equipment safe to work about. Heavy rubber mats 
before the switchboard and around the motor-generator sets reduce the 
hazard of electric shock to the station attendant. Entrances to the 
back of the main switchboard and hoist-control switchboard are closed 
with expanded-metal gratings. Exposed revolving parts and terminals 
of the motor-generator sets are guarded. The hoist is protected in much 
the same manner. Automatic safety gates close the cage landings as 
soon as the cages leave the landings. 


Fan HovuseE 


The fan house is a roomy pressed-brick building in which is installed 
a 200-hp., 2200-volt, variable-speed, induction motor belted to a large 
ventilating fan. It is the intention to replace the 200-hp. motor with 
one of 300 hp., when the mine is more fully developed. A fuel-oil engine 
has been provided; by means of clutches a quick change may be made 
from motor to engine drive in case of failure of power or damage to the 
motor. The belts, rotating parts, and back of the fan-starting panel are 
enclosed by railings or expanded-metal guards. 

Alternating current at 2300 volts is supplied to the main hoist building 
by a transmission line anchored at one end to the transformer substation 
tower and terminating at a wooden pole just outside the hoist building. 
The circuit is carried down the pole and into the building in conduit and 
branches out to two sets of three disconnecting switches. The transmis- 


sion line has protection against lightning by the use of Peirce “ Universal”’ 
lightning arrestors. 
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Main Horst 


The main hoist is the first Ilgner-Ward-Leonard hoisting installation 
in the Pittsburgh district, having been in productive operation since 
the second week of last eS Although the advantages of the Ilgner- 
Ward-Leonard system of electric hoisting have been known for a long 
time and a large number of hoists operating on this system have been 
installed in this country, its application is me more extensive abroad, 
particularly in continental Europe. 

In the Ward-Leonard system, the’ Wading drum is driven by a 
shunt-wound direct-current motor, either direct-connected or geared to 
the drum. The hoist motor receives power from a separate shunt- 
wound generator, to which it is direct connected electrically, the gen- 
erator is usually driven by an alternating-current motor of the wound- 
rotor induction type. Excitation for the fields of the hoist motor and 
generator is supplied by a low-voltage exciter, forming part of the motor- 
generator. 

By varying the field strength of the separately excited generator, and 
thereby the voltage applied to the hoist motor, the speed of the motor is 
controlled, the motor field has full strength throughout the operating 
cycle. By reversing the field of the generator, its polarity is reversed 
and consequently the direction of rotation of the hoist motor. Asthe 
control is affected by variation of the generator-field current, which even 
at the lower exciting voltage is very small compared to the main armature 
currents, the heavy rheostatic losses that occur during the accelerating 
and retarding periods with other forms of control are avoided. With 
hoists, such as the one under discussion, designed to operate continuously 
on a fast cycle, the accelerating and retarding periods make up a large 
part of the time and reduction in losses during these periods result in 
considerable economy in the daily power consumption even when con- 
sidering the added losses in the motor generator. 

By the addition of a flywheel to the motor-generator set and an auto- 
matic regulating device to vary the speed of the wound-rotor induction 
motor driving the set, the heavy peak loads taken by the hoist can be 
reduced or fully equalized, resulting in a practically uniform demand. 
The addition of the flywheel to the motor-generator set produces what 
is known as the Ilgner-Ward-Leonard system. In practically every 
instance, the motor-generator set is designed for full equalization, the 
few exceptions being those cases in which the operating cycle is of such 
long duration as to require an excessively heavy flywheel. 

On any one point of the controller, the speed-torque curve of the 
hoist motor shows a practically uniform and comparatively small change 
in speed over a wide range in load, either motoring or regenerating. The 
superiority of the Ward-Leonard system over the induction motor for 
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hoists is largely due to this characteristic. Smooth and efficient electric 
braking is obtained by reducing the generator voltage, causing the motor 
to regenerate and drive the generator of the set as a motor, storing energy 
in the flywheel or returning it to the line. Complete control of the motor 
is thus obtained throughout the operating cycle and the mechanical 
brakes are little used except for holding the hoist at rest. 

In general, the Ilgner-Ward-Leonard system is used for those hoists 
that operate at such speeds as to require a highly accurate and reliable 
form of control, or where the resulting economy warrants the additional 
investment. In many cases, the high peaks would so disturb the opera- 
tion of the other apparatus operating from the same system, or result in 
increased charges when power is purchased under rates penalizing peak 
loads, that the addition of equalizing equipment is necessary. 


Duty 


The operating conditions of the Coverdale hoist, on the basis of which 
the equipment was designed, are as follows: 


Totablttae aoeges eee tee eee eee _ 405 ft. 
Inclination of shaft to horizontal................. 90° 
Wieicht obca teirias see aian ts cae ee ee i eee 20,000 Ib. 
Weight of loadu(Coal ac. een aiecee ne eee 10,000 lb. 
Weight orloncds(Slate) ase am eae tee teen 16,000 lb. 
Weightroficars ahem aces ca cicm rennet aie enacts 5,000 Ib. 
Diameteriolinepesskee Geek Lee ee oe Se eee 134 in. 
Wieightiolirape men toote ee eee en ee ee 4.85 lb. 

A bniger-WeyeebablivW eye, mane lec rin cioie 2 eheots Single cylindro-conical 
Diamebercor Gun: «sca cenit eis ene ee ee OCton LY ft. 
Wek? of rotatingihoist parts: see eee eee 750,000 lb.-ft.? 
IM Er-chalpeuagCohyunnd secessh. ob conc auaceacagceonccex 45 r.p.m. 
Operation. :sianhia take see a eee Balanced 


The cycles of speed and motor output calculated from these conditions, 
with an additional curve of the motor output obtained when hoisting 
the heavier load of slate, are shown by Fig. 1. As the controller is 
provided with automatic relays that limit the current taken by the 
hoist motor during the accelerating period, the same peaks are 
obtained under the two conditions of loading but a longer time is 
required to accelerate the heavier load to full speed. 

This hoist is used only for handling coal and slate, an auxiliary induc- 
tion-motor hoist handles men and supplies. The equipment is designed 
for continuous operation in accordance with these cycles with a short 
interval for caging, and to insure continuity of service a temperature 
rise of 40° was guaranteed for all the main electrical equipment. A slip 
regulator will hold the power input at a practically constant value when 
adjusted for the service; the power output required varies considerably 
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with the tonnage hoisted. When hoisting coal continuously at the rate 
of 600 tons per hour, the input from the line will be approximately 550 
hp. The estimated over-all efficiency under this condition is approxi- 
mately 44.5 per cent. and the power consumption 0.69 kw.-hr. per ton. 
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Fia. 1—CyYcLEes OF SPEED AND HOISTING-MOTOR OUTPUT, 


Description 


The main shaft is of rectangular section with semicircular ends, and 
is concrete-lined a distance of 340 ft. (103.6 m.) from the landing blocks 
to the collar. It is surmounted by a steel headframe, which forms part 
of the tipple structure, the additional 65 ft. (19.8 m.) to the dumping 
position making the total lift 405 ft. (123.4 m.). Each of the two hoisting 
compartments contains a Lepley self-dumping cage designed to carry 
two cars side by side on a single deck, the cars being held rigidly in 
position by wheel clamps until released as the descending cage reaches 
the landing blocks. 

The hoist is of the end-lift type, the equipment being installed in a 
substantial brick building of two rooms located on a line with the long 
dimension of the shaft. One room contains the hoist; the other, which 
is of equal size, contains the contractor panel, flywheel motor-generator 
set, slip regulator, switchboard, and auxiliaries. 

The hoist drum is of the cylindro-conical type, having two cylindri- 
cal sections 9 ft. (2.7 m.) in diameter, two conical sections, and one 11- 
ft. (3.4 m.) cylindrical section in the middle. The drum is cast in two 
sections, bolted together at the middle, the plane of the split being at 
right angles to the shaft. The surface of the drum has machined grooves 
for 2.84 active turns on each of the small cylinders, together with the 

neccessary number of holding turns, five turns on each conical section, 
and 4.84 active turns on the large cylinder; part of this section is used 
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for both ropes. A brake tread is bolted to each end of the drum, pro- 
vided with paraltel-motion post-type brakes, which are set by weights 
suspended in guides beneath the floor. One of these brakes is for 
emergency use only; it is released by a hand lever and is held by a 
rachet during operation. The other brake is released by an air cylinder, 
served by a motor-driven air compressor, and is controlled by a second 
lever on the hoist platform. A normally excited solenoid is used to 
release a weight and set this brake in case the solenoid circuit is broken by 
any of the protective devices. The brake is also provided with a switch 
to compel adjustment as it becomes slack by the wearing down of 
the lining. 

The drum is driven through single reduction herringbone gears, the 
gear unit being enclosed in a steel case. The drum and gear are mounted 
on a single shaft supported on three split pedestal bearings with oil-ring 
lubrication. The pinion shaft is carried in three similar bearings, an 
extension of this shaft being provided with a small band brake. A 
Francke flexible coupling is used to couple the motor to the pinion shaft. 
The complete hoist, including the motor, is mounted on a single cast-iron 
bedplate. 

The hoist is driven by an 850-hp., 350-r.p.m., 600-volt, shunt-wound, 
direct-current motor. The motor has eight main poles with coils wound 
for 250-volt excitation, and eight commutating poles, insuring excellent 
commutation at the overloads obtained during acceleration. The 
armature rotates in two split pedestal bearings provided with oil-ring 
lubrication. The armature has a WR? of 16,000 lb.-ft. The frame is 
of cast steel in two sections bolted together on a horizontal diameter, 
the height of the motor being 5 ft. 83g in. (1.7 m.) and the total weight 
23,000 Ib. (10,433 kg.). 

The hoist motor receives power through a flywheel motor-generator 
set consisting of a direct-current generator, exciter, and flywheel driven 
by a wound-rotor induction motor connected to the 2200-volt line. The 
generator of this set has a continuous rating of 750 kw., 880/790 r.p.m., 
600 volts, and is provided with six main poles with coils wound for 250- 
volt excitation and six commutating poles. As this machine must 
commutate the overloads during the accelerating period with a field 
varying from zero, at the beginning, to a maximum, at the end, a compen- 
sating winding is placed in slots in the face of the main poles insuring 
excellent performances under this severe condition. 

The induction motor driving the set is rated 500 hp., three phase, 60 
cycles, and has an eight pole winding with a synchronous speed of 900 
r.p.m. This motor is of the wound-rotor type with a three-phase second- 
ary connected to the slip regulator to limit automatically the input to 
the set. 


The flywheel, located between the motor and the generator, has a 
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weight of 20,000 Ib. (9072 kg.) and a diameter of 8 ft. (2.4 m.) so that the 
peripheral speed at synchronism is 22,600 ft. per min. (10,251 m.). The 
drop in speed at the end of the coal-hoisting cycle is approximately 9 
per cent. and 15 per cent. when hoisting slate. The wheel is constructed 
of }4-in. rolled steel plate riveted together between 1-in. end plates and 
machined over the entire surface. A reinforced steel case encloses it 
above the bedplate to protect attendants frem injury and to reduce 
windage. 

The exciter armature is bolted to an extension of the generator shaft, 
the frame being carried on a pedestal forrning part of the bedplate. The 
exciter has a continuous rating of 12.5 kw., 250 volts, supplying excita- 
tion to the fields of the hoist motor, the generator, and the contactor 
coils of the controller, the latter requiring a comparatively small amount 
of power. An overspeed device is mounted on the induction-motor end 
and arranged to trip the main coil circuit breaker if the speed of the set 
rises very much above synchronism, although this protection is hardly 
necessary in the present case. 

The rotating elements of the motor-generator set are mounted on 
three sections of shaft carried in four split-pedestal bearings, two of which 
are located at the outside ends of the motor and generator, the remaining 
two supporting the flywheel at the middle of the set. The small exciter 
shaft is bolted at one end to the generator shaft and carried at the outside 
in a bracket bearing. The flywheel is mounted on a short section of 
shaft solidly coupled outside of its two bearings to the shafts of the motor 
and generator, the half-couplings being forged integral with the shafts. 

The four pedestal bearings have split cast-iron shells lined with babbit 
and provided with both gravity feed and oil-ring lubrication. The 
bearings are fed from a gravity tank located about 15 ft. (4.6 m.) above 
floor level, the overflow from the bearings being piped to a tank below 
the floor, where it is filtered and then returned to the gravity tank by a 
small motor-driven pump. In addition to gravity feed, the shells of the 
two flywheel bearings are cored out and supplied with cooling water 
obtained from a pressure and cooling tower outside the building to which 
the warm water is returned by a small centrifugal pump. This system 
also supplies circulating water to the cooling coils of the liquid slip 
regulator. 

The entire set is supported on a single cast-iron bedplate on a concrete 
foundation of sufficient size and depth to insure permanent alignment. 
The pedestal at the induction-motor end of the set is carried on a remov- 
able bridge bolted to the bedplate to allow the stator to be shifted, if 
necessary to inspect the windings. The complete motor-generator set 
is 21 ft. 934 in. (6.7 m.) long, 9 ft. (2.7 m.) wide, 6 ft. 2in. (1.9 m.) high, and 
weighs 66,850 pounds. 

The set was guaranteed to start from rest with an input not exceeding 
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114 times the full load rating of the induction motor (500 hp.) and in service 
starts at slightly above this full-load value. In case it is desirable to 
decrease this demand, provision has been made in the flywheel bearings 
for connection to a high-pressure oil pump to supply oil pressure under 
the shaft before starting. The input to the set running light at full 
speed with no load on the exciter is approximately 50 kw. 

The collector rings of the induction-motor driving the set are con- 
nected electrically to the three terminals of an automatic slip regulator 
adjusted to limit the input to the set to the proper value. The slip 
regulator is essentially an adjustable three-phase liquid rheostat in the 
secondary of the motor, the resistance of which is automatically varied 
within limits when the current input to the set tends to change from the 
value for which the regulator is adjusted. The regulator consists of a 
rectangular iron tank with three insulating wooden pots suspended from 
the bottom, the tank and pots being filled with an electrolyte made up 
of a solution of sodium carbonate (soda ash) in water. 

In the bottom of each pot is a stationary plate, or electrode, connected 
through a terminal on the outside to one of the collector rings of the motor. 
The terminals are made in the form of valves for draining the tank when 
necessary, a pit being provided under the regulator to receive the elec- 
trolyte. Three movable plates suspended in the pots from a horizontal 
steel bar, which serves also as a common electrical connection, form the 
star point of the adjustable three-phase resistor. The movable plates 
are suspended from one end of an arm carried on the shaft of a torque 
motor mounted on top of the tank, the weight of the plates being partly 
counterbalanced. 

The torque motor is a small, three-phase, wound-rotor motor without 
slip rings, designed to rotate through a small angle, the primary of the 
motor receiving power from current transformers in the alternating- 
current line to the motor-generator set. The torque of this motor 
accordingly varies with the square of the line current and when this 
current tends to exceed a predetermined value, the torque overcomes the 
unbalanced weight of the movable electrodes increasing the separations 
between movable and stationary electrodes. This introduces resistance 
in the secondary of the main induction motor, which increases its slip, 
allowing the flywheel to slow down and assist the motor in supplying 
power to the generator. When the current tends to fall below the pre- 
determined value, the torque motor will not be able to hold the unbalanced 
weight and the resistance will automatically decrease, energy being 
stored in the flywheel as the set speeds up. When the set is running at 
full speed and the hoist is idle, the movable and stationary plates are 
practically together, the resistance is low, and the losses light. Cooling 
coils are immersed in the electrolyte through which water is circulated 
to carry away the heat developed during normal operation. 
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The regulator is adjusted to operate at any desired current by means 
of four taps (80 to 150 per cent.) on the secondaries of the current trans- 
formers supplying the torque motor and by weights counterbalancing the 
movable plates, permitting adjustment for low input during development. 
When adjusted for the proper value, as determined by the service, the 
regulator will hold the demand to a practically uniform value. 

The slip regulator is also used as a liquid rheostat to start up the set, 
and is provided with a low voltage release Be a contact connected in the 
circuit of the lockout coil on the main oil circuit breaker, which prevents 
starting the set until the plates are at maximum separation. 


a — tao 


Fic. 2.—MAIn-HOIST MOTOR-CONTROL EQUIPMENT. 


The control equipment consists, essentially, of a vertical-handle 
reversing-drum master controller on the hoist platform and a small mag- 
netic contactor panel located in the motor-generator room, as shown in 
Fig. 2. By means of this equipment complete control of the hoist motor 
is obtained by varying the field of the direct-current generator, the 
armatures of the two machines being connected solidly together 
electrically, with only an overload relay in the armature circuit. The 
wiring diagram of the controller is shown in Fig. 3. 

The contactor panel includes a two-pole exciter circuit breaker, 
four mechanically and electrically interlocked reversing contactors for 
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the generator field, accelerating contactors to increase the strength of 
the generator field, motor-field weakening contactors, automatic current- 
limiting relays, and the necessary interlocking relays. An exciter over- 
load relay is mounted on the panel while the main overload relay is 
located on a small separate slate. 

The hoist cycle is started with maximum motor field and weak 
generator field; the first point of the master controller closes one set of 
generator-field reversing contactors and each successive point one of the 
accelerating switches. If the master controller is moved suddenly to 
the full on-position, an automatic accelerating’relay of the Tirrel type 
with contactors working on a separate section of resistance in the gen- 
erator-field circuit prevent too rapid an increase of field strength and 
limit the accelerating current to the proper value. Reduced speed opera- 
tion is obtained on any point of the master controller, fifteen speed points 
being provided. The motor field is forced during the accelerating period, 
a contactor opening when the motor is about up to speed providing one 
point of motor field control. To reduce heating, the motor field is 
weakened in the off-position of the controller, the field remaining partly 
excited, however, as long as the exciter circuit breaker is closed. When 
first starting up after this circuit breaker has been opened, a small relay 
prevents exciting the generator field until the motor field has increased 
to a safe value. 

To retard the hoist, the master controller is moved to the off-position, 
decreasing the generator field and providing regenerative braking. 
Separate relays similar to the accelerating relays prevent too rapid decline 
of generator field and are adjusted to hold the retarding current to the 
proper value. The current-limiting relays effectively prevent over- 
loading the equipment if the master controller is suddenly moved to the 
full on-position, returned to the off-position, or reversed. This makes a 
reliable and satisfactory form of controller that requires little attention 
and effort on the part of the hoist operator, obviously of great advantage 
on hoists, such as the one under discussion, having cycles of short dura- 
tion that are rapidly repeated throughout the day. : 

A traveling-nut limit switch driven by the hoist provides two auto- 
matic slow-down points in each direction of travel, opening the accelerat- 
ing contactors in two sections. This switch is also provided with limit 
contacts and an overspeed device that opens the exciter breaker and sets 
the brake in case the hoist is allowed to pass the limit of travel or over- 
speed. The limit switch is supplemented by switches of the track type 
installed on the headframe and operated by the cages. A small drum 
back-out switch mounted on the hoist platform permits operation only 
in the reverse direction in case of overwind. An emergency-stop button 
is also provided by means of which the operator can instantly open the 
exciter circuit breaker and set the brake. 

VOL, LXVI.—36. 
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The switchboard equipment consists of an incoming alternating- 
current line panel and an exciter panel located near the motor-generator 
set and a small panel on the hoist platform with a double-scale zero- 
center direct-current ammeter and voltmeter. The alternating-current 
panel includes the necessary meters and a double-throw oil circuit breaker 
for connecting the induction motor to the line and for plugging the motor 
in case it is necessary to stop the motor-generator set quickly. The 
exciter panel includes an ammeter and voltmeter and a voltage regulator 
to hold the exciter voltage constant as the motor-generator set drops 
in speed. 

The same careful attention to safety features that was given to 
equipment in the substation is also found in the guards and railings used. 
in the main hoist building. 


TIPPLE 


The tipple is of substantial steel and concrete fireproof construction. 
The self-dumping cages are a little out of the ordinary in that they ac- 
commodate two pit cars of 5000 lb. capacity side by side instead of only 
one. After being dumped, the coal passes into weigh pans under the 
weigh house at the top of the tipple. From these it goes to the shaker 
screens, or it may be diverted into the mine-run chute. 

Another departure is the use of circular picking tables instead of the 
straightaway type; this type of table permits of a compact arrangement 
of equipment in the tipple. When slate and rock are hoisted, air-operated 
gates in the top of the tipple direct them into a bin whence they are taken 
to the dump by an electrically driven larry. 

Three 3714 kv.-a. transformers in the generator room of the hoist 
building furnish alternating current at 220 volts to the tipple for power 
purposes. There are two 50-hp. motors in the tipple; one drives the 
shaker screens and the other is connected to the picking tables and 
loading booms. Each of the loading booms has a 5-hp. motor for raising 
and lowering. Besides, one 6.8-hp. motor operates an air compressor and 
a 5-hp. motor the conveyor that carries the picking-table refuse to the 
rock bin. As far as practicable all wiring in the tipple is enclosed in rigid 
iron conduit and there are no open switches for the men to handle. 


SIGNAL SYSTEM 


A rather complete signal system is installed in the tipple and con- 
nects with the hoist room and shaft bottom. For signaling and com- 
munication from the shaft bottom to the hoisting engineer and the top 
man, the familiar pneumatic signal is used. The top man signals the 
hoisting engineer for cage movements by a push-button operated 
electric bell. 
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When rock is to be hoisted, the man at the shaft bottom presses one 
or two push buttons corresponding to the location on the cages of pit 
cars with rock. A bell in the top of the tipple rings and a red light shows 
over each car carrying rock until the cage is dumped. This signal is 
designed to warn the top man in ample time so that he may throw the 
fly gates into the proper position and thus avoid sending rock into the 
weigh pans or coal into the rock bin. A klaxon horn sounds at the same 
time that the bell rings, so that the tipple ae will be on the alert 
should any rock get through the weigh pans. 

Another system of signals with push-button operated klaxons enables 
the man on the loading platforms to signal for stopping and starting of 
loading machinery, shaker screens, etc. when shifting cars or for any 
other reason. 

An important factor in deciding the type of equipment for the main | 
hoist was the increase in generating and transmission equipment that 
would have been required to operate the hoist by an induction motor. 
This, together with the operating advantages of the Ilgner-Ward-Leonard 
system, led to the adoption of the hoisting equipment described. At the 
present time, the mine has not been developed toa_ sufficient extent to 
work the main hoist to capacity, but in ease and accuracy of control the 
equipment is demonstrating its superiority. 
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Automatic Substations Used in Coal Mining 


By R. J. Wenstey,* East PirrspuraH, Pa. 


(Wilkes-Barre Meeting, September, 1921) 


Tue use of small substations for the supplying of 275-volt energy to 
the locomotive and cutting machines in coal mines is a well-established 
practice. A few years ago, when labor costs were lower, these substations 
~ were located as near to the load as possible, and an operator was provided 
for each station. This practice has now become so expensive that sub- 
stations are being located with reference to other mining machinery, 
such as hoists or pumps, so that one operator can look after both. Some- 
times the substation is operated by one whose duties make him traverse 
quite a large area. In such cases the interruption of alternating-current 
supply may produce a long interruption in the direct current, as the 
station cannot resume service until this man reaches it. Such interrup- 
tions interfere seriously with production and may easily counterbalance 
the supposed saving gained by such operating methods. 

The grouping of substations for convenience in operating may also 
result in excessive copper loss and consequently poor trolley voltage, 
with its attendant evils of low locomotive speeds and increased locomo- 
tive motor maintenance. The speed of the coal-cutting machines will 
also be reduced. By relieving the substation of its burden of the operat- 
ing labor cost, the most economical location, from an electrical stand- 
point, may be chosen. 

The matter of machine insurance should also be considered. If an 
attendant is caring for several kinds of equipment, he cannot watch the 
machine continually for signs of trouble; therefore, continued overload, 
phase failure, low alternating-current voltage, bearing trouble, etc. 
may result. Some partly automatic equipments have been installed; 
these have protection against low voltage, reverse current, and bearing 
trouble and are provided with automatic reclosing circuit breakers. 
This is a step in the right direction but it does not go far enough to give 
first-class machine insurance. 

The saving in maintenance costs is often the smallest item, when con- 
sidering the automatic substation as machine insurance. When the 
coils in a machine are roasted out, due to continued overload or to opera- 
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tion under abnormal alternating-current conditions, the loss in production 
will easily offset the repair bill in most instances. Automatic control 
allows the installation of the substation above ground, when the mine is 
not too deep, but the location depends largely on local conditions. In 
some cases the topography of the country is such that an inside station 
would be much more accessible than an outside one, and vice versa. 
The most economical method of getting éurrent into the mine is by 
the use of overhead lines and drill holes directly above the desired point 
of feed. If the substation is installed in the mine, there will be a triplex 
cable in the drill hole usually working at 2200 volts, although a few 
mines use higher voltages. If the substation is installed on the surface, 
the direct-current cable is placed in the hole. 

The surface location has many advantages, one being the lower 
installation cost. Inside installations usually require concrete and steel 
work and in many cases considerable excavation of rock. The substa- 
tion location must be such as to receive an ample supply of cool fresh air. 
The control wiring must be carefully done and usually with lead-covered 
cable, for sulfur water is often present. The installation of the machine 
is frequently difficult as it must be dismantled so that the largest piece 
can be handled by the hoist or to pass through the available openings. 
If the substation is placed on the surface, an inexpensive house may be 
used and the machine may be set on the floor just as it comes from the 
factory. There will be no dampness to cause deterioration of the equip- 
ment, and no ventilation difficulties; also expensive runs of high-tension 
cable are avoided as the lines may be run overhead. 


REMOTE-CONTROL OPERATION 


The most convenient method of automatic operation is by remote 
control through the high-tension feeder. For the most reliable operation, 
it is necessary that each substation have an independent feeder. Then, 
the stations may be started by closing the oil switch at the point of origin 
of the feeder; an ammeter installed at this point will show the attendant 
what is happening at the substation. If to reduce the first cost it is 
necessary to put more than one station on one feeder, a series of time- 
element relays can be used to start the machines at short intervals, 
so as to avoid the surge otherwise caused by simultaneously closing the 
starting switches of several sets. The stations may also be started by 
voltage relays connected to the trolleys and shut down by under-current 
relays in the machine circuits. This is a more expensive method and is 
warranted only when the power cost is high. Time switches may be 
used to start the stations according to a definite schedule if desired. 
Control may be had from pilot wires run to convenient points where 
attendants are always available. The simplest method is the use of a 
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starting button at the door of the substation, to be operated by the first 
man in and shut down by the last man out. This method, while 
inexpensive, is cumbersome and not to be recommended except in 
special cases. 


Desianina Mine Automatic EQUIPMENT 


In designing automatic equipment for mining service, the manu- 
facturer must take into account the usual lack of technical training in 
the maintenance crew and must seek extreme simplicity. The installa- 
tion of a mining substation is usually of a semipermanent character 
and operators are reluctant to install expensive or complicated equipment 
that, in a relatively few years, must be moved to a new location or 
scrapped. At first the tendency of the manufacturers was to offer an 
elaborate equipment of the railway type modified only as to voltage; 
later, as the operating conditions were not as severe and the standard of 
service was not as high as in the railway field, a special line of automatic 
control was developed for mining service. 

This equipment, for the control of a 200-kw. synchronous motor- 
generator set is on two panels. The wiring is self-contained so as to 
avoid the necessity of complex control circuits apart from the panels. 
The only wiring, apart from the main motor and generator leads, is the 
control circuit from the control transformer and the bearing thermostat 
connections. The panels are wired at the factory so as to reduce the 
installation cost to a minimum and to avoid errors. This equipment is 
designed to operate on an individual high-tension feeder; it starts when- 
ever alternating-current is thrown on the line and is shut down by opening 
the alternating-current feeder. The direct-current generator is con- 
nected to the line through an automatic reclosing circuit breaker, which 
opens on short circuit or excessive overload and recloses when the cause 
of the trouble is removed. This may be when a broken trolley wire is 
picked up or removed from the rails or the locomotive operators throw off 
their controllers. It is possible to substitute, for this breaker, the stand- 
ard railway equipment, consisting of a number of contactors each short 
circuiting a portion of a current-limiting resistance. These contactors 
are arranged to open one at a time until the overload is limited to within 
the commutating capacity of the machine. By using this scheme, the 
locomotives are kept in motion at reduced speed until the current drops 
below the setting of the overload relays, when the contactors will again 
close, thus cutting the resistors out of circuit. This equipment costs 
somewhat more than the type using the automatic reclosing breaker and 
therefore will not be in as great demand. 

In large operations, the best service insurance is obtained by the use 
of a series of automatic section switches to isolate portions of the trolley, 
thus allowing the remainder of the operation to proceed. Where feasible, 
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Fig. 2.—REAR OF CONTROL EQUIPMENT OF AUTOMATIC SUBSTATION. 
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additional reliability may be insured by running separate direct-current 
feeders from the substations for the coal-cutting machines; this is to 
prevent stoppage of the actual mining operations in any given section 
in case of trouble with the trolley. 


Cost or AUTOMATICALLY CONTROLLED SUBSTATIONS 


There is a feeling among coal operators that automatically controlled 
substations are too expensive for the average mine. This is not at all 
true. A 200-kw. set with 2200-volt 60-cycle synchronous motor 
and 275-volt direct-current generator with manual switching would 
sell at the present time for approximately $6150. The same machine 
with the simplest type of automatic control will sell for approximately 
$8350. This difference of $2200 capitalized at 20 per cent. per year 
will give an annual charge of $440, which is far less than the wages of a 
man to operate the station for even one shift per day. If the operating 
labor is kept below this point by giving only occasional attention to the 
station, serious interruptions are invited as previously mentioned. But 
in addition to the saving in wages the automatic station does the right 
thing at the right time much better than it could possibly be done by 
manual operation. 


First AUTOMATICALLY CONTROLLED SUBSTATION 


The first coal mine to adopt automatic control for substation equip- 
ment is that of the Lincoln Coal Co. at Nant-y-Glo, Cambria County, Pa. 
This is a 200-kw. synchronous motor-generator set located in a room 
about 2 miles from the mouth of the drift and about 500 ft. under the 
surface. The 2200-volt three-phase power is supplied from the surface 
through a 5-in. drill hole in which a triplex cable is installed. The station 
is started by the first locomotive runner in the morning and is shut down 
by the last man trip out at night. This is accomplished by a single small 
knife switch. It operates continually during the day. If alternating- 
current should fail, it will shut down but immediately after the alternating 
current service is restored, the station will start and go on the line in a 
few seconds. This one feature alone, in a busy mine, warrants the slight 
extra investment in the automatic equipment. 

Figs. 1 and 2 illustrate the front and rear of the control equipment of 
an automatic substation installed during the summer of 1921. 


DISCUSSION 


W. B. Fuynn,{ Philadelphia, Pa—On one of the properties in which 
the Day & Zimmermann Co. is interested, the automatic stations give 
considerably less trouble than the manual-controlled stations, doubtless 
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because of the elimination of the personal element. In the case of sub- 
stations we are erecting for a traction road in Ohio, the manual-controlled 
stations cost about $22 per kilowatt of installed rotary converters, while 
the automatically controlled stations cost about $32 per kilowatt of 
installed converters. The saving of wages of station operators will of 
course more than offset the interest on this additional investment.” 


GrauamM Bricut, East Pittsburgh, Pa—This paper covers largely the 
automatic substation for mining, but automatic application of electrical 
equipment will no doubt go further than the substation. At one of the 
Lehigh Valley mines, some of us saw today an automatic fan equipment 
which has recently on installed. In case power goes off, the fan shuts 
down but as soon as power comes on again the fan automatically starts 
up, requiring no attention except an inspection possibly once a week. 
There are other applications, such as pumps, compressors, etc. that could 
well be operated by automatic control equipment, so that in the near 
future we can expect to see some rapid advances made in the application 
of automatic equipment in other locations than the substation itself. 


Epwin Luptow, New York, N. Y.—At a quarry of the Bessemer 
Limestone Co. near Youngstown, Ohio, 1400 tons of rock were conveyed 
daily from the quarry to the crusher by four different power cars operated 
by a man standing in a tower. These cars traveled up and down hill, 
went into a siding, stopped, etc. entirely under the control of this one man. 
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Electric Power a Factor in the Anthracite Field 


By W. A. Tuomas, Scranton, Pa. 


Wilkes-Barre Meeting, September, 1921) 


Srram is, and doubtless always will be, the basic power in the anthra- 
cite industry, either directly applied through engines and pumps or 
electrically. The rapidity with which electric power is being applied to 
the mining and preparation, of anthracite leaves little doubt as to its 
utility and economy. There is practically no operation, except possibly 
the drilling of hard rock, that has not been successfully electrified and the 
matter of drilling is handled economically with electrically driven com- 
pressors and the standard compressed-air drills. 

Conservation and the seemingly ever-increasing cost of production, 
justify careful consideration of the possible results of the more extensive 
use of electric power in the industry. It is not planned to discuss, 
herein, the relative economies of individual applications but to consider 
the relative economy and flexibility of steam and electric power. 

The reports available for the year 1920 indicate a production of 
slightly over 80,000,000 tons of anthracite, of which 8,843,500 tons 
were used for power and heating purposes; in other words, over 11 per 
cent. of the production was used at the mines. Some of this was used 
to generate electric power at the mines, about 160,000,000 kw-hr., while 
150,000,000 kw.-hr. was purchased from the public utility companies. 

One large producer, who is buying some electric power and generating 
some, used over 13 per cent. of the production for power and heating at 
the mines. Another producer, where considerable electric power is 
generated on the properties, is using less than 9 per cent. of the output 
for power and heating. One of the largest producers has a fuel consump- 
tion of over 15 per cent. of the output, besides which considerable power 
is purchased. 

A careful study of the field indicates that steam-operated plants 
use upwards of 13 per cent. of the production for power and heating, 
while electrically operated plants use about 1 per cent. for heating; 
so that, for steam-power purposes at least 12 per cent., or 268.8 lb., are 
used for power out of each ton produced. 

In the complete electrification of anthracite mining operations, no set 
rule can be given for the power requirement, in kilowatt-hours per ton, 
as conditions vary widely in the matter of pumping, ventilation, and 
transportation, but the following cases are given as a basis of determining 
a range and a possible average power requirements: 
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Case A.—Middle field; annual production 600,000 tons; very little 
pumping and power ventilation; completely electrified, except stripping 
shovels and locomotives; power consumption, 5 kw.-hr. per ton. 

Case B.—Northern field; production 525,000 tons per year; pumping 
and power ventilation conditions slightly below the average; complete 
electrification except outside haulage; power consumption, 12 kw.-hr. 
per ton. ’ ; 

Case C.—Northern field; annual production 440,000 tons; average 
conditions as to pumping and ventilation; completely electrified; power 
consumption, 12 kw.-hr. perton. = * ; 

Case D.—Northern field; annual production 380,000 tons; heavy 
pumping and ventilation; estimated consumption after complete elec- 
trification, 27 kw.-hr. per ton. 

Case E.—Middle field; group of operations aggregating 1,000,000 
tons output per year; very heavy pumping and ventilation; power 
consumption, with complete electrification, is estimated to be 27.2 
kw.-hr. per ton. 

With a minimum of 5 kw.-hr. per ton and a possible maximum of 
30 kw.-hr. per ton, it would appear that 20 kw.-hr. per ton would be 
a conservative average value for electrified operations. 

The large central station consumes from 3 to 444 lb. of No. 3 
Buckwheat coal per kilowatt-hour at the switchboard, so 5 lb. per 
kilowatt-hour at the mine metering point will more than cover the 
central-station requirement for delivered power. With 20 kw.-hr. 
per ton, this gives us 100 lb. of fuel per ton production at electrified opera- 
tions, as against 268.8 lb. per ton at steam operations, thus effecting a 
possible saving of 168.8 lb. per ton produced. It is assumed that 
50,000,000 tons production may be practically electrified as the power 
becomes available with a possible saving of 3,767,000 tons of fuel, which 
can be released to the market. 

As a check on the above, one of the larger producers, where a large 
amount of electric power is generated and used on the properties, reports 
a total fuel consumption of 9.27 per cent. of the output. 

By dividing the total kilowatt-hours generated by 20, the above 
determined average per ton, an equivalent electrically produced tonnage 
is determined. Subtracting this from the total production gives the 
corresponding steam produced tonnage. Multiplying the kilowatt-hours 
by 5 gives the fuel supposed to have been used in generating the power; 
and deducting this from the total fuel reported shows a remainder of 
fuel, which is 12.5 per cent. of the steam produced tonnage. In this 
case, as none of the operations are completely electrified, it is safe to 
assume that the electric power has been applied where it would show the 
greatest saving so that the general balance, thus obtained, checks closely 
with the values above determined. 
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In gaseous mines, it is not advisable to electrify the fans unless these 
are supplied with power from a plant on the property with reserve 
generator capacity or from a public utility service having two circuits 
to the service. This, of course, depends on the hazard involved from 
failure of the fan drive for short periods. For the average producer, 
the use of public utility power service is most economical and convenient; 
and if such service is available, the isolated mine operation can seldom 
generate its own electric power as cheaply and with as much reliability. 
But if the central-station lines are too remote, this and other reasons may 
show that a local plant would be justified. In the isolated plant, how- 
ever, there should be reserve boiler and generator units to insure the 
same continuity of service as may be expected from the public utility 
company, and this makes the plant investment relatively high. 

As to cost and operation before and after electrification, it is unfor- 
tunate that careful records are either not kept or are grouped with other 
subdivisions of production costs so that it is difficult to get many accurate 
comparisons of cost before and after electrification. 

In case B, above noted, complete data are available. The operation 
had two boiler plants, both with part of the steam driving direct-current 
generators and one having the usual nest of air compressors. In elec- 
trifying, it was necessary to install motor drive in the breaker and 
washery, replace a large breaker wash-water pumping station, build 
three converting substations, install several new hoists and pumps, and 
change the drive on steam and compressed-air hoists and pumps and fans. 
Separate job numbers were assigned to each installation against which 
all charges were made for complete installation;-on completion it was 
found that the total cost was not quite $125,000. This expenditure was 
made for an estimated saving of $44,600 per year; but before the year 
was up, 1917-18, wages, fuel value and, for part of the year, power rates 
had advanced to such an extent that the actual saving was over $85,000 
the first year. 

It would not have been possible to have operated the property under 
1920 conditions with the plant equipment available in 1916 at the time 
of electrification; but assuming this to have been possible and that no 
more fuel or labor at the plants would have been necessary, a reconstruc- 
tion of the 1916 cost of power on the basis of present wages and cost 
of supplies and the average price for fuel for the first half of this year, 
rather than the high value of 1920, shows a cost which, after deducting 
due allowance for heating is $125,000 in excess of the cost of electric 
power for the year 1920. The added cost for electricians, if any, is more 
than offset by the reduced cost of maintenance of drives. 

A reconstruction of the installation cost would probably show this to 
be about $160,000 this year. 


This installation is, perhaps, exceptional as regards the obtainable 
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economies but some of the gains were possible by taking advantage of 
changes in the mining operations, made possible by the greater flexibility 
of electric power distribution, such as sinking a new shaft over the head 
of a distant slope for ventilation and the location of slope hoist and con- 
verting substation. 

It is not out of place to state that there remains on the property a 
water-tube boiler plant, near condensing water, which is large enough to 
generate sufficient electric power to operate the property, but the cost 
of generating, with the necessary reserve capacity, would just about 
equal the cost of purchased power with the additional worry of boiler 
repairs, arches, feedwater heaters and pumps, and the usual boiler-house 
organization. 

In case E, cited above, a careful study shows that an expenditure. 
of slightly over $900,000, not taking into account a considerable amount 
of good equipment that could be salvaged, would effect a possible saving 
in operating cost of $440,000 per year at the present public utility rates 
for electric power. ‘This is typical of many cases where the gross annual 
saving, by complete electrification, will be at least 50 per cent. of the 
cost of the change over and always makes possible a greater output, where 
this is limited by power equipment or power supply. 

In this connection, it should be noted that complete electrification 
will show the greatest economy for the reason that, while partial electri- 
fication in many cases shows great saving, it does not reduce the total 
steam cost in proportion to the reduction in the steam load. The stand- 
by losses, maintenance of plant and steam lines, and the labor in the fire- 
room, handling of fuel and ashes is seldom reduced in the same proportion 
as the load. 

At present, the demand for electric power in the anthracite field 
exceeds the supply but the public service companies are planning for 
increased capacity and the interconnection of systems to safeguard the 
continuity of service. If this is not done, many operators will doubtless 
install isolated or group electric power plants. ; 

It may be argued that, with public utility power available, theisolated 
mine can generate electric power cheaply from non-commercial grades 
of fuel; while this may be true at the present time the efforts now being 
made to bring these grades of fuel into the domestic market are likely 
to change this situation. With this possibility in view, the release of 
upwards of 3,000,000 tons of fuel to the domestic market, becomes an 
important factor in the anthracite industry, both as to economy and 
the future domestic-fuel situation. 

With a few exceptions, principally large group operations, the pur- 
chase of electric power from the well-organized public utility systems 


works out to advantage. ; 
The indications point to the probable development of large public 
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utility plants of possibly 100,000 kw. capacity, where abundant water is 
available near the fuel supply, and so interconnected as to render reliable 
service to the entire anthracite field and, in many cases, connect with 
the large group operation systems. 

It is not too optimistic to predict that one such plant could be loaded 
to capacity in the next 5 years, nor would it be too visionary to presume 
that some of this power may be produced from bituminous coal if the 
expectations of bringing small sizes of anthracite into domestic consump- 
tion be realized. 

There is but one conclusion, and that has been reached by many pro- 
ducers; viz., electric power, when properly installed, is cheaper and much 
more flexible than steam in carrying on the mining and preparation of 
anthracite. 

Emphasis should be placed on proper installation not only from an 
electrical engineering standpoint but from a mining and preparation 
standpoint as well, in order to take advantage of the possible changes in 
the handling of the product by reason of the greater flexibility of electric 
power. Due regard should be given to the conditions of the public 
utility rate schedules as to ‘‘load factor” and ‘‘power factor” and to 
the tendencies in rate making, as bearing on the eventual cost of 
power for any specific operation. 

The piecemeal, or gradual, electrification of an operation should be 
carried on in conformity with a general plan as a result of a complete 
survey or study of the proposition as a whole. There are some advan- 
tages in carrying out an electrification in this way particularly where 
conditions are changing due to second mining; but where conditions are 


stable, the more quickly it can be done the sooner can the savings be 
made effective. 


DISCUSSION 


R. W. WitsranaM,* Philadelphia, Pa.—In the southern fields of 
West Virginia, particularly on the Coal River, in Boone and Logan Coun- 
ties, all the plants are completely electrified, due to economies to be 
effected. Nearly all the companies operate a number of mines, which 
are from 1 to 12 mi. apart. 

Originally power was purchased on an energy basis on the direct- 
current side of the motor generators; the power company supplying the 
substation equipment. Recently, the Public Utilities Commission 
approved a schedule of rates involving a demand and energy charge 
the latter being on the “block” basis, 7.e., cost per iiléwathoar 
decreased as the consumption increased into each succeeding group, or 
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“block.” Under this schedule, consumers were obliged to own all sub- 
station equipment and to purchase alternating-current energy. 

In the first month after this schedule became effective, there was an 
increase, inthe case of one group of mines of Approximately 47 per cent., 
caused partly by the fixing by the Commission of an arbitrarily fixed ee 
factor to be effective only prior to the installing of proper meters by the 
power company, but the final increase was 20 per cent. 

We then investigated the possible economies to be effected by pur- 
chasing all energy at one or two points, in place of several, as heretofore. 
Fortunately, there was available data dn the consumption of each mine 
and a graphic meter study was made of the entire system to determine 
voltage drop and power losses. An investment of approximately $12,000 
was then made to effect the necessary changes and additions for metering 
all energy at two points in place of five, which resulted in saving $11,000 
a year. Taking the fixed charges of 12 per cent., or $1440 a year, the 
entire investment, including fixed charges, can be amortized from the 
savings realized in approximately 15 months. At the end of this period, 
the savings will represent a return on the investment of ALS 
90 per cent. 

As one of the mines of this group is on a low-production basis, on 
account of recently being opened, also as it is a considerable distance 
from the other mines in this group, it is not considered economical at this 
time to make the required line extension to accomplish all the metering 
at one point. This, however, can be accomplished at any time when the 
production warrants the change. If these savings can be accomplished 
in the soft-coal fields, they would seem to substantiate Mr. Thomas’ state- 
ments as to the enormous savings that can be made in the anthracite region. 


James H. Prerce,* Minersville, Pa. (written discussion).—Companies 
that compare the cost of purchased power with the cost of operating their 
.antiquated steam plants make a serious error; steam, properly applied, 
is a close competitor of electric current, and the problem must be worked 
out for every individual operation. If steam is generated in a modern 
power plant and then fed to high-efficiency condensing turbines used for 
driving motors at a colliery, the cost will be less than the cost of purchased 
power, but often such a plant is not used on account of the heavy in- 
vestment required, for the boiler plant, turbine, condensers, spray ponds, 
besides the full electrification investment. But once the investment is 
made, provided the life of the plant will warrant it, steam applied in this 
way has many advantages over purchased power, besides a greater degree of 
safety in. ‘the continuity of operation and a smaller cost at the; switchboard. 

Where the operation is small or the life of the lease is limited, one 
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cannot afford to make so heavy an investment, and purchased power will 
be found much more economical than any other combination. 

In one operation that was carefully investigated, boiler tests were run, 
every individual electrical unit was indicated, and competent electrical 
engineers engaged to determine whether it would pay to electrify the 
plant; to the amazement of all it was found that a new boiler plant with 
a steam turbine, was by far the more economical but when the invest- 
ment, life of lease, salvage value, etc. were taken into consideration over 
the short life of the property, it was deemed wiser to make the smaller 
investment necessary in electrification, and be satisfied with a smaller 
annual saving. 


‘Cartes 8. Dawson,* Scranton, Pa. (written discussion).—The 
conclusion reached that electric power properly installed in anthracite 
mines is more economical than steam drive and that the purchase of the 
electric power from public-utility systems, with few exceptions, works out 
to advantage is evident to any one in a position to observe the compara- 
tive results. 

In the past, the power question has been of small concern to the aver- 
age anthracite operator, who was content to operate his own boiler plant 
and run steam lines here and there to steam engines wherever power was 
needed, giving small heed to efficiencies and costs. This was mainly 
because he found a small market for the coal burned in his boiler plant 
and the margin of profit of his operation was entirely satisfactory. 

Today, he is facing an entirely different situation. His operating 
costs have been increasing at an alarming rate and even though coal 
prices have advanced materially, he has been hard-pressed to maintain 
his customary profit and in many cases has been unsuccessful. In con- 
sequence, production costs have come under careful scrutiny. It has 
taken only a casual survey in many cases to indicate the gross waste and 
excessive expense of steam-operated mines. In other more extensive. 
operations, careful investigation and study have clearly shown the econo- 
mies to be derived from electric power. Certainly a complete analysis 
of any steam-operated mine by competent and unprejudiced engineers 
is warranted. 

Mr. Thomas estimates a possible saving of 3,767,000 tons of fuel per 
year by electrification. This figure seems to be well within the bounds of 
expectation and it would not be surprising if 5,000,000 tons or more could 
be saved. ‘The releasing of this fuel to the market is important in itself 
besides the fact that the additional revenue accuring to the railroads for 
haulage is an item of some moment. 

Electrification is going forward at a rapid rate and heavy demands are 


* Commercial Engineer, Scranton Electric Co. 


DISCUSSION 577 


being made and will continue to be made on the central stations for the 
supply of electric power. To meet these increasing demands the public- 
service companies are being forced to the consideration of new and much 
larger plants which will contain turbine units of 30,000 kw. or more 
capacity each. The efficiencies obtainable with such units will materially 
lower the generating costs and sae the rate, other conditions 
remaining the same, to the consumer. 

It would seem, then, that in the near Fabar’ electric power should 
not only be a factor in the anthracite field byt should be almost the 
universal power. , 


GraHAM Briceut,* Pittsburgh, Pa—About three or four years ago, 
Mr. Hobart told of the savings effected by the electrification of one of the 
large steam hoists of the Lehigh Coal and Navigation Co. Mr. Thomas 
has gone further and included the entire electrification of a mine. These 
economies, however, cannot be effected unless the entire electrification 
takes place; to electrify piecemeal is only going part way and the full 
effect of electrification cannot be realized. There are at this time a large 
number of steam installations in the anthracite fields, the electrification 
of which would show large returns. 

The fact that an average of 20 kw.-hr. per ton is required in mining 
anthracite is one indication why anthracite costs more than bituminous. 
The average figure for bituminous mining ranges from 2 to 5 kw.-hr. 
per ton. 


B. H. Srockett,{ Shenandoah, Pa.—We found that by following Mr. 
Thomas’ advice, there was a saving of $350 a month, by using a common 
metering point, due to the diversity of the load bringing down our de- 
mand. In one mine, the plant being one-half electrified and one-half 
steam, figuring coal at about $1.50 a ton, the power cost was $0.50 a ton. 
When the mine was completely electrified, the cost was $0.30 a ton. 


C. H. Strance,{ Minersville, Pax—We all know that during the past 
summer it was almost impossible to sell barley coal anywhere near its 
cost of production. It is also impracticable to store that coal; we do not 
have the available room, so the barley is run down on to aslush dam; it 
will cost another 50 cents to a dollar a ton to screen and load that coal 
from the slush dam. The question is, does it pay to purchase power when 
barley coal is run down on to a slush dam? 

As our power plant has little current to spare and one section of the 
mine is isolated, we have been EES power for this section. We 
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cannot regulate our load so as to avoid high peaks, so the demand charge 
has been as great as the money we pay for the energy consumed for the 
month. When we started, the power company offered a sort of half rate, 
or off-peak load, rate that was quite attractive. But just as soon as all 
the mines in our region were electrified, the peak load came in about 11 
o’clock in the morning. So the power company said, “Our peak load 
is at 11 o’elock in the morning; there is not any off peak any more, so you 
will have to pay the full rate.” 


J. H. Atueort,* Barnesboro, Pa.—At one mine in the anthracite 
field, an examination showed that the power cost of producing coal and 
putting it on the cars was 86 cents a ton by steam operation. Tests on 
the steam lines showed great inefficiency and the owners of the property 
objected to investing in electrical equipment because the machinery was 
perfectly good, though it had been obsolete 25 years. After some persua- 
sion they allowed an expenditure of $80,000. After the operation was 
electrified, the cost of power was reduced to 24 cents and the saving paid 
for the entire installation in less than 9 months. 


W. A. THomas.—In some places, individual operators have mines 
where it has been possible to group the plants, but where the operations 
are widely separated. The question of right of way comes in to a greater 
extent in the anthracite field than it does in southern or western Virginia. 

Fuel costs, of course, vary under different operations. In the par- 
ticular case that I cited, giving figures of returns, the actual realization of 
the fuel previously used enters into the saving. Barley coal going into 
the slush pile has an intrinsic value that will eventually be recovered. 

Demand charges are a stumbling block to electrification and some of 
the power companies have raised their charges quite high. In one case 
where the aggregate demand on the system exceeds the capacity of the 
system by 100 per cent., these demands apply practically continuously. 
That is one factor in rate making that should be changed; it works a hard- 
ship for operators who have a high demand for one month and a low 
demand another. 

I wish to present on behalf of R. E. Hobart, who is unable to be 
present, the following figures from the Rahn Colliery: 
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Raun CoruiEry IncLupine Fostrer’s TUNNEL 


Average Number of Kilowatt-hours per Month, and per Ton, 
March 1 to Sept. 1, 1921 


Average Number of Average Number of 
Kilowatt-hours Per Kilowatt-hours Per 
Month Ton 
# 
TRIAD Ee Sree ite Tre oe Th 62,200 1.559 
Breaker machinery.....:.0.-.0-0. ssc. 136,950 3.430 
BEPANSPOLEAHION 5 80 occa Fs apie * 6 08, 7280" 2.474 
VGITGIS LON geeree en ete ets e ee oes oe 65,813 1.649 
IOINUIN Pee, Atte oe ett sh. 40,533 OLS 
(COMIDTERHEM CRIT sae ee ate os: o. 103,955 2.606 
MSC CHANCOUSS ERs ere bss yt faces whee 3,391 0.085 
RGA ioe eee ea ane aia ee A 511,570 12.818 
Averageuconne ge per anOm biter je sinister. A. < craGes nits Soke eS PG a ew Dds bimusierare « 39,904 
Average gallons of water pumped per kilowatt-hour....................... 1032 


R. J. WENSLEY,* East Pittsburgh, Pa.—The Consolidated Coal Co. 
at Mount Olive, IIL., is electrifying all of its mines. As it was impossible 
to purchase power economically, the company built an alternating-cur- 
rent power plant near Mount Olive and will run 13,000-volt transmission 
lines on its own poles to the different mining properties. It has purchased 
twelve automatic substations, ranging from 100 to 300 kw., which will 
furnish all of the power for the coal-cutting machines and for haulage. 
The hoists, of course, will be operated with alternating current. 


R. W. WiteranaM.—In connection with the apparently excessive 
demand cost of power in mining, we might say that the Colver Coal Co., 
as well as others, has made traffic studies of its haulage conditions, with 
the result that the larger part of this phase of mining operations has been 
scheduled, thus effecting a considerable saving in the demand charge. 
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Determination of Electrical Equipment for a Mine Hoist 


By Granam Bricat, E. E.,* East Pirrspuran, Pa. 


(Wilkes-Barre Meeting, September, 1921) 


Tuer rapid increase in reliability, the low cost of operation, the ready 
application of safety devices, and the growing availability of central- 
station power have made the question of installing a hoist of the electric 
type no longer debatable. Where adequate electric power is available, 
there are few cases where it would be advisable to install a steam or 
air hoist. 

The type of electrical equipment depends largely on the nature of the 
power supply, its capacity, and the form of the power contract under 
which power is purchased. In a large majority of cases, the available 
electric power is alternating current, three phase, 60 cycles. There is, 
however, considerable 25-cycle power in use; and in a few instances 
constant voltage direct current is the only power available for a small or 
an occasional medium-size hoist. 

Where a new hoist is to be installed, the designer of the mechanical 
parts can readily take care of the maximum stresses likely to be imposed 
by the motor. Where the hoist is already installed and operated by 
steam or air and it is desired to substitute an electric motor for the engine, 
a careful check should be made to determine the advisability of using the 
old mechanical parts. In most cases it is better to install a complete 
new hoist than to attempt to use old mechanical parts. A steam engine 
has a definite maximum torque, which the hoist has been designed to 
withstand, while a motor may be able to deliver momentary torques 
beyond the strength of the mechanical parts of the hoist. 

The selection of the proper type of electrical equipment can only be 
made after complete information is obtained and certain calculations 
made to determine the capacities required. There are several methods 
used in making hoist calculations, but no matter what method is utilized 
a fair degree of familiarity with hoists and hoisting conditions is necessary 
before an intelligent analysis and proper selection can be made. 


Forms Usrep 1n Hoistina CALcuLATIONS 


Some of the hoist calculation methods are long and complicated. 
Where such calculations are seldom made, it is better to use the 
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longer methods; but where the calculations are made daily, short cuts 
can often be used to great advantage. Engineers associated with the 
writer, during the last few years, have felt that the various short-cut 
methods that had been worked up could be assembled in such a manner 
that any engineer working on hoisting problems could complete the 
necessary calculations in a short time and the results could be easily 
checked by another engineer. With this end jn view, forms were evolved 
so that it was only necessary to fill in blank spaces to make a complete 
set of hoist calculations. These forms have been modified from time 
to time, in accordance with suggestions by various engineers. At the 
top of the form is place for the name of the customer, filing information, 
the date, and the characteristics of the power system. Under the heading 
General Data are the specifications or the information necessary before 
calculations can be made. This is followed by the various steps neces- 
sary to obtain the complete hoisting cycle, which require only calculations 
of a fairly simple character. As many of the conditions of operation 
cannot be approximated more closely than 3 to 5 per cent., all calculations 
can be made by using the slide rule. 

In order to better illustrate the value of the method, examples are given 
showing the determination of the electrical equipment of an alternating- 
current hoist, a direct-current hoist with flywheel motor-generator set, 
and a direct-current hoist with a synchronous motor-generator set. The 
forms are so arranged that a single sheet 814 by 11 in. is required for the 
complete calculations of an alternating-current hoist and but two sheets 
are required for either of the direct-current hoists. In the typical case 
selected, the hoist is of the vertical type using self-dumping cages. 

The output of the hoist is figured at two values, the first being 2100 
tons in 7 hr. and the second 3000 tons in 7 hr. ‘These capacities are 
selected to show that for moderate rope speeds the alternating-current 
motor can be readily adapted directly to the hoist in case the power 
conditions are suitable. For high-speed hoisting and short cycles, the 
alternating-current motor applied directly to the hoist is not suitable, and 
a direct-current motor using the flywheel motor-generator set or syn- 
chronous motor-generator set should be selected. The daily output of a 
coal mine is generally estimated on the basis of getting this output in 


7 hr., allowing 1 hr. for delays. 


CALCULATIONS FOR ALTERNATING-CURRENT Hoist Moror 


Calculation sheet No. 1, Fig. 1, shows the complete calculations for 
hoisting 2100 tons in 7 hr. It is seldom that most of the information 
required under the heading General Data is obtained from the customer; 
the first seven items are usually given and the engineer recommends or 


estimates the other eleven. 
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Cugtomenc ce. etee eos i Av a a aoe oan eoeeee 
Power__ 


General Data 


Depth of shaft_..: 500 ft. Total rev. per tupac ee ee 
500 # in. 
Angle of slope... 007 ee eee. Max. rope speed gg po 1500 ft. per min. 
Net weight of load. 50001b. Max. drum speed. 
Weight of cage, skip__12,000 Ib. _ Size of rope... 176-in. dia. wt. = 4 
Weight of car 2500Ib. Size and shape of drums... Ot Ye ae eye cscmcteenaraers 
Balanced, unbalanced Bal. WR? drums, gears, sheaves 
Max. capacity per day 2100 tons Angular velocity... ATA UPON 
Trips per hour... 120 
Time for caging. ss 5 sec, 
Running time per trip__ 25 8ec. 
Total time per trip. 30 sec. 
Time 
Acceleration 5 sec. Retardation. —__ ome sec. Constant speed Lb) 4 sec. 


Inertia 
5,000 Drums, gears, sheaves 12,500 Angular acc. moment 52,375 X 1.25 = 65,500 lb.-ft. 


24,00 aan S EG aI 
000 Motor 9280 + 32 X 8.4?= 20,500 Angular ret. moment_52,375 X 1.25 = 65,500 Ib.-ft. _ 
4,750 

38,750 

Load Diagram: Moment Lp.-rr. X Ana. Vou. + 550 = HousEPOWER 

1 (5000 + 1825) X 4 + 11,600 + 65,500 = 104,400 = __1186 


Capacity of Hoist Motor 


eaug a 
1, ,00 2 2 2 2 2 2 
1,050,000 ise + 1166: RiGee + ey 6 se rae x 5 
eS Re IR - = 610 hp 
2634|9,953,000 25-4 2 
373,000 
Input with Rheostatic Control 
Accelerations® S920 (1186.41 66) is 2x Olan eee: 5,880 _ hp.-see. 
Constant speed. 2.5. A421 op6.200) ee 2X = es ee ee ee 5,390 _hp.-sec. 


Retardation 


Total input to hoist 


Average eff. of motor __88 percent. __ Input copmotorees eee eee OO ee hp.-see 
Taput to motor eer on kw.-hr, icw.-hry per tons. eo 0 
Shaft, hyp.-ge0. oo esse asses ote DOOD RK. D00 Eee 550 i= 14650) ee eee 

Overall efficiency = Shaft bpzseo : 514,550) i= 20.5 )per comb 5 ie Ge eee eee 


Total hp.-sec. 15,400 


Fia. 1.—Hoist caucunations, No. 1. 
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Drum Calculations 


A plain cylindrical drum has been assumed for simplicity ; the question 
of conical and cylindro-conical drums will not be considered in this paper. 
The method of figuring special-shape drums is practically the same as for 
cylindrical drums, but somewhat more complicated as it is necessary to 
take into account the varying radius of the fopes on the drums and the 
varying rates of acceleration and retardation. Conical or cylindro- 
conical drums, in general, cut down the peak Joad during acceleration 
and retardation, but in many cases they introduce undesirable elements. 
Often the inertia of the special drums is high, which in a way defeats the 
purpose for which the drum is designed. In many cases considerable 
power is required to carry the cage into the dumping position, while with 
the cylindrical drum the cage will drift into the dumping position without 
the use of power. 

In general, the drums should be as small in diameter as good rope 
practice dictates, for the smaller the drum diameter the greater will be the 
speed, which will permit of a fairly high motor speed or a lower gear 
reduction. Wherever possible the drum size and motor speed should be 
so selected that single reduction gears can be used where gearing is 
necessary. It is considered good practice to use not less than a 


11g in. rope ona _ 6-ft. diameter drum 
1144 in. rope ona 7-ft. diameter drum 
13g in. on arope 8-ft. diameter drum 
114 in. rope ona 9-ft. diameter drum 
15¢ in. rope on a 10-ft. diameter drum 
134 in. rope on a 12-ft. diameter drum 


From the maximum capacity in 7 hr. the trips per hour can readily 
be determined. The time for caging varies from 4 to 10 sec., and should 
be kept as low as possible in order to cut down the rope speed and the 
capacity of the equipment. After the caging time has been selected, the 
running time can readily be determined. 


Mazimum Rope Speed 


With a plain cylindrical drum, the maximum rope speed, in feet per 
second, is obtained by dividing the depth, in feet, by the running time 
per trip in seconds, minus one-half of the sum of the accelerating and 
retarding time. After the rope speed is obtained the maximum drum 
speed and angular velocity can readily be determined. The inertia of 
the drum should be obtained from the hoist builder, when possible. 
For estimating purposes, the inertia of a cylindrical drum with head 
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sheaves and gears can be closely approximated by allowing 200 lb. per 
sq. ft. of drum surface and assuming the radius of gyration at 3 in. inside 
of the drum surface. 

The selection of the accelerating and retarding time depends. on the 
hoisting conditions; this time will vary from 4 to 8 sec. for fast coal hoists 
and 10 to 20 sec. for slopes and deep metal mines. These values should 
be made as small as is practical, for the smaller they are the lower will be 
the maximum rope speed. The retarding time is frequently made less 
than the accelerating time, as the friction of the hoist assists during 
retardation. On the forms, a space is left for a sketch showing the size 
and shape of the drums. This sketch is particularly necessary when a 
special shape of drum is used in order that the turns and varying radius 
at different parts of the cycle may be shown. The item, Total Revolutions 
per Trip, is used only for special-shape drums. 


Time 


The distance traveled by the cages or skips can be readily determined 
from the rope speed and time. The angular acceleration and retardation 
is obtained by dividing the angular velocity by the accelerating and 
retarding time. 


Inertia 


With high-speed hoisting, inertia plays a prominent part and in many 
cases the power required during acceleration and retardation is the 
dominant factor in determining the capacity of the electrical equipment. 
Under the heading Inertia, ,the inertia of the various parts is deter- 
mined based on the drum radius. The moment of inertia is the weight 
multiplied by the radius of the gyration squared and divided by 32. 
Where the motor is geared, the moment of inertia of the armature must be 
multiplied by the square of the gear ratio to refer it to the drum radius. 
A motor is selected that will probably be of sufficient capacity so that 
the inertia of the rotor can be estimated. If the weight of the rotor is 
known, the inertia can be calculated by assuming the radius of gyration 
to be 75 to 80 per cent. of the radius of the rotor, depending on the 
details of the construction. In some cases, it is necessary to go back after 
the load cycle has been calculated and select another size of motor. 

The load part of the inertia consists of the weight of the material to be 
hoisted, the weight of the cages, cars, and the rope on both drums. This 
total weight is suspended from the drum rim so that the radius of gyra- 
tion is the same as the drum radius. The addition of the individual 
weights is shown on the left-hand margin of sheet No. 1. After the total 
inertia of all moving parts is obtained, the moment due to angular accel- 
eration and retardation can be readily calculated by multiplying the 
total inertia by the angular acceleration and retardation. 


The friction of the hoist parts, including windage and friction of the 
cages in the shaft, has been the subject of much controversy. This 
friction is sometimes assumed on the basis of a certain hoist efficiency 
of 80 to 85 per cent. This method may result in considerable error 
during the high-speed portion of the cycle, where the actual load on the 
hoist motor is very low and when the frictien load is really at its maxi- 
mum. A load cycle for a deep mine hoist may show that during the con- 
stant high-speed portion of the cycle, the load on a 2000-hp. motor may go 
as low as 100 hp. or less. With a 15 pet cent. loss, the friction load would 
figure 15 hp., while the actual friction load would probably be over 200 
hp. The friction of a hoist based on the pull produced at the drum rim is 
practically constant throughout the cycle, so that a method involving 
the equivalent pull at the drum rim would seem to be much more logical. 
It has been the practice of the Westinghouse engineers to assume that the 
total friction of a hoist is based on a rope pull of 714 per cent. of the total 
suspended weight on the drums for single-reduction geared hoists, and 
5 and 514 per cent. for direct-connected hoists. This rope pull, when 
multiplied by the radius of the drum, will give the moment at the drum 
rim due to friction. This value is assumed to represent the friction 
throughout the entire cycle. The value for frictional resistance can, 
however, be varied to quite an extent either way without vitally affecting 


the capacity of the equipment. 
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Friction of Hoist Parts 


Load Diagram 


With the foregoing information, which has involved calculations of the 
simplest nature only, the load at various points in the hoisting cycle can 
be determined, as outlined under the heading Load Diagram. ‘The load 
diagram is determined by calculating the torque, or moment, in foot- 
pounds at the drum rim at the start, at the end of accelerating period, at 
the beginning of the constant-speed period, at the end of the constant- 
speed period, at the beginning of the retardation period, and at the end of 
the retardation period. This involves six equations for the plain cylin- 
drical drum. Special drums frequently require a larger number of 
equations, which of course can be readily taken care of in the hoist 
calculation form. 

The total moment at any point of the cycle will consist of the moment 
due to the load to be hoisted plus the unbalanced cable. This is obtained 
by multiplying the weight of the load and unbalanced cable by the drum 
radius; to this is added the friction moment and the accelerating and 
retarding moment if the hoist is accelerating or slowing down. The re- 
tarding moment has, of course, a negative value. The total moment must 
be supplied by the hoist motor. The cages and empty cars balance each 
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other and affect the load cycle only during acceleration and retardation. 
As the loaded cage. ascends and the empty cage descends, the amount 
of unbalanced cable changes rapidly. At the end of the cycle, the 
suspended cable is on the empty side and its weight tends to balance the 
load. Where very deep mines are involved, the weight of the suspended 
cable will often more than balance the load, causing the power to become 
negative. 

The angular velocity is the linear speed, in feet per second, at the 
radius of 1 ft. (0.3 m.). As the total moment is the equivalent rope pull 
at 1 ft. radius, the product of the two will give the rate of work, in foot- 
pounds per second. If this value is divided by 550, the result will be 
horsepower. Itis, therefore, only necessary to multiply the total moment 
by the angular velocity and divide by 550 to obtain the horsepower values. 


08 DEPTH OF SHAFT 500 FT. SIZE OF CABLE 138"DIAM. 
ANGLE OFSHAFT 909 MAX.ROPESPEED JI500 FRM. 
wind NET WEIGHT OF LOAD SOOOLB. MAX.CAPACITY PER HR. 300 TONS 
WEIGHTOF CAGE /2,000LB. KW.HRS.PER TON, ELEC.BRAHING 1.278 


& WE/GHT OF CAR 2500 LB. KW.HRS.PER TON, MECH.BRAKING 1.06 


YY: 


& CYLINDRICAL DRUM 840"D/AM. 
1000} & WR2OF DRUM GEARS, SHEAVES 400,0001B.FT.2 

av) 
a ROPE SPEED, FP. 
> 150 fe ees es es ee 
ov 
fats 
ve) 
x 50 
= 
[o) 
a 
2505 
{e) 
Shs 

0 


— 
A) 5 10 15 


Abe 20 25 30 
Time in Seconds 


Fic. 2.—Curve No. 1; Horstine cycie 2100 TONS PER DAY. 


Having obtained the entire load cycles in six equations, the results can 
be plotted, as shown in Fig. 2. It will be readily noted that a consider- 
able portion of the motor capacity is due to acceleration and retardation. 
This curve indicates clearly the desirability of keeping all moving weights 
down to as low a value as possible, consistent with strength, reliability, 
and good practice. 


Capacity of Hoist Motor 


The capacity of an electric motor depends on the temperature to 
which the various parts rise above the surrounding atmosphere. The 
temperature rise depends on the motor losses, most of which are dis- 
sipated as heat. If these losses were proportional to the load upon the 


_— 
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motor, it would be a simple matter to determine the average load and 
select a motor of the same capacity. In the foregoing case, the average 
load upon the motor is 450 hp. The losses, however, vary closely as 
the square of the load, so that to obtain a rating that will give an equiva- 
lent heating, it is necessary to determine the rating by taking into account 
the losses. The prevalent method for obtaining this equivalent rating is 
to calculate the root mean square rating, as shown under the heading 

Capacity of Hoist Motor. Each part of the cycle is taken separately 
and the equivalent heating calculated by adding the squares of the two 
horsepower values, dividing the sum by 2, and multiplying the result by 
the time. Where there is a fairly large difference between the horsepower 
values in one part of the cycle, a more accurate result is obtained by 
adding to the sum of the squares the product of the two values and 
dividing the result by 3 before multiplying by the time. This is con- 
sidered later in determining the capacity of the synchronous motor, which 
is part of a motor-generator set. 

The final value obtained is 610 hp., showing that a 600-hp. motor is 
required and also indicating that the average value in this case must be 
increased by 3314 per cent. to obtain the correct value. The capacity 
obtained is based on reversing the motor to obtain retardation. If 
mechanical brakes are used, the last part of the calculation will be left 
out and the capacity required will be 579 hp. instead of 610. The same 
motor would be recommended, however. 

There has been considerable argument regarding time used in a 
calculation for capacity. A fairly high-speed motor will dissipate heat 
at full speed much more rapidly than when standing idle. For this 
reason, the time will have a different real value at different parts of the 
cycle. Some engineers take the full time at full speed, a certain per- 
centage of the accelerating and retarding time, and a smaller percentage 
of the rest period. The writer has adopted the scheme of using the full 
time during actual operation, one-third of the time during the rest period 
for geared motors, and one-half of the rest period for large direct-con- 
nected motors. ‘The difference between the ability to dissipate heat at 
full speed and at a standstill is greater for a high-speed motor than for a 
low-speed. When forced ventilation is used on the hoist motor, full 
time can be used during the entire cycle. 

From the heating standpoint, a 600-hp. motor will have ample 
capacity. The motor must, however, be checked for maximum load. 
Most induction motors are designed to have a pull-out torque of twice 
the full-load torque. In this case, if the motor has a pull-out torque of 
2, the power required during the accelerating period will be very close to 
the pull-out torque of the motor, so that there will be no margin for a drop 
in line voltage, which is apt to occur even on the best-regulated power 
lines. As the pull-out torque of an induction motor varies directly as the 
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square of the impressed voltage, a small drop in line voltage will cause 
a much larger reduction in the pull-out torque of the motor. It is rec- 
ommended that the pull-out of an induction motor be selected at a value 
25 to 30 per cent. greater than the maximum value on the load cycle to 
take care of a possible drop of at least 10 per cent. in line voltage. In the 
present case, this condition will be met by providing a motor with a 
pull-out torque of 2.5. 


Speed of Motor 


The speed of the motor depends on several factors. A high-speed 
motor will be cheaper and have a better performance, with regard to. 
efficiency and power factor, than a low-speed motor. The high-speed 
motor, on the other hand, requires a high gear ratio and the equivalent 
inertia at the drum rim is very high. The low-speed motor is larger and 
more costly and has a poorer performance than the high-speed. the 
inertia will be greater than the higher speed motor, but in most cases the 
lower gear ratio will more than make up for this difference. In general, 
a motor speed should be selected that will permit of single reduction 
gears. Herringbone gears can be obtained with ratios as high as 15 to 1. 
The final speed of the motor is generally a compromise to obtain the 
best all-around conditions and will be influenced, to some extent, by the 
available speed of motors as developed by the various manufacturers. 
In general, motors up to 200 hp. will range from ten to fourteen poles; 
from 200 to 600 hp., fourteen to sixteen poles; and from 600 hp. up, six- 
teen to twenty poles. 


Input with Rheostatic Control 


From the hoisting cycle, the kilowatt-hours per ton and the overall 
efficiency of the hoist can be estimated, as shown under the heading 
Input with Rheostatic Control. The output of the hoist motor, in 
horsepower-seconds, is calculated from each part of the cycle and an 
average efficiency of the hoist motor is assumed at 88 per cent. The 
total input, in horsepower-seconds, can be readily converted into kilowatt- 
hours from which the value 1.275 kw.-hr. per ton is obtained. 

The shaft horsepower-seconds for the actual work done in hoisting 
the coal is obtained by mutiplying the load hoisted by the distance and 
dividing by 550. This value divided by the input to the alternating- 
current hoist motor will give the overall efficiency of the cycle, which in 
the present case is 29.5 per cent. If mechanical brakes are used, which 
do not require power from the line, the overall efficiency will be 35.5 
per cent. Where considerable power is required during the retardation 
portion of the cycle, it is not possible to use mechanical brakes unless 
they are of a design that can readily take care of the amount of power 
involved. In many cases it is necessary to plug the motor to obtain the 
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proper rate of retardation. This is necessary where the mechanical 
brakes do not have sufficient capacity to absorb the power required 
during the braking period. 

The complete load cycle is plotted in Fig. 2, which also shows the 
rope speed, kilowatt-hours per ton, and other information in regard to 
the hoist. A glance at the load cycle will show why the efficiency is 
low. The shaded part of the accelerating, portion of the cycle indicates 
the power loss in the rheostat; this loss is unavoidable when rheostatic _ 
control is used. If electric braking is used, the entire area of the quad- 
rilateral representing the retardation ,period ‘will be lost in the rheostat. 
The use of conical or cylindro-conical drums will, in some cases, reduce 
the capacity of the motor required, and also reduce the rheostatic losses 
by reducing the load during the accelerating and retarding periods. 


Control of Hoist Motor 


The control for a hoist motor is particularly important, since with 
improper control the success of the entire installation is jeopardized. 
For small low-voltage hoists, a drum controller can be recommended in 
most cases for either alternating or direct current. For the medium and 
larger sizes of a.c. hoists, 2200-volt motors are becoming standard and 
the most satisfactory control is the magnetic type with air-brake switches 
in both primary and secondary circuits. The high-voltage air-brake 
magnetic contactor is to be recommended for the primary, especially 
where frequent operations are necessary. The magnetic type of control 
readily lends itself to the application of safety devices, such as automatic 
acceleration, overload trip, low-voltage trip, brake magnets, interlocking 
reverse switches, geared and hatchway limit switches, etc. 

Slope hoists should be equipped with at least one more accelerating 
point than vertical hoists of the same capacity, with a lower torque 
provided on the first notch to permit of slow starts, which is particularly 
necessary where slack cable exists. 

The liquid rheostat is used to some extent in connection with a.c. 
hoists. This is a simple piece of apparatus and will give satisfactory 
service where a supply of good cooling water is available. This type of 
rheostat makes the best showing with the larger a.c. hoists and where the 
cycle is not too rapid. For most installations, however, the magnetic 
type of controller is to be preferred. ; 

Where the maximum rope speed exceeds 1800 ft. per min. (548 m.) and 
the cycles approach 3 per min., the application of an a.c. motor to a 
hoist becomes questionable. For such high rope speeds and rapid cycles, 
the inertia effect of the a.c. motor is great, the power loss during accelera- 
tion and retardation high, the peak loads upon the power system in 
some cases prohibitive, and the braking system questionable. Under 
such conditions the best solution seems to be the application of a d.c. 
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hoist motor receiving power from either a flywheel or synchronous motor- 
generator set. The inertia of a d.c. motor is, in most cases, much lower 
than an a.c. motor; and the control, where field control is utilized, is 
vastly superior, as rapid changes can be made in operating conditions 
and electric braking can be safely and economically obtained entirely 
independent of the power supply. 


Alternating-current Hoist Motor Calculations for an Output of 3000 Tons 


Let us assume the same set of specifications, except that the output 
per day is 3000 tons. The calculations for an a.c. motor are given in 
hoist calculation sheet No. 2, Fig. 3, which shows that the cycle must 
be made in 21 sec. instead of 30 sec. The maximum rope speed has 
been increased from 1500 ft. per min. (457 m.) to 2730 ft. per min. 
(832 m.) and the drum speed to 108.5 r.p.m. 

An a.c. motor is selected that has a 40° rating of 1500 hp. or a 50° 
rating of 1875 hp. wound for 2200 volts, three phase, 60 cycles, twenty 
pole. The WR? of the rotor of this motor is over five times that of the 
600-hp. motor. The gear ratio, however, is only 3.22 to 1, so that the 
inertia at the drum rim, in pounds-feet squared, is really less than for the 
600-hp. motor. In going through the complete set of calculations it is 
found that the capacity of the motor figures out 1870 hp. and the pull 
out required will have to be at least 2, based on the 50° rating. 

It is possible that the margin in rating is not sufficient if a large 
amount of rock is to be handled. The next size of motor is selected 
having a capacity of 2000 hp. at 40° rise. The inertia of the rotor of this 
motor, as shown in hoist calculation sheet No. 3, Fig. 4, is nearly two 
times that of the 1500-hp. motor. The load diagram shows a large 
increase in the power required during acceleration and retardation. This 
increase is very apparent in figuring out the capacity of the motor, which 
proves to be 2340 hp. A 2000-hp., 40° motor will probably have a 50° 
rating of about 2350 hp., so that no advantage is obtained by adopting 
the larger motor. Applying a large motor on a high-speed cycle pro- 
duces a pyramiding effect, for the added capacity is absorbed by the 
increased power required by the added inertia of the rotor. 

The load cycles for both alternating-current motors are plotted in 
Fig. 5, which graphically shows the comparison. The efficiency is 
particularly low, especially with a larger motor, being 14.5 per cent. for 
the 1500-hp. and 11.8 per cent. for the 2000-hp. motor. In either case the 
power required during the retardation period is too great to absorb by 
mechanical brakes. 

If the hoisting conditions do not permit the installation of any but 
an a.c. motor, it is sometimes possible to meet such a high-speed cycle by 
applying two motors instead of one. By using the same speed or possibly 
a somewhat higher speed motor, the total inertia may be considerably 
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Customer: see ee IAs Apes SoG mee 2 Lh Neg. 000 Date 7-1-21 
General Data 
Depth of shaft. = «500 ft, Total rev. per trip 


a 
é 


Time 
Acceleration._5 __ sec. Retardation 5 sec. Constant speed 6 sec, 


Drums, gears, sheaves. 12,500 Angular acc. moment. __ 47,475 X 2.275 = 108,000 

Motor. 48,500 + 32 X 3.22? = 15,600 Angular ret. moment 47,475 X 2.275 = 108,000 

Load __ 38,750 + 32 X 4? = 19,875 Friction assumed at. 734 %'of 38,750 = 2900 Ib. 

Total inertia. 475) ~Moment due to friction 29004 = 11,600) 
Load Diagram Moment Ls.-rt. HorsnPOWER 

1__ (5000 + 1825) X 4 + 11,600 + 108,000 = 146,900 3030 

2 (5000+ 995) X 4 + 11,600 + 108,000 = 143,580 mip e 2965 


18 


Capacity of Hoist Motor 


sms 

. F 2 2 2 5 2 4 

14'320,000 3030 + 2965 rt 735 + 5722 Sn 6602 + 17302 X5 
1724)61,715,000 ie = 1870 hp. 

a 1G st 3 
3,495,000 

Input with Rheostatic Control 
Neceleration aa aie ma ee (S08 Die 2000) eee ee oS AD,000 hp.-sec. 
Constant speed =o. een G3 ier eae) Riess nO aig DES Leese 3921 hp.-sec 
elenehyater: oe ve (OHSS es eae AG0) coe 2 2) 8470" oe hp. sec 
SUNS ev lR UIA TU ERG Otis Oi sl geese rae ee pe a ante ena! 27,396 hp.-sec 
Average eff. of motor. 88 percent. Input to motor. 31,100 hp. sec. 
Input to motor... (eet ax kw.-hr. Kw.-hr. per ton. CEOS eae eet ioe 
Shodan: vc NOS a ee ee ee ee ee 


Overall effici _ NO Oe 
Merah eicrency = Potallhpiesec, » Bl100 
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Customer... Ser Dern ON eee SO tee Neg... 000. Date 7-17-21. 
(ee SEDO renee VOle oe eee Pht OUras, Cy. 
General Data 
Depth of shaft 2500 tt. . ~~ “Sotal rev, per NU. a eee ee 
Angle of slope... UW hatte _ Max. rope speed _ these 5 ft. per sec. = 2730 ft. per min. 
Net weight of load. 5000 1b. Max. drum speed____—«d1082«.5 r-p.m, = 1,81 T-P.8. 


Weight of cage, skip__12,0001b. _ Size of rope 


Weight of car. 2500 1b. _ Size and shape of drums __8 ft. 0 in, dia. 
Balanced, unbalanced___-Bal. WR? drums, gears, sheaves. __ atc 400,000 lb.-ft. Petra oc 
Max. capacity per day 3000 tons = Angular velocity == ss 2 X 1.81 = 11.38 _ 
Trips per hour. A ees 
Time for caging 5 See. 
Running time per trip __ 16 sec 
Total time per trip __ 21 Bec. 
Time 
Acceleration. 5 sec. Retardation .° sec. Constant speed 6 _ sec. 
Dist. during acc. 113.8 ft. _ Dist. during ret. 113.8 ft. Dist. at const. speed 272.4 ft. _ 
Angular velocity 11.38 ft. Angular ace. 2-275 _ Angular ret. 2-275 | 
Inertia 


Drums, gears, sheaves.____—__—1 2,500 Ib.-ft.? 
Motor 91,000 + 32 X 3.22 


Load ___ _ 38, 750 = 


Total inca Senta) eee SNES 75 Ib. .ft. Moment due to friction _ 2900 X4 211,600 
Load Diagram Moment Ls.-rr. HorsEPOWER 
1 (5000 + 1825) X 4 + 11,600 + 139,500 = __178,400 3690 
2 (5000 + 995) X 4 + 11,600 + 139,500= _ F175 080 =" key eee 3620 
3__ (6000 + 995) X44 11,600 = (35,600 oe ee 735 
4 (5000 — 995) X 4 + 11,600 _ = _27,620 are 
5 (5000 — 995) x 4 + 11,600 — 139,500 = Gi ssh) a eee ~2310 _ 
6 (5000 — 1825) x 4 + 11,600 — 139,500 = =115,200°-.-- 9380 


Capacity of Hoist Motor 


ee eae 
,595,000 ‘(39902 + 36202... 93102 + 2382. 
27,500,000 seem 8600" x pak as BO gre sue OEE * oe Se 
1736|96,595,000 i i > Ee © oe ee 
——_—_ 16 +2 
5,470,000 
Input with Rheostatic Control 
Acceleration (3690 + 3620) X5+2= 18,250 hp.-sec 
Constant speed. cn EBS B12) XK Gos ares 
Retardation (2310 + 2380) x 5 oa - 2 
Total input to hoist ; ee © he EE hoe 
Average eff. of motor 88 percent, _ Input to motor. Er cile Sieeh 38,500 hp.-see 
Input to motor... 7-98.00. weber, Kwebr per tom occ BIO 
Shaft hp.-sec. : 5000 X 500 + 550.= 4550 
g 
Grerall eficlenty <n eee. one) = 118 percent, a ier 


Total hp.-sec. 38,500 


Fic. 4.—Hoist caucunations, No. 3. 
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less by the use of two motors. This depends somewhat on the motors 
that have been developed and built. It would, of course, be possible to 
develop a special motor having very much less inertia than either of the 
motors shown in Figs.3 and4. The development of this motor, however, 
would probably cost several thousands of dollars, which would make it 
non-competitive. The control of two motors will be a little more com- 


* 
4000 
DEPTH OF SHAFT SOOFT. 
ANGLE OF SHAFT » 90° 
3500| —___- 2350 wp.__ NET WEIGHT OF LOAD 5000LB. 
Ac.MoTOR NET WEIGHT OF CAGE 12,000 LB. 
‘a NET WEIGHT OF CAR 2500 LB. 
1875 HP. CYLINDRICAL DRUM 840"DIAM. 
3000 F>——"-4.C.MOTOR WR2DRUMS,A.C.MOTOR 400000 LB.FT.2 
/ WR2DRUMS D.C.MOTOR  300,0001B.FT 
SIZE OF CABLE 13g" 0/AM. 
2500 MAX. ROPE SPEED 2730 P.M, — 
HW.HRS.PER TON LARGEA.C.MOTOR 2.6 
Bn) RPO OMALLICH™ F23 39 
2000 rete tes » » » » DCMOTORWITH FLYWHEEL  |.00 


= 
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Fic, 5.—Cunve No. 2; 3000 Tons PER DAY, A.C. AND D.C. HOISTING SYSTEMS, 


plicated than the control for one, but the cost of the entire installation 
may not be any greater than when using one large motor of a capacity 
greater than the combined capacity of two motors. 
The theoretical power required to drive the hoist is represented, in 
Figs. 2 and 5, by the heavy diagonal lines starting at zero. The actual 
power taken by the hoist motor when an alternating-current motor is 
used is represented by the light line starting at a high value. In other 
words, practically all of the high peak load at the moment of starting is 
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absorbed in the rheostat. The same applies to the retardation portion 
of the cycle, except that when electric braking is used with an a.c. motor 
all of the power represented by the quadrilateral is drawn from the line 
and wasted in the rheostat. 


Calculations for a Direct-current Hoist Motor 


Hoist calculation sheet No. 4 shows the same problem except that a 
direct-connected hoist motor is used instead of a geared alternating- 
current hoist motor. The weight and inertia of the d.c. armature is of 
course much greater than any of the rotors of the a.c. motors mentioned, 
but being direct connected the equivalent inertia at the drum is much less. 
There being no gears, the inertia of the drums and sheaves is considerably 
less. The friction is also somewhat less, being figured at 514 per cent. 
instead of 714 per cent. of the total suspended weight. 

The hoisting cycle shows much smaller accelerating and retarding 
values and the capacity of the motor is but 1485 hp. The load cycle is 
plotted as a heavy dotted line in Fig. 5. With field control, there are no 
rheostatic losses in the main armature circuits, so that the power follows 
the diagonal line from the origin instead of the vertical line, as in the case 
of the a.c. motor. The light dotted line starting at 2500 hp. indicates 
the torque that must be delivered by the hoist motor. In other words, 
the hoist motor delivers a high torque at the start with a low expenditure 
of power, for there are no rheostatic losses. As the current in the hoist 
motor is proportional to the torque, this line also represents the current 
from which the heating can be calculated. The power represented in 
the upper triangle during the accelerating period is only apparent and not 
real when using a field control system. The power represented in the 
upper triangle of the retarding part of the cycle is returned to the system 
instead of being drawn from the line, as with the a.c. motor. 

All power taken from the power system, when using a flywheel 
motor-generator set, passes through the induction motor and since the 
flywheel cannot change its speed quickly, the load on the induction 
motor cannot change quickly. As the load comes on the hoist motor, it 
is transferred through the generator to the induction motor. As soon as 
the load on the induction motor reaches a predetermined value, a torque 
motor on the slip regulator causes a resistance to be inserted in the 
secondary of the induction motor. This causes the speed to drop and 
the flywheel to give up energy. By this means the maximum load on 
the induction motor is fixed at a predetermined value. At any time 
during the cycle that the load on the hoist motor is above this value, the 
flywheel will supply the surplus, while if the load is below this eats the 
flywheel will store up energy keeping practically a constant load ea the 
induction motor. 
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Voltage control with Flywheel 


When making calculations for direct-current field-control system, it 
is not necessary to fill in the spaces at the bottom of the calculation 
sheet under the heading Input with Rheostatic Control. With the d.c. 
field-control system, the d.c. hoist motor receives its power from a d.c. 
generator, which in turn is driven by an q.c. wound-rotor induction 
motor or a synchronous motor. The flywheel type of motor-generator 
set will be taken up first. Calculation sheet No. 5, Fig. 7, shows how the 
capacity of the generator, the weight’ of the flywheel, the capacity of the 
induction motor, and the overall efficiency are obtained. 

At the top of the sheet are four columns, the items in the first, which 
is headed Hoist-motor Output, are obtained from the load cycle on caleu- 
lation sheet No. 4, Fig. 6. 

The second column gives the input to the hoist motor at the various 
points in the cycle. These values are obtained by adding the variable 
losses of the hoist motor to the output values in the first column. These 
losses consist of the copper, iron, friction, and windage. The excitation 
is considered a fixed loss to be taken care of later. The best way to 
obtain the variable losses is to plot a loss curve for the particular motor, 
as shown in Fig. 8. By means of this curve, the losses at each point in 
the cycle can be readily determined. During the retarding portion of 
the cycle, the hoist motor is acting as a generator to return power to the 
flywheel; consequently the losses must be subtracted instead of added. 

The third and fourth columns are headed Generator Input, the third 
being the apparent input and the fourth the real. The third column is 
obtained by adding the variable losses of the generator to the values 
in the second column; that is, the copper and iron losses. The excitation, 
friction, and energy are fixed losses to be taken care of later. The gen- 
erator variable loss curve is also plotted in Fig. 8. 

The fourth column is the same as the third column, except for the 
first and last values, which represent torque and not real horsepower in 
the third column. The real values are substituted in the fourth column 
and consist of the copper losses of the hoist motor and generator. The 
iron loss, friction, and energy of the hoist motor and the iron loss of the 
generator are practically zero at the moment of starting and stopping. 

The fifth column, Horsepower-seconds Input, is used to obtain the 
average power input to the generator required during the entire eycle. 
The horsepower-seconds during each portion of the cycle is readily 
obtained by taking the average value and multiplying by the time. 
The power during retardation is subtracted, for it represents returned 
power. The total net value of 9137.5 hp.-sec. is divided by the total 
time of the cycle or 21 sec. The result is 435 hp. for the average power 


delivered to the generator. 
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The values in the fourth column are plotted in Fig. 9 and a horizontal 
line drawn at 435.hp. represents the average input. This curve shows 
that for complete equalization the power in the shaded portion above the 


General Data 


Depth of shaft 500 ite, Total rev. per Wipe ee ee 
° 500 
Angle of slope... 90" es Max. rope speed ia Ble 45.5 ft. per sec. = 2730 ft. per min. 
Net weight of load 5.000 Ib. _ Max. drum speed __ wae ae. Lone Te = 1.81 r.p.s. 
Weight of cage __12,000 Ib. Size of rope. 134-in. dia. ___Wt. = 3.65 Ib. per ft. 
Weight of car ___25001b. = Size and shape of drums 8 ft. 0 in, dia, berdbee Cylindrical _ 
Balanced, unbalanced __ Bal. _ WR? drums, sheaves. __ £800,000 Ib.-ft.? 
Max. capacity per day .3000tons Angular velocity eee 2H MK ABI = 11.38 _ 
Trips per hour 3 eee ey. Li Wesh eet = Mirae 
Time, fOr Caging 7) ese ee 5sec. | ] / 
Running time per trip. 16sec. : ra | 
, ; | @ 
Total time per trip. 21 sec. |—5’-g"_+| 
Time | L 
Acceleration _ J Constant speed 6 sec 
Dist. during ace___118 3 . Dist. duri : : ft. Dist. at const. speed __272.4 ft, 
Angular velocity. «11-88 == Amgularace. 2-275 Angular ret 2.275 
Inertia 
Drums, sheaves ___——-_—*9400 Ib.-ft.2_ Angular acc. moment __ 37,375 X 2.275 = 85,000 _ 
Motor. _ 8600 Ib.-ft.2 Angular ret. moment. _ 37,375 X 2.275 = 85,000 
Load 38,750 + 32 X 42 = 19,375 Ib.-ft.?_ Friction assumed at _5}4 per cent. of 38,750 = 2130 Ib. ¢ 
Totalinertia .-—Ss—s—s—si37,3875 Ib.-ft.2 Moment due to friction  __ 2130 X 4 = 8520, 
Load Diagram Moment Ls.,-rr. HorsEPOWER 
1_(5000 + 1825) X 4 + 8520 + 85,000 = 120,820 2500 
2 (5000+ 995) X 4 + 8520 + 85,000 = 117,500 oaaseanl 
3 (5000 + 995) X 4 + 8520 = 32,500 “673 _ 
4 (5000 — 995) X 4 + 8520 = a Bilt en Mitpe ts .. 
5 (5000 — 995) X 4 + 8520 — 85,000 = — 60,460 Taner Wear 1 
6 (5000 — 1825) X 4 + 8520 — 85,000 — 63,800 La gag es 
Capacity of Hoist Motor 
30,300,000 a eee ae ee 
320,000 +» {20008 sk SBASBR. or, Ha BEE? CERO ig Ieee ac ana 
aii be pore 2 2 ats 
fF 183¢|40,686,000 16 45 — 7 = 1485 hp. 
2,200,000 3 


Ira. 6.—Hoist catcunations, No. 4. 


435-hp. line must be supplied by the flywheel. The value of this power, 
in horsepower-seconds, is readily computed, as shown on calculation 


sheet No. 5, Fig. 7, which indicates that the total power to be absorbed 
is 7071 hp.-sec. 
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Hoist-MoTor Hoist-MoTor GENERATOR -INPUT He.-sec. Inpur 
Ourrur ~ Invur APP, REAL TO GENERATOR 


1 
2 
3 
4 
5 
6 
Totalhpreeesmputto generators! S28 ee Ee ee) nap tT 
s Total input 9137 
A as => = 5 
verage input to generator Totals of ayele 21 435. 
Size of Flywheel. See Curve No. 4. 
2 a 
Input to flywheel during acc. 2800 — 435 X48 = 5670 hp.-sec 
Input to flywheel during const. speed gelie. is eee x6= zo hp.-sec. 
Rotalinpn isin seen ei <1 od SOE BA BOA AAO EN br 6981 _hp.-sec 
Normal speed of set_ 685 r.p.m. Normal speed at Rad. of Gyr. = V =___ 254 ee fh ft. per sec. 
Dia. of flywheel ss 10ft. Speed at 10 per cent. Red.=Vi = 228.6 ft. per sec. 
Peripheral speed 21,600 ft. per min. 
3 _ Hp.-sec. X 550 X 64.4 6981 X 550X644 20,100, lb 
cere feweeel = V2—Vi2 ~ "254? — 228.62 
Wsexeen 2 22,000 Ib. wheel ‘Bhickness tee fee ein. 
Size of Driving Motor 
Av. input to generator _ 
Motor and generator excitation —_— 
OS Suh Yaad fej owt Oe Paes, Ne ah! Se, ee ee ee sca et eee eee eee 
Windage and friction of generator. = Se, Sd Ge see Ue eee 15 hp 
Flywheel loss. ee ee LOSE ee 20) ss: hp. 
Slip regulator loss ee ‘ ee DO ae ee ee ee _hp. 
Tron lOns'ec, motor aeeiay eae ee PRL re sfie = ae ae tia Batik LOLA hp. 
Friction and windage a.c. motor. LO. hp. 
No load copper lossa.c. motor _ yee hp. 
Tota output. @.c..motor. Se EE sae 2 Oe Peas Saeed hp 
: Output 5382 8 578 bp ve alae i 
Total input a.c. motor = ER 0.92 - D 
Input to a.c. motor, hp.-sec. = AES ens 578 X 21 = 12,138 = cs eee kw.-hr 
5000 X 500 4550 kw.-hr. 
Kw.-hr. perton 1! _—_—s Shaft hp.-sec. = oe gege at _,.kw.-hr 
; Shaft hp.-sec. 4550 Ps’, A RET Dieppencent. gay We Be 3 
Overall efficiency = Inputhp.-sec. 12138 
Capacity of Generator 
Set ee 9a Orr 
1,307, 2+ 96372 _. 709245382 11802+12452 
7,350,000 2710 + 2087 jxs+ 0 a eee = x5 
21/45,267,000 Ee ere = 1470 hp.= 1097 kw. 
2,150,000 
For hoist motor, recommend. _- 1900 hp. For generator, recommend 1100 kw. 
? 22000 
For a.c. motor, recommend. __ 600 hp. For flywheel, recommend 0.550" Ab: 


Fig. 7.—Horst caucuiations, No. 5. 


598 DETERMINATION OF ELECTRICAL EQUIPMENT FOR A MINE HOIST 


The capacity of the generator will be close to 1000 kw.; an economic 
speed for this capacity is 720 r.p.m. synchronous when driven by a 60- 
eycle motor. The automatic slip regulator in the secondary of the induc- 
tion motor has a normal slip of about 3 per cent. and the motor windings 
and leads about 2 per cent., making a total of 5 per cent. At full load, 
the speed of the motor-generator set with regulator plates closed will 
be about 685 r.p.m. Calculation sheet No. 5 contains blanks for normal 
speed of set, diameter of flywheel, ete. Flywheels for such service in 
America almost exclusively consist of steel plates riveted together making 
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COPPER LOSS 4.590 
IRON LOSS 10 Yo 
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Fia. 8.—Curve No. 3; VARIABLE LOSSES. 


a solid disk. Such a flywheel can be safely operated at 20,000 to 24,000 
ft. per min. (6096 to 7312 m.) rim speed. The wheel selected will have a 
diameter of 10 ft. (3 m.) and a peripheral speed of 21,600 ft. per min. The 
radius of gyration of such a wheel is 0.707 times the radius to the rim, so 
that it is a simple matter to determine the speed, in feet per second, at 
the radius of gyration. The amount of speed reduction for flywheels in 
service of this kind varies from 10 to 20 per cent. The present problem 
will be worked out upon the basis of complete equalization with a slip 
of 10 per cent. In many cases complete equalization is not necessary 
and considerable saving in flywheel weight and losses can be obtained by 
using partial equalization. Partial equalization removes the heavy 


GRAHAM BRIGHT 599 


peaks from the power system, but does not give a constant load upon 
the alternating-current motor. 

The formula to obtain flywheel weights is derived from the simple 
laws of mechanics in which the energy contained in a moving mass is 
one-half MV. The difference between the energy contained in the 
wheel at full speed and reduced speed divided by 550 will represent the 
horsepower-seconds given up by the wheel when the speed is reduced 
The theoretical weight is estimated at 20,406 lb. (9253 kg.) and to use a 
margin of safety a 22,000-lb. (9979 kg.) wheel is recommended. This 
wheel will have a thickness of 7 in. (11.8 em.) and will be surrounded by a 
sheet metal case to cut down the windage and prevent accidental contact 
by persons in the vicinity. 


Capacity of Alternating-current Induction Motor 


The average input to the generator was determined to be 435 hp. 
The various fixed losses not allowed for are listed under the heading Size 
of Driving Motor, on calculation sheet No. 5. The excitation of the 
hoist motor and generator, although not constant throughout the cycle, 
is assumed at an average value of 25 hp. The latest type of field control 
is quite a modification over the original Ward-Leonard system of control, 
in that the hoist-motor field is not kept at a fixed value but is over- 
excited during acceleration and retardation, operated at its normal value 
during constant speed, and underexcited during the rest period. By 
overexciting during acceleration and retardation, the armature current 
is kept at a lower value, which reduces the heating effect in the main 
circuit. This is of considerable importance in cycles where most of the 
heating occurs during the accelerating and retarding period. The excit- 
ing current is reduced during the rest period to cut down the field heating 
and incidentally to save a small amount of power; this reduction is gen- 
erally about 30 per cent., which reduces the heating 50 per cent. Further 
reduction is liable to slow up operations, due to the time element of the 
hoist-motor field. In addition, higher speeds are sometimes obtained by 
several notches of field weakening of the hoist-motor fields. This scheme 
is, however, more prevalent in reversing rolling-mill practice than in 
hoisting. 

The generator field varies with the speed and, by means of a com- 
paratively new type of relay, the acceleration and retardation is entirely 
automatic, during which time the main armature current is held at a 
predetermined fixed value. The relays are so sensitive that the usual 
variations in current due to notching are entirely absent. The absence 
of variation in current during acceleration and retardation should be of 
considerable benefit in keeping down rope wear. By means of geared 
limit switches, the retardation can be made entirely automatic and 
independent of anything the operator may do. 
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The next fixed loss is that of the exciter itself, which is estimated 
at 2 hp. The windage and friction of the generator are fixed values, 
estimated at 15 hp. The flywheel loss is rather difficult to estimate and 
test results on existing wheels are rather erratic; the value of 20 hp. 
should be close to the actual power loss. The loss in the slip regulator 
varies throughout the cycle, the average is estimated to be approxi- 
mately 7 per cent., or about 35 hp. 

The total output of the a.c. motor will be 532 hp. A conservative 
value of 92 per cent. is selected for the efficiency so that the input from 
the power line will be 578 hp. This value is readily converted into horse- 
power-seconds and kilowatt-hours, resulting in a value of 2.52 kw.-hr. 
per cycle; this is equivalent to 1 kw.-hr. per ton of coal hoisted. 

The overall efficiency is readily calculated by dividing the actual 
work done, in horsepower-seconds, by the input to the a.c. motor. The 
actual work done is designated as shaft horsepower-seconds and is the 
product of the weight of the coal by the depth divided by 550; the 
efficiency, as shown, is 37.5 per cent. Compared with the value obtained 
for the corresponding a.c. motor, there is not only a large difference in 
actual] efficiency but also with the a.c. motor the momentary peak on 
the line is from 3400 to 4000 hp., depending on which a.c. motor is used, 
while the peak on the d.c. system is but 578 hp., or a difference of 2800 to 
3800 hp. Where power is charged for on a basis of momentary peaks, the 
penalty caused by the use of an a.c. motor is excessive. 


Capacity of Direct-current Generator 


The capacity of the d.c. generator is obtained, in a manner similar 
to that used to determine the capacity of the hoist motor, by using the 
values in the second column at the top of calculation sheet No. 5. 
The entire time is used in the denominator, for the generator operates at 
practically full speed during the entire cycle. The result gives a capacity 
slightly smaller than the hoist motor, because the time is taken at a differ- 
ent value. The capacity of the generator should be 1100 kw. 


Determining the No-load Losses 


It is frequently desirable to know the no-load loss of the motor- 
generator set or the power required to drive the set during the rest period. 
If the rest period is of short duration, the motor fields are kept excited; 
if the period is of longer duration, the motor fields are frequently opened 
which cuts down the no-load losses about 10 hp. The total no-load losses 
with motor fields excited are shown under the heading No-load Losses 
in calculation sheet No. 5. This value is 68 hp. with motor fields 
excited and about 58 hp. if the motor fields are open. 

At the bottom of calculation sheet No. 5, recommendations for the 
capacity of the hoist motor, generator, a.c. motor, and weight of flywheel 
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are made. These recommendations are often influenced by the available 
machines that have been built and may be the cause of a variation in the 
capacities recommended by different manufacturers. 

Where the power system is large and where momentary peak loads 
are not penalized, a synchronous motor can be used on the motor- 
generator set. The calculations necessary for such a system are shown 
on calculation sheet No. 6, Fig. 10. Calcylation sheet No. 4 is used 
to determine the load cycle and capacity of the hoist motor. 
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2000 i 
1500 | maa 
; / 
3 1000 Ys 
Sy WY 
dD Gy, V7, 
5 500 Me LLL LEED AVERAGE INPUT, 435HP, 


0 5 =e 10 15 20 
Time in Seconds 


Fie. 9.—Curve No. 4; input To GENERATOR. 


The first four columns at the top of calculation sheet No. 6 are the 
same as on calculation sheet No.5. The next two columns give the gen- 
erator constant losses, including exciter losses, which must be supplied 
by the synchronous motor. All loads on the generator are directly 
transmitted and must be supplied by the synchronous motor, while with 
the flywheel this was not directly the case, since the flywheel takes care 
of all peak loads and sudden fluctuations. The load on the synchronous 
motor follows the load on the hoist motor with the exception that all 
losses in the system are added to the load of the synchronous motor. 

The first column in the second row gives the output of the synchron- 
ous motor at each point of the cycle; the next three columns give the 
internal losses of the synchronous motor, and these losses added to the 
output column give the values in the fifth column, which is the total 
input to the synchronous motor at each point in the cycle. The total 
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horsepower-seconds input is readily calculated as shown in the last 
column. Most of the retardation part of the cycle is negative while a 
part of it is positive; the net value, however, is readily computed. 


Hoist Moror GENERATOR TorTrau GENERATOR 
OuTruT Input App. {npur Reaut Inpur Excrrarion Fr. AND 
WINDAGE 


y 
SYNCHRONOUS- SyNcHRoNovus-moToR Losszs SyncHRONOUSs INPUT, 
mMoToR Ourput Iron Copper FR. aND WIND. mMoTOoR INPUT Hp.-sE¢. 


on Qa ark WN 


Total input, hp.-sec. 
Total kw.-hr. input 


: 5000 X 500 
Shaft hp.-sec. = a Kap 


Shaft hp.-sec. _ 4550 = 39.8 per cent. 


Total input hp.-sec. 11,426 


Overall efficiency = 


Capacity of Generator 
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,367,000 Tee 
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___1,700,000 21 =970 hp. 
21|9,765,000 
940,000 ® 
For hoist motor recommend 0. 1500 hp., 600 volt, 108.5 r.p.m., d.c. motor 
Yor generator recommend 1100 kw., 600 volt, 720 r.p.m., d.c. generator 


For synchronous motor recommend 1500 hp., 2200 volt, th 
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From the total horsepower-seconds, the input is found to be 2.31 
kw.-hr. and 0.925 kw.-hr. per ton. The overall efficiency is found to be 
40.8 per cent. or a little over 3 per cent. better than when using the fly- 
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— set; the difference is largely due to the flywheel and slip regulator 
oss. 

The no-load loss of the set is 74 hp., or somewhat larger than with 
the flywheel set; as the synchronous motor is much larger than the induc- 
tion motor, its losses, including excitation, more than make up for the 
flywheel loss with the induction motor set. 
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Fria. 11.—Curve No. 5; INPUT FROM POWER STATION, THREE TYPES OF HOIST. 


The capacity of the generator is calculated the same as on calculation 
sheet No. 5. 

The capacity of the synchronous motor is calculated as shown. As 
there is so much difference in the values during the accelerating and 
retarding portion of the cycle, the method used is the square of the first 
value plus the square of the second plus the product of the two and the 
total divided by 3. The small values at the end of the retarding period 
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and during the rest period are neglected, as their effect on the heating 
is negligible. The.capacity obtained is970 hp. A 1000-hp. motor would 
have sufficient capacity as far as heating is concerned, but would pro- 
bably not have a sufficiently high pull out. A 1200-hp. motor with a 
pull out of 3 or a 1500-hp. with a pull out of 2.4, would be recommended. 
The additional capacity over that required can in many cases be used for 
power-factor correction. Where power-factor correction is not desired, 
a simple relay could be installed; this would reduce the excitation during 
light load periods and increase it during heavy loads, thus tending to 
produce a more nearly constant power factor and saving some power. 

Fig. 11 shows graphically the input to the hoist from the power 
system with the three types of hoists just described. The heavy solid 
line shows the input when using the larger of the a.c. hoist motors. The 
maximum momentary peak at the start is 4100 hp. and the peak during 
retardation is a little over 2100 hp.; the kilowatt-hours per ton is 3.19. 

The input when using the flywheel system is shown by the dot-and- 
dash line and is practically constant at a value of 578 hp.; the kilowatt- 
hours per ton is 1. 

The dotted line shows the input to the line when using the synchron- 
ous motor-generator set. The maximum peak load during acceleration 
is 3050 hp., but this peak is not imposed upon the system suddenly. 
The load starts at less than 500 hp. and does not reach the maximum peak 
for 5 sec.; this permits the regulating devices on the power system to 
operate and produce good regulaton. All power below the line, when 
using the synchronous motor-generator set, is returned to the power sys- 
tem. The kilowatt-hours per ton using the synchronous motor-generator 
set is 0.945, or less than one-third of that required when using the larger 
of the two a.c. motors. 

As before stated, a fair knowledge of hoists and hoisting conditions is 
necessary to use these forms intelligently, as well as a knowledge of the 
various pieces of electrical apparatus necessary to make up a complete 
hoisting equipment. It is necessary in many cases to make compromises 
and many additional short-cut methods can be evolved by one having 
to make such calculations daily. 

After the machines are determined the details of the control must be 
settled; this in many cases means conferences with the hoist builders to 
determine the details so that the electrical equipment will codrdinate 
with the mechanical equipment supplied by the hoist builder. 

The control should be so arranged that any wrong or hasty movement 
of the control levers by the operator will not endanger any part of the 
hoist. With an a.c. hoist, this is accomplished by automatic acceleration 
and the well-known safety devices supplied by the various hoist builders. 
These devices open the power circuit and apply the brakes if the speed is 
above a predetermined value at any point in the cycle. They also take 
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care of overwind in either direction. With the d.c. field-control system, 
the speed of the hoist follows the control lever irrespective of the load 
and drifting cannot occur; this makes it possible to apply safety devices 
that would not be effective with an a.c. hoist, also to apply automatic 
control, which can be made to function without the use of an operator. 

With the field-control system the writer prefers to have no switch or 
circuit breaker in the main armature circuit between the hoist armature 
and the generator armature, but to obtain overload protection by opening 
the fields of the hoist motor and generator. A circuit breaker in the 
main circuit is large and cumbersome and the delay in reclosing it may 
cause serious trouble, as it is important for the operator to regain electric 
control of the hoist as soon as possible after the breaker has opened. A 
circuit breaker located in the field circuit can be more readily handled 
than one in the main circuit. With the new control system, it is almost 
impossible to have the circuit breaker opened unless there is some real 
defect, such as a short circuit in the main generator or hoist motor. 
This means that the operator has electric control of the hoist at all times, 
which is much safer than to depend on mechanical brakes in cases of 
emergency. 


DISCUSSION 


F. L. Stonz,* Schenectady, N. Y.—I think that the author, in speak- 
ing of cylindro-conical drums and their use, has created an impression 
that they are more or less of a fad and not to be considered seriously. I 
do not believe the author intended to create this impression. There are 
several types of installations where the cylindro-conical drum has a most 
decided advantage over the plain cylindrical or straight conical. 


GRAHAM BricHT.—I did not mean to give the impression that the 
cylindro-conical drum was a freak drum and had little application, 
because there are applications where the cylindro-conical drum produces 
considerable economy; but there are other cases where it should not have 
been installed and its use has in many instances been advocated under 
conditions for which it is not well suited. 


Grorcsz S. Rice,j Washington, D. C.—Would those be deep shafts? 
Grauam Bricut.—The cylindro-conical drum is best suited for rather 
shallow shafts where the hoisting is from one level. 


L. F. Mrrren,{ Wilkes-Barre, Pa.—I notice that the calculations 
were made on the basis of self-dumping cages being used. Is it necessary 
to take into consideration the unbalanced weight due to the upper cage 


* Engineer, Power and Mining Dept., General Electric Co. 
+ Chief Mining Engineer, U. S. Bureau of Mines. 
t Commercial Engineer, Vulean Iron Works. 
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being held in the dumping guides? In steam-hoist calculations, this is 
a condition that must always be given consideration. I understand 
that the motor will have sufficient pull-out torque to take care of this 
unbalanced condition. The point I want to bring out is whether or not 
this momentary load would cause sufficient heating to increase the size 
of the motor. 


GraHaM Bricut.— There are cases where this unbalanced weight 
has made quite a difference in the heating, but in a great many cases 
the cages can drift into the dump with little or no application of power. 
The capacity of the motor in most cases is based on a 40° rise. In case 
the pulling into the dump requires more power. than was anticipated, 
this extra heating is generally taken care of by the fact that the motor 
has a margin in capacity and can stand a rise higher than 40 degrees. 


L. F. Mrrren.—It is not the question of pulling the cage into the 
dump, but rather that of starting the loaded cage from the bottom with 
the upper cage wholly or partly suspended by the dumping guides. I 
made several tests some years ago and found that approximately one- 
half of the weight of the cage was supported in the guides. 


GRAHAM Bricut.—The time of getting off the unbalanced position 
is rather short, and a hoist calculated with sufficient margin (as we gener- 
ally try to do) will take care of that condition without adding capacity 
for that particular condition. 


L. F. Mirren.—In other words, the load would not be on long enough 
to cause additional heat. 


GRAHAM Bricut.—It would cause heat, but not sufficient additional 
heat to warrant additional capacity. 


F, L. Stonn.—When the bottom cage has landed and there is some 
slack rope, either intentional or due to rope stretch, the motor must 
develop sufficient torque to lift the entire load of ore, car, and cage, 
completely unbalanced; if the motor will not do this, the equipment 
may be badly handicapped. Specifications for electric motors for hoists 
should specify that the motor be of sufficient capacity to make at least 
one trip completely unbalanced. This, I eet will take care of all 
the points raised by Mr. Mitten. 


GranaM Bricut.—That is a point that possibly has not been sufti- 
ciently emphasized in the hoist calculations. One thing that is generally 
taken into account is the making of a complete trip, or possibly several 
trips, unbalanced. In order to do that, the motor must have sufficient 
torque and capacity to do what Mr. Mitten and Mr. Stone mentioned, 
that is, to take care of slack rope systems and starting with the upper 
cage partly suspended by the dumping horns. 
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Grorce 8S. Ricz.—In the case of a hoist 3000 ft. or more the weight 
of the rope would be considerable so I would think that in those cases 
it would be very important that the spiral drums be used. 


GraHaM Bricut.—Out in Butte, where some hoists go down to 
4000 ft., they use cylindrical drums, but they also use two or three layers of 
cable. In that way they are able to use narrow drums with low inertia. 
If we would use a spiral or a conical drum, afl the rope would be in one 
layer, which means a large diameter drum with a wide face, thus greatly 
increasing the weight and inertia; so. that while something is gained by 
the coning effect, a great deal of weight is added and also the cost of 
the hoists greatly increased. These large diameter drums are heavy, 
and run at low speeds, measured in revolutions per minute. It is neces- 
sary to keep the drums as small in diameter as possible, in order to 
keep the rotative speed as high as possible. The reason for this is that 
slow-speed electric motors are expensive, so that the smaller the drum 
diameter the cheaper will be the hoist motor. In deep mines, coning 
is sometimes used to compensate for rope weight; in shallow mines 
coning is used to cut down the power required ‘during acceleration 
and retardations. 


F. L. Strone.—On some of the large South African hoists the drum is 
coned for a considerable distance and then is cylindrical; the rope is usually 
wound in two layers on the cylindrical portion. 


GRAHAM BricuT.—Do they taper the rope for the very deep mines? 


F. L. Stone.—Tapered ropes have, I believe, been largely done away 
with. I have not heard of the use of a tapered rope on a new installation 
for many years. In nearly every case, the drum shape can be so designed 
as to make tapered ropes unnecessary. 


GrorGce S. Rice.—What is the opinion of the American manufac- 
turers of hoists regarding the Koepe system, so much used in the north 
of France and in Germany? 


Granam Briaut.—They do not seem to be in great favor in this 
country. The manufacturers and operators seem to feel that the cylin- 
drical or conical type of drums are much safer. 


L. F. Mirren.—Possibly I can answer that question. I think 
there is only one Koepe wheel in this country; of course they are used 
extensively on the other side. It is my understanding that in the mines 
in northern France, the Koepe wheels will be replaced with cylindrical 

i -conical drums. 
a eee that it might be well to bring out is that conical or 
cylindro-conical drums are not satisfactory where hoisting is done from 
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several levels. Calculations in all cases should be carefully made if 
other than a cylindrical drum is used, or bad unbalanced conditions are 
liable to result when the levels are changed. 


GRAHAM Bricut.—I should say, in general, the cylindro-conical drum 
is only suited for one level. 


I’. L. Sronz.—This is also true of the Keope disk. You cannot 
economically hoist from more than one level with this type of drum. 
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Mine-water Neutralizing Plant at Calumet Mine* 


By L. D. Tracy, Pirrspurts, Pa. 


(Lake Superior Meeting, August, 1920) 


On Ava. 5 and 6, 1918, and Mar. 26, 1919, the writer made an investi- 
gation of the mine-water neutralizing plant at the Calumet mine of the 
H. C. Frick Coke Co. The object of this plant is to develop a process 
of treating the water pumped from the mines so that it may be rendered 
suitable for use at the power plants of the mines and also at the coke 
ovens; at the same time, eventually producing a byproduct which will 
have enough commercial value to provide a sufficient revenue to place 
the plant on a self-sustaining basis. 

The Calumet mine is situated in Mt. Pleasant Township, Westmore- 
land County, Pa., on a branch of the southwest branch of the Pittsburgh 
Division of the Pennsylvania Railroad. It is about 6 mi. (9 km.) south- 
east of Greensburg, the county seat of Westmoreland County. 

The coal, which is the Pittsburg or Connellsville seam, lies at a depth 
of about 200 ft. (60 m.) and is brought to the surface by means of a shaft. 
The output of the mine averages 200,000 tons of coal annually, all of 
which is made into coke, either at the ovens, at the mine, or at byproduct 
ovens. There are 260 coke ovens at the mine. 

The continued development of the coal fields of Pennsylvania and 
the increased use of electric power in the operation of the mines has 
brought the problem of an increased water supply for the plants to the 
attention of the coal operators. This is especially true in the Connells- 
ville coking region, where large quantities of water are used in quench- 
ing the coke at the ovens. Many of the streams receive the drainage 
from the mines; and as this water is highly acid and contains sulfur in 
various forms, some method of treatment is necessary to render it suit- 
able for use at the plants of the mines. With this end in view, the H. C. 
Frick Coke Co., about 4 years ago, installed at its Calumet mine a plant 
for experimental purposes, in an endeavor to develop a process that 
would provide a maximum amount of suitable water at a minimum cost. 
From a purely technical point of view, the result of these experiments 
has been encouraging. The company is now endeavoring to place the 
plant on a commercial basis. 


* Published by permission of the Director of the U. S. Bureau of Mines. 
+ Coal Mining Engineer, U. S. Bureau of Mines. 
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: DETAILS OF OPERATION 


Calumet mine is drained by three boreholes 8 or 10 in. (20 to 25 cm.) 
in diameter, and 215 ft. (65 m.) deep, situated possibly 500 ft. from the 
main shaft. At the foot of the boreholes are four wooden-lined pumps 
(one 25 in. by 14 in. by 36 in. Lafayette pump; one 25 in. by 12 in. by 
30 in., and two 20 in. by 12 in. by 36 in. Yough pumps) which deliver to 
the neutralizing plant an average of 1,000,000 gal. of mine water every 
24hr. An analysis of a sample of mine water as it comes from the bore- 
holes and before it has received any chemical treatment is as follows: 


ANALYsIs OF MINE WATER 


GRAINS PER Pounps PER 
U.S. Gatton 1000 Gat. 


Non-incrusting solids: 


Sodium carbonate, NasCOg sree nuance eee esa None None 
Sodium: sulfates Naso Ode caterer teeta reat eens 8.5 122 
Sodium chloride, NaCl..2.....52 25. 0 -ameneae eines 0.9 OF 1 
Sodium: nitrates NaNO;.2esecra.iee a2. is epaiadee setae = None None 
Incrusting solids: 
TET tO bs hes oie ea Ae a way sie eerie npn clo cele cee 3.8 0.5 
Ferric oxide plus alumina, Fe2O3 + Al,O3.............. 26.6 3.8 
Herrous sulfates BeoOgeen.cs esta ae ce ae cae eee te 5.5 0.8 
Merricrsultates Hoa (SOx) sacs faerie tees eet kee eee eee 59.3 8.2 
Calciumisulfaten CaSO asec: eee ee eee 46.6 6.7 
Magnesium sulfate; MgSO¢.. 05. sas sae is eee ee 8.3 1.2 
Breer sulturig.acid. tree els Oz0 en aay a eee eee 21.3 3.0 
Total sulfur trioxide as sulfuric acid, SO; as H»SOy........ 165.7 7 Hd: 
Suspended smatber. cae cies cee s.c ereteere te mecete eee erent te dearer 14.8 2.1 


DESCRIPTION OF PLANT 


Two of the boreholes are located on the opposite side of the railroad 
track from the main plant. Concrete towers about 18 ft. (5.5 m.) high 
have been erected over each borehole. Each tower is divided into two 
compartments, one of which acts as a standpipe into which the water is 
pumped from the mine below. When the water in this compartment 
reaches the top of the division wall, it overflows into the other compart- 
ment, from the bottom of which a drain leads to a tower between the 
two boreholes. This tower is similar to those erected over the boreholes, 
the water filling one compartment and overflowing into the second. 
From the effluent chamber, a covered concrete drain leads under the 
tracks and terminates in the mixing chamber of the plant. The entire 
arrangement is somewhat similar to an inverted siphon. The towers and 
drain are shown in Fig. 1. The general arrangement of the plant is shown 
in Fig.2. The plant is in continuous operation 24 hr. per day; the average 
operating force, in addition to the superintendent, consists of eleven men. 
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Pulverizing, Storage, and Conveying Apparatus 


The only material used in the process that is not furnished by the raw 
mine water is the limestone, which is shipped directly to the plant from 
the quarries in hopper cars and delivered at the outside of the storage 
shed in the form of screenings that will pass through a }4-in. mesh. The 
amount of limestone used per day depends largely on the amount of free 
acid in the water. It is estimated that for every ton of ferric oxide, 
34 ton of limestone is necessary. . be : 

These limestone screenings are elevated by a bucket conveyor 
to a storage bin having a capacity of from 80 to 100 tons. From this bin 
the screenings gravitate to a Lehigh-Fuller pulverizer, which crushes 
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the limestone so that it will pass through a 200-mesh screen. From 
the pulverizer, another conveyor carries the limestone to a bin from 
which it drops on to a screw conveyor, which feeds it to a vertically 
inclined conveyor. This conveyor elevates the limestone to the mixing 


‘tank and drops it into the raw mine water as it comes from the bore- 


holes. The amount of powdered limestone to be used is varied, de- 
pending on the amount of sulfuric acid in the water, by increasing or 
decreasing the speed of the electric motor driving the screw conveyor. 

The water from the boreholes is delivered to the mixing tank by means 
of the inverted siphon arrangement described. As the water enters the 
mixing tank, the powdered limestone drops into it from the conveyor 
and is thoroughly mixed as the water passes over and under a series 


of baffles. 
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If the free acid is neutralized only, an almost true basic ferric sulfate is 
the precipitate. 

After the free sulfuric acid is neutralized, if an excess of calcium 
carbonate, CaCOs, is used, the ferric sulfate, Fe2(SOx4)s3, is further reacted 
upon and decomposed into ferric hydrate, Fe(OH)s, and calcium sulfate 
CaSO, However, the calcium sulfate produced is held in solution and 
does not get into the precipitate in harmfyl quantities. The resulting 
precipitate is known as hydrated oxide of iron and is the byproduct of 
the plant. . an 

Aeration 

Leading from the mixing tank to a Dorr thickener is a wooden flume, 
which is one of the essential parts of the entire process and the design 
of which is covered by patents. This flume is about 200 ft. (60.9 m.) 
in length and rests on bents about 8 or 10 ft. high and spaced about 10 
ft. (3 m.) apart. It is practically composed of two wooden troughs, side 
by side, each trough 3 ft. wide and 2 ft. deep. Baffles 214 ft. apart, 
alternately projecting from the bottom and from the top, impart to the 
current an undulating motion, which completes the mixing of the lime- 
stone and mine water commenced in the mixing tank and at the same 
time thoroughly aerates the entire mixture. An arrangement is provided 
by which any of the pulverized limestone settling in the bottom of the 
flume may be flushed into a separate tank, and the water drained. 
Following is an analysis of the treated mine water: 


ANALYSIS OF TREATED MINE WATER 
GRAINS PER POUNDS PER 


Non-incrusting solids: iiish yeas, TOKEN 
Sodium carbonate; Na;COg7..t0 350905. 5 Toe None None 
Sodmmuisultate, Nass Ose va. socal oo se ohie serene DAG 187 
‘Sodimaehlomdem NaCl: a spre yi es has apie & erate 0.9 0.1 
Sodmimanitiate eINAINO gow eis oa cys deus sueors oli f oxmxe None None 

Incrusting solids: 

Silica, SiO2......-. sapaeit CLL Cap ere ish Ee 2.2 
Ferric oxide plus alumina, Fe2O; + Al,O3.......... 56.6 8.1 
Nerrousisultatem BES Oger msccttrys tito airs olin ces ee ere 8.5 1,2 
Herricisuliates Hes(SO1) savas sae wee an + ox peecn a None None 
@alenumisulfater: Cassa vas sae e i: oe cre ey ee 131.2 18.8 
Magnesium sulfate, MgSOus.. 5... 2-0. -- 5+. ee 17.4 2.5 

Preesulfurie acid free HsSO 4s og-.3ste 2 acs ee ye oe ae 0.5 0.1 

Total sulfur trioxide as sulfuric acid, SO; as H2SO,.... 172.6 24.7 

Suspended matter........cccecsececescesecsssenses 100.3 14.3 

SusPpENDED MATTER 
Prr Cent. 
Sica sl gtd, Metseh. Sut L Ae elit. Sa Ne ASR) ea es Tas Oo 7.6 
Alumina, Al.O3 hele eM A So, desu he Gabe t he (Ry sicak ana tes Paty ects with eS a id) bs kar wht Jey x (<6 4.6 
Perbic Oxide) Bes a.0 neciits orb Gr sol alae arity eey soto * 41.3 
(Egle asa CEL Oa ee ee ee ee eee 7.0 
Magnesium oxide, MgO.......-----+- +s: ees e cere eee nents Trace 
Sulfur ioxlde | SOsiee. eves. ss bee eve tae ee es heures ees 19.1 


(Went) TMG oon tose Ope AD SG Git Ce cto Oe Do ocr oor 12.4 
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Dorr Thickener 


The flume is built on a 1.5 per cent. grade from the mixing tank and 
terminates at the center of a Dorr thickener, 7 ft. deep at the outer edge 
and 12 ft. in the center. When the flume reaches the center of the thick- 
ener, it turns down vertically so that the point of discharge is sufficiently 
below the surface to prevent the agitation of the clarified water. 

With a flow through the thickener of 1,000,000 gal. (3,785,332 1.) 
every 24 hr., the capacity of the thickener will allow a settling period of 
about 4hr. During this period, the ferric oxide held in suspension settles 
to the bottom, while the clarified water passes over the upper edges into 
collecting troughs, which carry it to a storagebasin. From this basin, the 
water is used if required. 

A vertical shaft through the center of the thickener is driven by a 
worm gear connected toanelectricmotor. Fastened to the lower end of the 
shaft are four arms placed at right angles to each other; two are 35 ft. 
(10.6 m.) long and the other two 1614 ft. These arms are parallel to the 
bottom of the thickener. On the bottom of each arm, and running 
diagonally across it, are riveted small steel angles which practically 
touch the bottom. These scrapers, as they are called, serve to concen- 
trate the settled material at the center of the bottom of the thickener, 
as the arms revolve at a speed of one revolution every 5 minutes. 

A short distance from the Dorr thickener is a building known as the 
“drying shed.”? A small diaphragm pump in this shed, connected to the 
underflow of the Dorr thickener, is used to draw the ferric oxide, or 
“sludge,” from the thickener and discharge it into a sump. From this 
sump, a centrifugal pump lifts the sludge to an elevated tank outside 
of the drying shed for a further period of settling. At this stage of the 
process, the sludge contains about 75 per cent. of water and has the con- 
sistency of thick paint. 


Drying Process 


In the drying shed is a large drum dryer, manufactured by the F. J. 
Stokes Mach. Co. of Philadelphia, Pa., which is heated by steam at a 
pressure of 30 lb. (13.6 kg.). Just underneath the drum, and parallel 
to its axis, are two troughs, one of which is connected by a line of pipe 
to the elevated secondary settling tanks. At intervals of about 20 
min., a valve in this pipe line is opened and the trough filled. The sludge 
from this trough gravitates to a small centrifugal pump a few feet in 
front of the dryer. This pump sends the sludge into the second trough 
with force enough to splash it against the hot outside surface of the drum. 
The water is evaporated by the heat as the drum slowly revolves, leaving 
the residue in the form of a very fine powder, which is scraped from the 
drum by a long knife-edged steel bar. This powder is yellow in color 


= 
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and is conveyed by a mechanical loader either to storage piles on the 
floor or into railroad cars for shipment. 


ANALYsIS OF PropuctT 
Morsturz FREB 


= Pmr Cent, 

SLES OR ST SE eS Tey? aie ane rer ee eee ee 13.0 
(WANS CTINR ATS Ts DOR Bt @ Pao cae ak eerie areca 0.3 
Aluminum oxide, Al,03................: AE. epnoaasteee 10.3 
Phosphorus pentoxide, P.O;....................00.. i®) 
MysHe OLIdeI BEIGE ar sel RT. MRT RE 37.1 
Calcium oxide, CaO........... he Et oa Ar 13.2 
LES STS haere at 2 6 0.6 
(gE PR Ce 2 ee i a eo 1.0 
DOUIUMmORIOCIN As Oa me Foe ee eee es lek 0.7 
RueeIPeESErSCERJETE SIE) GT ee he he Ee) FFA! Sebo 21) By AIT 11.6 
Combined water, H:0, above 105° C................ 4.8 
Warbomdionde;C Og isc btc,... gave. ace se crs cesta: See 6.4 

TRS Co es oc en Se epee ee oe. een 100.0 


Changes in Plant 


The plant, even at present, is of an experimental nature. Since the 
original installation, the company has made many changes in the me- 
chanical operation, tending towards greater economy and efficiency, 
although the process remains the same. The most important change 
was the elevation of the mixing tank and flume, thereby obtaining a 
gravity flow to the Dorr thickener, at the same time placing the addi- 
tional pumping head required upon the pumps in the mines. 

In the first design, these pumps forced the water to the surface and 
it flowed by gravity through the mixing tank and the flume to a sump at 
the base of the Dorr thickener. From this sump, it was raised by a 
small centrifugal pump into the thickener. If for any reason the con- 
veyor feeding the pulverized limestone into the raw mine water ceased 
to operate, more or less of the untreated water found its way to the small 
pump, with the result that the acid in the water attacked the metal 
and the pump was soon rendered useless. ‘To overcome this condition, 
the concrete towers at the bore holes were constructed, the mixing tank 
and flume were elevated, and the work done by the small centrifugal 
pump was placed on the mine pumps. As these pumps are wood-lined, 
the injurious effect of the mine water is reduced to a minimum. 


Results Obtained 


The principal byproduct of the neutralizing plant is the ferric oxide 
extracted from the mine water. As has been stated, many of the water 
courses in this region contain a large amount of sulfur water, which, 
if used for quenching coke at the ovens, would undoubtedly have a tend- 
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ency to discolor the coke and increase the sulfur content. It is well 
known that for blast-furnace purposes the amount of sulfur contained 
in the coke must be as low as possible. With additional treatment, 
this water may be rendered suitable for use in steam boilers. 

In extremely dry seasons, such for instance as the summer of 1918, 
the treated water from the Calumet plant has been of material assistance. 
By using it for quenching coke, the company was able to conserve the 
fresh water stored in the reservoirs for domestic and power purposes. 
Before the Calumet plant was constructed, the mine water had been 
similarly treated in a crude way, when needed for quenching coke. 

The possible advantage to be derived from the installation and main- 
tenance of a plant similar to the Calumet plant over the common type of 
water-treating plants lies in the fact that the former produces a byproduct 
having a potential commercial value, while the sludge from the latter 
type has, as far as the writer has been able to ascertain, little if any 
value. If this byproduct can be made at a sufficiently low cost to meet 
competition from outside sources of supply of ferric oxide and the plant 
can be made to produce a revenue sufficient to pay the operating cost, 
the company will obtain an additional supply of water with little 
extra cost. 

The plant at present is turning out 6 tons per day of ferric oxide. 
The amount of the byproduct depends entirely on the quantity of water 
pumped from the mine and the percentages of iron in various forms 
contained therein. During thewar, when the importation of the natural 
ferric oxide was impossible, a ready market was found for the ferric 
oxide manufactured. Large shipments of this byproduct were made to 
the companies manufacturing artificial gas, for use in removing the 
hydrogen sulfide present in the gas. The problem now presenting itself 
is to so perfect the operation of the neutralizing plant that, if possible, 
competition with the European and domestic ferric oxide and iron borings 
can be successfully met. 

Ferric oxide is also one of the chief ingredients in a number of the 
paints commonly used, and it is hoped that further experimentation will 
demonstrate ferric oxide to be of considerable value to the agricultural 
interests of the country and thereby furnish an additional market for 
the byproduct. The Calumet water-neutralizing plant, so far as the 
writer knows, is the only plant of its kind in this country which treats 
mine water in this manner. 


ANALYSIS OF Various MInE WATERS 


In connection with experimental work! conducted by the Bureau of 
Mines on the action of acid mine water on the insulation of electric con- 


1H. H. Clark and L. C. Isley: Action of Acid Mine Water on the Insulation of 
Electric Conductors. U.S. Bureau of Mines Tech. Paper 58 (1918) 26 pp. 
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ductors, the chemical laboratory collected and analyzed a number of 
mine waters. The acidity and composition of mine waters from the same 
mine varies considerably at different times. However, the analyses of 
the samples collected are tabulated here in order to give a general idea of 
the composition of such waters. The waters tabulated vary consider- 
ably in acidity. 

* 


Minera ANALyYszEs OF Some Mine Waters Cotiecrep at Various Coan Mines, 


Parts PER MILLIon * . 

Ae 3 / / | | g 2 

| | q 

8b o . q | g | E | oO = & 
a3 as ee He 4 | ee | | FE £ a B 
a7 | # Re | Ee amy uae Pea a iced g 23 hieoe 

mm o4 o¥4 ei s | | | ° 5 

2 ae & Pm se ee | B 5 Smee 

| l | | 
10848 | 36 | 967 | 145 | 60 | 436 | 196 85 18 4755 442 
10966 | 40 220 | sgde ey | ek i lt gs 75 25 6370~| 3662 
11785} 26 |- 89 | 299 63 204 | 130 27 2 2374 7 93 
Ce a ae oe big207 ei i i12 100 | +6 1406 106 
11787 5 ean ee aie | 291 | 168 65 6 2234 135 
11788 | 32 | erie sa2 Pega i] 2 410 133 | Trace | 1562 203 
11789 |  20- | ee et 79g eat 97 | Trace | 790 248 
11790 | 29 | Trace | 11 | 282 4" "118 Cee ey “aan, 1206 88 
11791 48 | 11 | 915 148 | 300 | 197 54 | 2 | 4370 | Trace 
19825 64 | 6 | 320 1TT wel, 2052 | 679 21 | 2764 277 
l | | 


° Ferric iron and aluminum were not determined separately. 884 represents ferric iron as ferric 
oxide plus aluminum oxide, Fe203 + AlzOs. To convert parts per million to grains per U. S. gallon, 
multiply by 0.0583. To convert parts per million to pounds per 1000 gal., multiply by 0.00833. 

The author is indebted to A. C. Fieldner, supervising chemist, and W. A. Selvig, assistant chemist, 
of the Pittsburgh Experiment Station, for supplying the table of analyses of various mine waters. 


CONCLUSIONS 


The problem of utilizing mine water has been under consideration by 
mine operators for some time, especially in the anthracite regions, 
where the quantity of water handled per ton of coal mined is great. 

The treatment of mine water has been studied almost entirely from 
the viewpoint of prevention of damage to pipes, pumps, and boilers, and 
with a fair degree of success. The principal means of treating impure 
water used in boilers may be roughly classified as chemical, thermal and 
mechanical. 

The first of these methods seeks, by so-called boiler compounds, 
either to free the water of mineral salts by precipitation or to remove the 
free acid by neutralization. The thermal treatment is, fundamentally, 
a boiling and condensing process and is commonly used when large 
amounts of carbonates of lime and magnesia are held in solution in water 
containing an excess of carbonic acid. By heating the water to the boil- 
ing point, the free acid is expelled and the salts precipitated. After 
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sufficient time has elapsed to allow the precipitated salts to settle, 
the clear water may be pumped into the boiler. The third process is 
especially applicable to water holding in suspension fine particles of clay, 
sand, or organic matter. The water is first run into large settling tanks, 
where the suspended matter is allowed to settle, and then put through a 
filter, which will remove light organic matter. 

Often a combination of these methods has been found advantageous. 
From the standpoint of the provision of a supply of pure water for boilers, 
these methods have proved more or less satisfactory. The objections 
to them are: The cost of the installation and operation of suitable puri- 
fication plants places an additional burden on the production cost at the 
mine; none of them has in view the reclamation of any of the valuable 
elements held in either solution or suspension in the water. 

The ideal plant would be one that sufficiently purified the water coming 
from the mines so that it could be used for domestic or steam purposes, 
and at the same time produced a byproduct of sufficient commercial value 
that the revenue derived from its sale would at least partly pay for the 
cost of the operation of the plant and the interest on the money invested 
therein. The Calumet plant is a long step toward such an ideal plant. 
A degree of purification sufficiently high to allow the water to be used at 
the coke ovens and, with additional treatment, in the boilers is attained. 
At the same time, about 6 tons per day of a byproduct is produced. 

During the long dry spell of the summer of 1918, a number of mines 
in the bituminous coal regions were obliged to curtail their production 
for lack of water suitable for use in their power plants. At the same 
time sufficient water was flowing in near-by streams, which if purified 
would have kept the mines in continuous operation. 

That there are valuable byproducts in ordinary mine water is shown 
in the operation of the Calumet plant. The ferric oxide is valuable for the 
purification of artificial gas. Sulfuric acid might be recovered although 
it can be produced more economically in other ways. However, the 
value of acid recovered might partly defray the cost of treatment and 
make it possible to purify water that could not otherwise be treated. 

This water also contains some phosphorus and potassium, which may 
be of value in the fertilization of soils. ‘The water from mines other than 
coal mines can also be utilized. 

The foregoing cases are cited simply to show what might be accom- 
plished when the treatment of mine water is studied from the view- 
point of reclaiming valuable products as well as from the viewpoint of 
obtaining a pure water supply. It would seem that, in many cases, a 
plant similar to the one at Calumet might prove to be an economical 
investment for a company whose surface water supply is in danger of 
being curtailed in the dry season, for the reason that by possibly produc- 
ing enough revenue from the byproducts, the cost of operation will 


—_ 


at least be partly met and therefore, will not add to the production 
cost of the coal. The striking advantage of the Calumet plant is its 
simplicity of construction and operation. 

In the opinion of the writer it would be well worth investigation by 
any company which has before it the problem of the disposition of mine 
water and of a poor water supply. 
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DISCUSSION 


CuarLes Hayvock, Philadelphia; Pa.“ (written discussion).—The 
objects of the plant are stated to be the development of a process of 
treating the water from mines so that it may be rendered suitable for 
use at the power plants of the mines, and at the coke ovens, and at the 
same time produce a byproduct having enough commercial value to 
place the plant on a self-sustaining basis. 

From the standpoint of the first object, the plant is not a success. 
The analyses of the treated water show the incrusting solids to be many 
times the accepted maximum permissible scale-forming content of boiler 
waters. Treating such a water by the customary methods would pro- 
duce an effluent having such a tendency to foam as to be prohibitive 
under modern conditions of pressure and superheat. The writer is 
familiar with the plant and has been advised that the effluent has been 
used for boiler purposes only when it would otherwise have been neces- 
sary to shut down the mine. The harmful effects of using such waters 
for a short time cannot well be compared with the serious results pro- 
duced by its regular use. The effluent, however, has been successfully 
used for quenching coke at such times as the supply of pure water has 
been inadequate. 

As to the requirement that the plant be self sustaining, although no 
definite figures are given, the results appear encouraging. There is little 
available literature about byproduct recovery from water-purification 
plants though it seems probable that future development will be along 
such lines. 

The commonly accepted opinion in the coal fields is that central- 
station electric service has been most frequently adopted to avoid the 
difficulties due to using mine waters for boiler purposes, and not as 
stated by Mr. Tracy. Further, elimination of the power plant simplifies 
the operation of the mine and, in some cases, substantial savings have 
been effected by purchasing current rather than generating it in the aver- 
age mine-power plant, which usually is not of the more economical type. 


J. R. Campsett,* Pittsburgh, Pa. (written discussion).—At the top of 
page 613, Mr. Tracy says that if the free acid is neutralized only, almost 
a true basic ferric sulfate is precipitated. Strictly speaking, this state- 


e Chief Chemist, H. C. Frick Coke Co. 
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ment is not correct; a modified basic ferric sulfate is the result of either 
natural or artificial precipitation. W.H. Emmons? explains most log- 
ically the various reactions that take place in the sulfide enrichment 
of acid mine water. 

A careful examination of the natural precipitate, commonly called 
sulfur mud, from acid mine water shows that usually it has approximately 
the following composition: 


Perr Cent. Perr CrEnt. 
Moisture: =) ane oe oar ecu Alkalies.....::.:22:22:-. Not done 
Silica eran thr ve ngsarc ts Metter cece eene 0.70 Tron"0xide-= 1. ee eee ee 63.43 
ATUMIN AL Sas eee se nee 3.97 Loss on ignition.......... 31.82 
Limene eee Jesh Oe ee Nil SOME See 14.44 
Magnesiniee, .Baasaa denned ae tont Nil 


In this analysis, the iron salts are present approximately as follows: 
Fe2(SOu4)3, 24.07 per cent.; Fe2(OH)., 71.95 per cent. This may be 
called a modified basic ferric sulfate, since the hydrolysis, or oxidation, of 
the ferric sulfate has not been completed according to the last reaction 
of the theoretical considerations. A true basic ferric sulfate of the for- 
mula 2Fe: (SOz)3 + 2Fe (OH), has the following composition: Fe2(SO.)s, 
78.9 per cent.; Fes(OH)., 21.1 per cent. This shows that there is 
considerable variation from the theoretical considerations. I have called 
the precipitate from mine water a modified basic ferric sulfate, or a modi- 
fied ferric hydrate in some instances where the decomposition of the ferric 
sulfate has been very nearly complete. 

The natural precipitate from acid mine water, in an air-dried condi- 
tion, is valuable for the removal of H.S from artificial gas, as shown by the 
following Kunberger tests: 


Dry, WET, 
PER CENT. PER CENT. 


MOISHUNG s.r re eee a ence ere eee eee eea 30:70 
Tron’ Oxides. Sc. s Sucre cae ee on Ne De OST 

First fouling here eee teen tee ee 25.52 
Second fouling (a. t2oiu are ie eee 23.91 
Third fouling J... sis. ois ce eee Meee 20.06 
Fourth ftoulin tw). basa caved cake eee ae eee 18.63 
Piftth fouling. soo ce ep ea cic ete ee eee tee 16.02 


We take exception to the analysis of the artificial product produced by 
precipitation with powdered limestone, shown at the top of page 615. 
This analysis indicates a very high percentage of powdered calcite in the 
product, also the presence of ferric sulfate instead of ferric hydrate, which 
is almost inconceivable in view of the fact that gas-purifying material is 
being produced at the plant. There must have been an error either in 
sampling or in the analysis. Furthermore, this analysis does not agree 
with the one shown at the possors of page 613, which is more nearly correct. 


2 Matinee of Sulphide Onl U. 8. Geol. Survey Bull. 529 (1913) 48. 
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A number of analyses of the artificial product made at the Calumet 
neutralization plant, and sold for gas-purifying purposes, have been made: 


ANALYSIS OF PrRopuctT 


PROBABLE COMBINATIONS 


Perr Crent, Purr CEentT. 
12.47 
A gy p Sand andiclaven aed eao. Oo 
we 
0.60 Waltites. «5. snao8 ce: 2.87 
15.00 Gypsum .. pee ton.00 
* 6.20 Modified hee fone 
2 £0.42) ~sulfate.-2..<......,- 55.62 


The average Kunberger test on the artificial product is about as 


PER Cent 
SiOse.. Tara Osan ce oe 
Al,O3 VISIR e AT Osc tee 
Ca Ole ne ek (4354 CaCO sen 2 
LMAO Fone 8 Ae 2 OXGOR Me Oeics. sarc 
FeO; 39.43 CaSO, Arig EM Cte 
P20; Ye aka  <ieta Ve Peni sirsit% 1.10 Fe2(SO.)3 = 
Ignition loss....... 26.30 Fe:(OH)s... ; 
SO) see ee, oe 1.00 
SOs.. 12.54 
follows: 
Dry, WET, 
Per Cent. Per CEntT. 
Moistures..c.-..0-< 18.95 
Nronoxides. = -2.cc . 38.30 
First fouling....... 24.14 
Second fouling..... 24.00 
Third fouling...... 22.92 
Fourth fouling..... 21.46 


Wet, 
Pir Cant. 
Bitthvfouling: 0p ya- jer. 19.60 
pixthoulingwen cease en los 
Seventh fouling........ meloelD 
Highth fouling... ...... 12.08 
Ninth fouling <..6<.....< 0206 
dlenthy fouling ceric. «ae % 9.58 


A complete mineral analysis of a sample of acid mine drainage and the 


probable combinations are: 


Anatysis oF Acip MINE DRAINAGE 


GRAINS PER 


U. S. GALLON 
Obs SOS antec ete tee ees 254.07 
Chlonne 2 so eeee eee er 0.58 
SSIUECOS gS ek | Peed Ae Ad 4.08 
Iron oxide 35.50 
PAT ATTANTS Saar pee Sa She Paes 10.32 
{UnNTa(s8 Re eae eee ee 2oaoo 
IN Gn SS See ies ashe 8.16 
Soda.. atte 6.53 
Sulfur itocide (total) chee 128.78 


Total apparent acidity 
(HS Op nae tae tree cso 
Free acid (H:SO.)........ 


PROBABLE COMBINATIONS 


GRAINS PER 


U.S. Gatton 

NaCl Merce come enc 0.96 
Na2S0O4 13.78 
RiieOf mdatins. slats! 24.85 
AUR (SO ps2 ron (netse a5 34.57 
ea (OUD) gactscses ai pyar 19.66 
reew oO ees ae 17.13 

231.24 


The iron salts are present in the acid mine drainage as a basic ferric 


sulfate or a modified basic ferric sulfate. 


Logically, as Mr. Tracy 


points out, these iron salts should be precipitated by the neutralization 
of the fies acid present with powdered calcite or some other alkaline 


reagent. 
fate, as given by Mr. Tracy. 


Any excess of powdered calcite will break down the ferric sul- 


622 MINE-WATER NEUTRALIZING PLANT 


The artificial precipitate is very active and efficient for the removal 
of sulfuretted hydrogen from artificial gases. The activity and efficiency 
seems to be due to its alkalinity and colloidal character, it being freshly 
precipitated material. The precipitate is being used successfully in a 
commercial way and shows much higher absorption of H.S than most 
oxides, like iron borings oxides, bog ore, and other natural ores. In com- 
parative tests, the precipitated oxide showed 40 per cent. more efficiency 
than iron borings. 

If the plant is practicable and economical on a much larger scale than 
the experimental one described, this process merits the consideration and 
coéperation of the gas companies. It would seem unfortunate if this 
valuable byproduct from mine water could not be recovered from acid mine 
drainage economically, in view of its potential value in the purifying field 
when artificial gas supplants natural gas entirely, due to its rapid deple- 
tion. It is to be hoped that this byproduct from mine water can be 
developed as surely as the byproducts from coal itself—it really is a by- 
product of coal in the final analysis. 


W. A. Sexvie,* Pittsburgh, Pa. (written discussion).—The iron that 
is precipitated from acid mine water on standing, dilution or partial | 
neutralization of the free sulfuric acid is probably a mixture of basic 
ferric sulfates and ferric hydroxide. Analyses of natural precipitates 
from mine water show an insufficient sulfur content to form true basic 
» sulfates with the iron present. 

Mr. Campbell states that he takes exception to the analysis of the 
artificial product produced by precipitation with powdered limestone, 
shown at the top of page 615. The analysis of the sample as submitted 
by Mr. Tracy was carefully made by a skilled analyst and the writer is 
confident that it is correct of the sample as submitted. 

Mr. Campbell’s statement that the analysis in question indicates the 
presence of ferric sulfate instead of ferric hydrate is hardly justified. 
Assuming that the hypothetical combinations of the ingredients of the 
artificial precipitate as calculated by Mr. Campbell from his analysis are 
correct, the writer by the same method of calculation obtains from the 
analysis made by the Bureau of Mines: Fe2(SO4)s, 7.3 per cent.; Fe(OH)s, 
45.8 per cent. 

It is rather misleading, however, to state that such a precipitate 
contains ferric sulfate Fe.(SO.)3 as this salt is very soluble in water. 
The writer prefers to think that the sulfur that may be present combined 
with the iron is in the form of basic sulfates, possibly Fe.(OH),SO, or 
Fe,(OH)2(SO,)2 and that the natural precipitate consists largely of 
ferric hydroxide Fe(OH); together with a smaller amount of basic 
ferric sulfates. 


* Assistant Chemist, U. S. Bureau of Mines. 


| 


L. D. Tracy (author’s reply to discussion).—In reply to the discussion 
of Mr. Haydock, the author would say that at no time has he claimed that 
this treated water was suitable for boiler use. In fact, he says that “with 
additional treatment this water might be used for boiler purposes.” 
The author agrees with the statement that “Treating such a water by 
the customary methods would produce an effluent having such a tendency 
to foam as to be prohibitive under modeyn conditions of pressure and 
superheat.’’ But in these days of chemical research it does not seem 
an insolvable problem to devise methods, other than the customary ones 
now in use, by which water, similar in analysis to that referred to, may 
be rendered fit for boiler purposes. There are, however, other uses for 
water around a power plant than for making steam, one of the most es- 
sential of which is for condensation and cooling purposes. In large 
plants, this is an important item and the use of untreated water, as found 
in most of the streams, would soon render the steam pipes leaky and unfit 
for use. 

Mr. Haydock states that the central station electric service has been 
frequently adopted to avoid the difficulties due to the use of mine waters 
for boiler purposes. There is a tendency at the present time to design 
large power plants to be located at or near the coal mines, in order to save 
the transportation costs of fuel. Itis a fact that in many of the coal fields 
the water supply near the mines is more or less contaminated, so that with 
large central stations, the question of suitable water for boiler purposes is 
important. In fact, in times of drouth it is necessary to conserve as much 
as possible the pure surface water so that it can be used in boilers; and by 
neutralizing this mine water, and thus rendering it suitable for condensa- 
tion and domestic purposes, an important step in this conservation will 
have been taken. Whether or not the plant is a success is a question of 
individual judgment, however, it has been in operation for almost six 
years under the H. C. Frick Company. 
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Run-off and Mine Drainage 


By Howarp N. Eavenson, Pirrsspurau, Pa. 


(New York Meeting, February, 1921) 


Tus eleven mines of the United States Coal and Coke Co. in the 
Pocahontas coal field are situated in McDowell County, W. Va., which 
is a mountainous region. The valleys rarely exceed 200 ft. (60 m.) in 
width, the hillsides slope from 25° to 33°, and the tops, from 600 to 
900 ft. above the valleys, carry practically no level land. At least 80 
per cent. of the area is covered with timber. 

All the workings are drift mines; and while the average grades of the 
seams worked are ample for drainage, local dips and swamps necessitate 
the use of a large number of local pumps or of numerous drainage ditches 
to keep the mines free from water during heavyrains. The water handled 
in any mine is not great, compared with the coal output, and usually 
causes little trouble except during extremely wet periods. In new work- 
ings, the water encountered, except in rare cases, is trifling; it is only 
after rib drawing has started and the surface has been broken that water 
troubles begin. 

The strata overlying the coal are sandstone, shales, and slates; as the 
soil is thin and sandy, it does not tend to puddle and stop the cracks, 
which remain open for along time. As mining progresses and the robbed 
area increases, the broken area becomes larger, increasing the openings 
into the mined territory. The cover over the robbed portions of the 
mines varies from 30 to 750 ft. (9 to 228 m.). When the ground is 
saturated, considerable water finds its way into the mines the day after a 
heavy rainfall and for three or four days it tends to fill the low places, 
wash the tracks, etc. and unless from three to four times as many pumps 
are installed as are normally needed, considerable output is lost. In 
most cases the water will flow from the mines, and the obvious solution is 
to provide drainage ditches of ample size to carry the maximum flow 
expected, so that the inflow will have no opportunity to flood the 
working places, 

Laying out the drainage headings on the proper average grades was 
an easy matter but where blasting was necessary to provide uniform 
grades, as was frequently the case, it was important that the maximum 
flow to be expected and the size of ditches to be provided should be 
known so that only rock work necessary to provide proper drainage 
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facilities should be done. The writer was unable to find any data 
concerning the run-off to be expected in the mines from any given 

rainfall; these notes are the result of an endeavor to obtain such 
information. 
Rectangular weirs were installed at nine points in different mines, 
some being so located that the drainage from several mines passed over 
them. The locations of these weirs, in respect to the mine workings 
and each other, are shown in Fig. 1. In No. 10 mine, a large swamp 
gave an opportunity for recording the flow as its area was known and 
gage readings had been made during a period of extremely heavy rainfall 
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Fig. 1.—MINE-DRAINAGE SYSTEM. 


while the pumps were shut down. The drainage of Nos. 2, 6, 7 and part 
of No. 9 mine flows through a cast-iron pipe at its final discharge, so 
gage readings from this were also used. These weirs were read at various 
times, particularly when the flow was the heaviest, and the flow was 
calculated from them. The Pocahontas Fuel Co. has a long drainage 
heading through which flows most of the drainage of its Pocahontas 
mine (the oldest in the field) and its Boissevain and part of the Jenkin- 
jones mines; through the kindness of James Ellwood J ones, general man- 
ager and H. B. Wright, chief engineer, weir readings of this flow for two 
periods are included with the data. Rainfall readings were obtained 
from the volunteer observing station at Gary; the daily rainfall and the 
run-off at each weir are shown (Figs. 2 and 3). The average flow, in 
cubic feet per minute, for each weir was calculated by a planimeter from 
the run-off curves. The results of these data are assembled in Table 1. 

As stated, the amount of water encountered in the first workings is 
not serious and it was the consensus of opinion that at least 90 per cent. 
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of all water handled was due to robbing. As the run-off to be provided © 
for would have to be for the maximum rate of flow, it was concluded to 
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use only the flow per acre robbed, without paying any attention to the 


area in open workings. 
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Fig. 4 shows the results of all the data plotted on logarithmic cross- 
section paper with a line showing the maximum run-off from the informa- 


- 


tion available. This line is considerably above most of the unit results 
- and is below only one, that of weir 7. The reading here covered a period 
of only 33 hr. during a period that produced the highest floods in the 
history of the region, and was for the smallest area covered, so that it is 
thought that the maximum run-off line is probably more nearly repre- 
sentative of conditions as shown than if weir 7 were considered. 

; With the probable maximum rate of rur®off for various areas deter- 
mined, Table 2 was calculated. This shows the sizes of the ditches re- 
quired on grades of 0.5 and 1.0 per cent. for various areas. Bazin’s 
formula for flow in open channels, using the coefficient for exceptionally 
rough earth channels (as in many cases the ditches will be obstructed by 
roof falls, debris, etc.), was adopted; for smoother channels, the values 
given can be greatly reduced. 

The areas given will be required when the entire area is mined out. 
Figures given for run-off are maximum for the areas, according to best 
data available and should be ample; 11.0 ft. ditch is width of heading. 
Sizes of ditches can be varied, keeping equivalent area, to suit special 
conditions. While no attempt was made at scientific accuracy in secur- 
ing the above data, it is believed that the information is sufficiently accu- 
rate for the purpose and that for mines in West Virginia and eastern Ken- 
tucky, the sizes of ditches given will be ample. 
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TaBLE 2.—Ditches Required for Various Mine Areas and Grades 


| Minimum Grade, 0.5 per cent. | Minimum Grade, 1.0 per cent. 
Area to be off per | r Ditch Ditch : 
Drained, Acre, loc _| Veloc- beada Sr aut | Veloc- eee 
Acres Nerds per I | ity, Ft.) Min. | | | ity, Ft.| Min. 
Min. | Min. jwidth,/Depth, Area, | 9S" | Ditch width, Depth, Area, | prin, | Diteh 
Ft. | Ft. Sa. Ft. Ngee “Pass | (Sq. “4 meet ieee 
| | | | 
| | | | | 
50 | 3.3 | 165] 2.0 | 1.0 | 2.0| 87. | 174| 1.6/1.0 | 1.6] 105 | 168 
100 2.0 7210 3.0 | 1.0 3.0 | 100 | 300 m6 DOL 62.25) 121 272 
200 2.3 | 460 4.0 1.0 4.0) 115. | 460 SEDO Owen 3.25, 144 | 468 
300 | 2.0 | 600] 4.0|1.25| 5.0) 122 | 610| 4.0] 1.0 | 4.0| 153 | 612 
400 1.9 760 4.0 | eb e O. 0; | 1386 | 816 | 4.0 | 1.2 4.8 | 175 840 
500 | 1.8 900 A OWL. 675) 6.7 | 144 964 AsOuitel OMmeD ce 184 956 
600 | 1.7 | 1020| 4.0 | 1.8 7.2| 145 | 1044) 4.0/1.4 | 5.64 190 | 1056 
700 1.65 | 1155 4.0 | 2.0 8.0 | 147 | 1156 | 4.0/1.5 | 6.0 | 198 1188 
800 1.6 | 1280 ARO Miao sie er S<4 | welbs). || L285 0) <4.0° (2156 7) 6.4 | 202 | 1292 
900 1.55 | 13895 SEO 222) S25: 159 1399 | 4.0 | 1.75 tee70 1) 6203 1421 
1000 | 1.5 | 1500 | 11.0/ 1.00 | 11.0| 140 | 1540 | 4.0] 1.9 | 7.6 | 228 | 1695 
1500 SS eoU2 bee Omd 2) elS 266 tore | 2072) | 11.0) 151.0 11.0 | 198 2180 
2600 hat 252) 2500) £1 0° 11 34 | 15.4 | 175 2695 | LOM ete lea 22 Lee 213 2577 
5000 1.15 | 3450 | 11.0 | 1.66 | 18.2| 196 | 3567 | 11.0 | fed 18 A 1 246—.| 8773 
4000 | 1.05 | 4200 | 11.0 1.9 | 20.9) 216 | 4514 | 11.0] 1.6 | 17.6 | 270 | 4752 
5000 1.00 | 5000 | 11.0 | 2.1 | 23.1 224 | SLZO LTO Led 18.7 279 5217 
6000 1.00 | 6000 | 11.0 | 2.4 | 26.4 243 | 6415 | 11.0 | 1.9 20.9 | 304 6353 
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DISCUSSION 


J. R. Campsett, Pittsburgh, Pa. (written discussion).—I do not recall 
having seen data on this subject in such detail. In the Connellsville coke 
region it has been customary to express run-off and mine drainage in terms 
of tonnage mined; for instance, we figure that from 4 to 7 tons of water 
are pumped for every ton of coal mined, depending on the local conditions. 

The paper says nothing of the character of the water flowing from the 
mines. However, I take it that this water is generally alkaline in charac- 
ter, or if acid only slightly so. In the Connellsville coke region, the 
mine drainage is generally acid after development has progressed to any 
considerable extent. In certain districts, owing to the peculiar stratifica- 
tion above the coal through which the top waters must pass before 
entering the mine proper, it takes 10 to 15 years for the water to 
become impregnated with acid and acid salts caused by the oxidation 
and hydrolization of the ferric sulfide (FeS2) in the coal. 

There are two kinds of acid mine drainage: first, total apparent acidity ; 
second, free acid. Both are expressed in terms of H:SO, The total 
apparent acidity, which includes the free acid, is due to the presence of 
certain salts of the metals decomposable by a standard solution of caustic 
soda (NaOH), using phenolphthalein as an indicator. The determination 
of total apparent acidity is of prime importance where the water is likely 
to undergo any rapid process of decomposition, say heating in steam 
boilers. The iron salts, on decomposition, are very destructive to boilers 
causing active corrosion and pitting. The sulfates of the metals, princi- 
pally basic ferric sulfate, decompose and go through a complete cycle in 
the boilers. The sulfuric acid attacks the metal of the boiler plates and 
tubes forming iron sulfates, which in turn decompose into oxides and free 
sulfuric acid. 

The amount of free acid in mine drainage, as indicated by a standard 
indicator, methyl orange, is of lesser importance and cannot be relied on 
entirely where the water of our rivers is polluted with acid mine drainage, 
if these waters are to be used as a source of supply to boiler plants. It 
is customary to determine the free acid in conjunction with the total 
apparent acidity, the range being usually from 20 to 40 per cent. This 
range apparently depends on the age of the mine. 

The total apparent acidity in the acid mine drainage of the Connells- 
ville coke region is approximately 100 gr. per U. 8. gal., consequently 
the free acid would be one-fourth, or 25 gr. Of course, a number of mines 
discharge acid drainage ranging up to 400 and 500 gr. of total apparent 
acidity, but these are exceptions. 


AnprEw B. Cricuton, Johnstown, Pa. (written discussion).—This 
subject, because of its rapidly growing importance, is causing serious 
concern in many Pennsylvania communities. While I believe there is 


- 


no direct relation between run-off and mine drainage, the larger the mine 

- drainage the smaller is the run-off, and the greater the mine development 
the larger is the mine drainage. Therefore the people of Pennsylvania 
should be much more concerned than they are because of the danger 
of eventually losing important and necessary sources of fresh-water 
supply. Western Pennsylvania is one of the most important industrial 
and manufacturing centers of the nation and#s probably as densely popu- 
lated as any similar area; it also is almost entirely underlaid with coal 
which is rapidly being developed. As old mines become more extensive 
and new ones are developed, a constantly increasing quantity of mine 
drainage is pumped into the various nearby streams, until few sources of 
water supply are not impregnated, or subject thereto, by mine drainage. 
The drainage from a single mine has destroyed and rendered useless, for 
all practical purposes, large streams of water, the run-off from many 
square miles of drainage area. 

Many factors affect the amount of mine drainage from a given area, 
such as the thickness, nature and pitch of the overlying strata, and the 
surface topography. Some mines have a much larger quantity of water 
per acre developed than others under as nearly similar conditions as 
could be found. Of course the shallow mines have the most, water, as 
only a small percentage of our rainfall penetrates deep into the ground. 
The deep shafts have the least water, save in exceptional cases, where 
large bodies of water have been tapped in overlying strata by shaft 
sinking, bare holes, or an occasional fault. In the middle west, due to 
a thick clay stratum near the surface, water is so scarce in the shaft 
mines that often water must be taken in for sprinkling. 

The statement that 10 per cent. of mine drainage comes from ad-_ 
vanced work and 90 per cent. from robbed areas should not be applied 
generally and would not apply to central Pennsylvania. Generally 
most water comes from robbed areas, but mines with only a few pillars 
drawn have developed as much water per acre as other mines similarly 
situated with large robbed areas. Mines in central Pennsylvania fields 
produce from 700 to 6000 gal. of water per acre per day, the average 
over a large acreage being 1400 gal. per acre per day. These figures 
include both areas worked out or robbed and advance workings where no 
pillars have been drawn, as it is almost impossible in measuring to sepa- 
rate water from pillars or advance work. 

If I understand Table 1 correctly, there is almost the same variance 
in the mine drainage areas referred to, weir No. 6 averaging 750 gal., 
weir No. 1, 4185 gal., and weir No. 7, 6160 gal. per acre per day. The 
West Virginia measurements were taken during what might be called the 
wet season, while the Pennsylvania figures were in comparatively dry 


weather. ; 
In an attempt to compare run-off with mine drainage in an area of 


DISCUSSION 631 


632 RUN-OFF AND MINE DRAINAGE 


about 100 sq. mi., the flow including mine drainage averaged 710,000 
gal. per sq. mi. per day. The mined-out coal area was 23}4 sq. mi. and 
the actual measured mine drainage was at the rate of 918,000 gal. per 
sq. mi. per day, showing conclusively that for each acre of coal mined 
there is lost considerably more than an acre of fresh-water drainage area. 
Some mines in western Pennsylvania are pumping from 5 to 20 tons of 
water for each ton of coal produced. In the Uniontown district, 114 
tons water is pumped for each ton of coal produced; in the Punxsutawney 
district, 11 tons of water; the average in the bituminous field of Pennsyl- 
vania is.4 tons of water. In addition large amounts flow out by gravity. 


J. B. Warriner,* Hazelton, Pa.—We have plenty of water in the 
anthracite region; in the Hazleton region, a few years ago, 16 tons of 
water were pumped for every ton of coal that came out of the mines. 
There is little water-level drainage. In some places, drainage tunnels 
have been driven from the basins to deeper valleys, but, as a rule, the 
water is handled by pumps or water hoists, though the hoists are gradually 
being abandoned. The run-off and the water to be handled form one 
of the most serious problems in anthracite mining; it is more serious 
than in the bituminous regions, because the possibilities of gravity 
drainage are less. Pumps used are either reciprocating or centrifugal. 
The reciprocating pumps have greater efficiency and less power con- 
sumption for the quantity of water handled; the centrifugal pumps 
can be contained in smaller compass with less rock excavation, and with 
greater capacity for emergency purposes, such as occur at flood times. 
At times of high water, five or six times the normal quantity of water is 
handled. 

In the Hazleton field, most of the mines are opened under surface 
drainage channels, such as creeks of quite large size. As the mines are 
worked out, the water from these channels has found ready access into 
the mines, so that it has been necessary to ditch the water around these 
points. In places large canals have been dug outside of the outcrops of 
the coal measures for the purpose of reducing the inflow into the mines. 
Directing the flow of the surface water in such a way that it does not get 
into the mines has been done in this region on a rather large scale, but it 
has not entirely accomplished its purpose. 


R. V. Norris, Wilkes-Barre, Pa.—The works under the heavy wash 
of the Susquehanna River are usually very dry as we do not dare to 
break the surface. On the other hand, those near the outcrops are usually 
very wet because the amount of water coming in is not sufficient to 
warrant the giving up of the coal to hold the surface. 


H. G. Mowtton, New York, N. Y.—This paper discusses the water 


* Manager Cranberry Creek Coal Co. 
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which enters the mine from surface run-off as distinct from ground water. 
Evidently such surface waters can enter excavations either through 
shafts or openings along the outcrop, or else through cracks in the ground 
resulting from the subsidence of the surface. Thorough studies of 
subsidence will result in more knowledge as to the existence of fissures 
through which water may come, and will also. give a clearer idea of the 
limitations of surface fractures with respec} to bodies of water on the 
surface. Through knowledge of the fundamental principles controlling 
the location of surface fractures with respect to work below, it would be 
possible to avoid such subsidences within the danger zones affecting 
large bodies of water, such as lakes or streams. By knowing in advance 
where fractures may be expected, it would often be possible to change 
the course of streams, provide ditches, flumes, etc., and thereby reduce 
the amount of water entering a mine through the fractures in the over- 
burden. Consequently studies of subsidence may have a direct bearing 
on the question discussed in this paper. 

In certain copper-mining operations, a problem has arisen as to the 
relation between the area of a stope and the controlling depth beyond 
which the broken material will arch itself sufficiently to prevent fractures 
from reaching the surface. One particular stope located directly under 
a river is now being worked by the square-set method, although other 
conditions would permit of shrinkage stoping or caving if it were not for 
the risk of breaking through the surface and filling the mine with water 
from the river. Questions as to the relation between areas and depths 
controlling surface subsidence are often involved in the choice of a 
mining method, when there is danger of letting surface waters into the 
mine if the surface is fractured. 

H. B. Wricut,* Pocahontas, Va. (written discussion).—Unfortu- 
nately, we have not many analyses of samples of water taken at the 
outflow weir at Jenkinjones. One sample taken on Nov. 12, 1917, 


shows: 
PARTS PER GRAINS PER 
MILLION U. 8. GALLon 
PRO LAIESONIGSy A ted OSG feeds cree acre reiritore tee ‘0% 1096.0 64.03 
fronederrous) sulfatesacccee <2 oe. ols 27.4 1.60 
Aluminum stltatGessssanecs 16 ce ses0 + oe + 109.9 6.42 
Acidity (to methyl-orange) calculated to 
39.2 2.29 


ri taviare pel, 5 eo aciueiag Bis Grier as mone 

Ghlorimeeya ek 1 tacieee acl sla eiateiaiele « Trace 

IBLEe AMINO M1 sel coe ere ae dey this cay aie es = 

A couple of analyses of the water supplying a portion of this outflow 

at the weir, taken where the greatest destruction to pump was observed, 

at the time when we were pumping the water instead of draining it by 
gravity, showed 
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GRAINS PER 
U. S. GaLLon 


Total BOldS ya 56. spunaroten vragen, « earns ueher amr tee ee 119.80 
Caleram sulfate vi cyc.c haku ater piesa spon eden ian cae wea 18.30 
Magnesium SuLiAte ices) nec atte es eee ee eae 6.65 
Soditim sulfatewtiih. nied ike tole o- er are ce eee eee eet 6.25 
Sodium*chloridels: aayee eee ee ee tae ee eee 2.04 
Tron aluminas amdligilice sy. ay-iee sitet ses eed eee eee 82.78 
Burl tric ya Cidd a respusth «6 arcsec aeaclt ak eres alee ees career ee 3.80 
Incrusting SOldS 6.7) cecouctt chescueseee She ed cane eee ee 107.70 
INON=INCLUSTIN Pe SONGS. esate aryl ner oie se as 8.30 


Another sample taken from the same place as the above, but at a 


different time of year, gives: 
GRAINS PER 


; U. 8. GALLON 
(otslsolidsie-erae sees 1 RIA aha ee eee 42.68 
DLLICA sptarsra trots BaRsae Tah Baer eee OR So -6 eee ee eee 0.35 
Tronsand Jaluminumioxicles aces caren ee ee 1.92 
Calcium sulfates «cays ates nck eee kote tek eee ee 17.26 
Maenesitim sulfate: c.cn. «a2 2s 2cretetonee even ors, sre eee 9.80 
Suspended"'mattera sees. core cee a ee eee ees 3.00 
Incrustingisolids yasws ai caki elke ae i ee eee 32.33 
Sodiumsulfate «heist Bie eer ee Beer eee 9.00 
Sodinmpeh Grid eh: 5. ansoha tea otha eee) ofa ee 1335 
Pounds incrusting solids per 1000 gal.................. 4.61 


Hardness equivalent to 20.8 gr. calcium carbonate per gallon. 
Alkalinity equivalent to 1.71 gr. of calcium carbonate per gallon. 
A sample taken from a portion of the Boissevain mine, when little 


robbed ground existed, showed: 
GRAINS PER 


U. 8. Gatton 
Rotalisolids./5. as s;ccleve ne ahs ae akan eae hie ee Pee eee 11.20 
Calcium. carbonates. ssecs ee ee ee eee a.25 
Calciumisullatesia tae seeker te iam meee an ee oe 0.71 
Calcium chloride. Sacsists. 4 eee) ee a 0.65 
Magnesia carbonate. onic arciatuaitthent ctonus eee tren tani 1.89 
Hree carbonic acid's si. 8. unio. cca ee ee eee 0.74 
Tron, AlUMINS BUC SUA «0.050004 ie ee eee 0.93 
Motalinerustingisolds ese ca. eee ere ere eee 11.43 
Lotalnon-in crusting solidse.. ssn fee ee ee ee 0.74 


Under certain conditions, as much as 3 gr. of sulfuric acid exists 
per U.S. gallon, as a maximum, but during periods of flood, this particular 
element is lacking. The first analysis given would be a fair average for 
the average flow for the year. Of course, during periods of high water all 
chemicals shown would appear under analyses in much smaller quantities. 


Howarp N. Eavenson (author’s reply to discussion).—The water 
from the mines at Gary has always been rather free from acid, but 
probably this condition will change as the mines become older. The 
strongest water was from one of the smallest mines and one compara- 
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tively little developed; why this was so is not clear, as the chemical 
composition of the coal is the same. 

The statement about the proportions of water from advancing work 
and from robbing would not necessarily apply to other mines. The 
factors mentioned by Mr. Crichton have a large influence in this, but 
one of the chief factors is that, in southern West Virginia, almost all of 
the strata overlying the coal are composed, of sandstones and shales, 
which are not readily influenced by water, and the dirt overlying the 
rocks is a sandy loam that will not puddle readily and tend to fill up any 
surface cracks, as will the clay soils of western Pennsylvania. 

The correct run-offs for weirs 6, 1 and 7 are as follows: No. 6, 2994 gal. 
per acre robbed per day; No. 1, 5579 gal. per acre robbed per day; No. 7, 
90,605 gal. per acre robbed per day. The West Virginia figures were all 
taken during wet seasons, the measurement of weir No. 7 being in a short 
period of extremely heavy rainfall. 

The example of the 100-sq. mi. drainage area mentioned by Mr. Crich- 
ton is interesting, this working out as a mine drainage run-off of 1434 gal. 
per acre per day. The other figures given by him for various Pennsyl- 
vania districts are, I understand, from the reports of state mine inspectors 
and should be accepted with caution, as they are undoubtedly estimated, 
possibly from pump capacities, and cannot be considered accurate. 

In considering the point raised by Mr. Moulton, it should be stated 
that all of the known surface cracks in the vicinity of streams at these 
mines had been filled and the water ditched away from them or carried 
over them in flumes. The factors mentioned by him are of great im- 
portance in the drainage problem and it is earnestly hoped that the data 
that is being collected by the Committee on Ground Movement and Sub- 
sidence will enable us better to determine where such cracks can be 
expected in relation to the mine workings. 
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Steam Regenerators Reduce Coal Consumption 


By W. H. Scuacut,* E. M., ParnespALE, Micu. 


(Lake Superior Meeting, August, 1920) 


In tHE Lake Superior District, the air indoors must be heated con- 
tinuously during eight months of the year and occasionally during the 
remaining months. Incident with mining in this district, therefore, 
there is need for heating many of the buildings connected with these 
operations. In addition to the mine buildings, that is, shops, engine 
houses, offices, change houses, etc., such public buildings as schools, 
library, and theater, when close to the mines, are often supplied from 
the mine heating mains. 

At the Copper Range Company’s mines, Champion, Trimountain and 
Baltic, the heating surface thus supplied from the mine mains is over 
50,000 sq. ft. (4645 sq. m.) which requires a steam consumption, at times, 
of 18,000 Ib. (8165 kg.) per hour, or the equivalent of arate of over 50 
tons of coal per day (were live steam used). This figure is based on a 
consumption of 14 lb. per sq. ft. of heating surface during the coldest 
weather, and provided the system is not wasting steam by blowing it to 
the atmosphere or into the return line on account of leaky traps, which 
so often is the case. Under the latter conditions, steam consumptions 
of three to four times the above rate are not uncommon. This shows 
that the cost of heating is of enough importance to be given serious con- 
sideration, especially at this time of rising prices of fuel. 

The power and heating value of exhaust steam are appreciated by 
most engineers, and its application for such purposes is general. At 
our stamp mills, the exhaust from the stamps is used to operate low-pres- 
sure turbines, thus reducing the former water rate per horsepower 
developed by more than 50 per cent. 

At the above-mentioned mines, electric motors have replaced the 
many small steam engines, so that this supply of exhaust steam has been 
practically eliminated. The larger engines are compound, triple, or 
quadruple condensing. ‘The hoists, however, in all cases are simple and 
non-condensing and of two sizes, namely, 24 by 60 in. and 32 by 72 in. 
(61 by 152 cm. and 81 by 183 cm.). These hoists now offer the only 
available supply of exhaust steam; but as this flow is intermittent and 
varies from extreme violence to zero, the steam so discharged cannot be 


*General Manager, Copper Range Co. 
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satisfactorily used without some means of storage, such as is offered by 
a regenerator that transforms the variable flux into a constant one. 


RESULTS OBTAINED BY Usina BACK-PRESSURE VALVES 


Efforts were made to use this exhaust steam for heating, without 
using regenerators, by having it discharge dtrectly into the heating sys- 
tem, using a back-pressure valve weighted so as to provide sufficient 
pressure to permit the circulation of the steam through the system. The 
greater portion of it, however, for lack of storage capacity, escaped 
through the back-pressure valve to the atmosphere. The supply so 
obtained was not sufficient and had to be supplemented with live steam, 
introduced by an automatic reducing valve at a pressure usually a few 
pounds under that at which the relief valve was set. This meant that 
the hoisting engine would exhaust against a back pressure, which (in 
cold weather and on account of poor design or condition of the system) 
sometimes was as high as 10 lb. or more, thereby reducing the efficiency 
of the hoist, because of the reduction of the range through which the 
steam used by the engine could expand. 

With this reduction in efficiency there was a greater steam consump- 
tion for the engine, and although some of this additional steam was used 
in the heating system most of it was discharged to the atmosphere. As 
a result, the operation was not as profitable as was expected. In fact, in 
many instances, there was a loss, for live steam fed directly into the 
the system without the imposed back pressure on the hoist would have 
resulted in better economy. 

The condensate and non-condensable vapors from the several build- 
ings heated were returned to the boiler house and discharged from the 
system by using steam-driven wet vacuum pumps. This condensate, 
on account of the oil contained therein, could not be used for feed-boiler 
purposes and had to be wasted. 


Srram Losses THroucH Use or Raprator TRaps 


Various types of radiator traps were used in the different systems, 
some of which were better than others. In a closed system of this kind, 
by using these traps there is danger of wasting steam into the return line 
when the traps get out of order. The importance of this fact was not 
always realized, so that, no doubt, much steam was thus wasted. 

Vibration, corrosion, or dirt usually cause these traps to get out of 
order. If the trap is of the diaphragm or bellows type, the constant 
vibration is apt to cause fatigue of the metal which, in some makes, 
results in the loss of the liquid contained therein. When this happens, 
the valve remains open, causing a continuous flow of steam to the return 
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line. If the trap is of the expansion-rod type, corrosion or dirt may cause 
this to stick, with similar results. When these parts give trouble, they 
are often removed by the workmen who sometimes forget to replace 
them, so that the waste is permitted to go on. 

It is bad practice, also, to discharge main traps (such as are used to 
discharge from the entire return line) directly into a closed sewer system 
for, should these traps leak (which they frequently do), the escape of 
this steam is unnoticed. 


Losses Due to Arr LEAKS 


Proper precautions were not always exercised to obtain tight heating 
systems, that is reasonably free from air leaks, for in some instances two 
vacuum pumps running simultaneously would not maintain more than 5 
or 6 in. (12 or 15 cm.) of vacuum on the return line. This required carry- 
ing higher pressures on the main to provide the necessary differential for 
circulation and resulted in the using of more steam by the pumps than 
should have been necessary and caused waste due to the imposed back 
pressure on the hoist. 

Much of this leakage was the result of improper provision for expan- 
sion of the piping; some was caused by faulty expansion joints and 
valve-stem stuffingboxes; and some was due to leakage through the rod 
packing of the hoist. In the metallic piston-rod packing used, steam 
leakage is prevented by the condensation of the steam, which seals 
the small passages. With a vacuum on the heating main, there is 
imposed, also, a vacuum in the hoist cylinder; this difference in pressure 
causes air to flow into the cylinder through these packings, for there is no 
condensation to seal the passages. This leakage is considerable and 
increases with the vacuum carried in the main. 

Conditions causing air leakage prevail in all plants, but as long as the 
steam escaping from the lines is not seen, the system is usually considered 
to be in good condition by the maintenance man, and the air leaks go 
unnoticed. The result is that the vacuum pump, which may be large 
enough to handle moderate leakage, cannot maintain the vacuum, so 
that the system is operated at a reduced vacuum. This reduction in 
vacuum is followed by a rise in the working pressure on the main, which 
rise usually continues until the pressure in the system reaches or exceeds 
that of the atmosphere. As a result, many persons believe that it is 
impossible to operate a system at less than atmospheric pressures. Sev- 
eral years of operation at our plants have shown, however, that these 
engines can be benefited by a vacuum when exhausting into the heating 
system. This, in reality, is a condenser and, if it is kept tight (as is 
required of other condensers), there will be no difficulty in operating with 
main-line pressures of 8 or 10 in. (20 or 25 cm.) provided the steam con- 


sumption of the heating system equals or is more than the engine 
_ exhausts, while 18 or 20 in. on the return line provide sufficient differ- 
ential to cause proper circulation under the most severe conditions. 
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SreaAM ReQuIRED TO Herat PLANT 


A survey at that time showed that our steam requirements for heating 
for more than half of the year were equal to or in excess of that required 
by the hoists; further, during the coldest weather, at most of the plants, 
live steam would have to be supplemented, atid for the remainder of the 
year most of the exhaust would be required. Considerable steam is used 
in the summer months for heating the dry or change houses, water for 
buildings, and feedwater for the boilers. To use as much of the exhaust 
steam as possible, it was necessary to provide means for storing this heat 
and transforming the variable flux into a constant one. For this pur- 
pose, steam regenerators of the Rateau design were placed between the 
hoisting engine and the heating system. 


PRINCIPLES OF OPERATION OF STEAM REGENERATOR 


The method of treating a flux of intermittent exhaust steam by the use 
of steam regenerators consists in passing the intermittent flux of steam 
through a closed vessel, or regenerator, in which the steam is condensed 
and re-evaporated. Condensation takes place when the steam is in 
excess of the quantity required to maintain a constant flow of outgoing 
steam, and re-evaporation takes place when the steam discharged into 
the regenerator is not sufficient to maintain this constant flow. The 
condensation and re-evaporation are due to interchanges of temperature 
between the flowing steam and a large mass of water. In order to keep 
this water in intimate contact. with the steam flowing through the 
regenerator, the surface of contact must be as great as possible. 

In order that the operation of the engine and heating system may be 
independent of each other, a relief valve located in the steam path 
limits the range of pressure in the regenerator. This range of pressure, on 
the other hand, also limits the maximum amount of steam that can be 
condensed in the regenerator. It is, therefore, essential that the mass of 
water be brought to the temperature corresponding to the pressure tem- 
perature of the flowing steam in order that the maximum storage of heat 
by the water be obtained before the relief valve blows off. 

When the flux of steam received by the regenerator exceeds the 
amount it is delivering to the heating system, the regenerator absorbs the 
excess and holds it until some time when less steam is received than is re- 
quired. When the flux of steam received is just equal to that taken by 
the heating system, the pressure within the regenerator is constant. No 
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steam is condensed and the regenerator floats idle. Should the quantity 
of the incoming steam be less than that required by the heating system, 
the pressure in the regenerator falls, and the water gives off steam, 
losing the heat that was absorbed during a time of excess. 


Steam to Regenerator 
Check Valve 
= 


Perforations in Mixing’ ube 
fir the Listribution of Steara 
in the Water 


Fig. 1.—LONGITUDINAL SECTION, RATHAU PATENT STEAM REGENERATOR. 


The efficiency of the regenerator as a piece of power apparatus is, as 
usual, the ratio of power output to power input. If the regenerator 
delivers steam at the same pressure as that at which it receives steam, 
barring the slight losses due to radiation, its efficiency is 100 percent. On 


Water teal 


% 


Fic. 2.—CRoss-SmcTION OF RE GENERATOR. 


the other hand, if the regenerator always receives steam at a higher pres- 
sure than that at which it can deliver steam, its efficiency is less than 100 
per cent., and the loss is represented by the pressure drop between the 
absorbing condition and the condition of delivery. 


- se 
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The regenerator is equipped with a suitable steam dome for the dis- 
. charge of the regenerated steam to the heating system, and with a special 
automatic water-level device, which removes the water of condensation 
entrained with the exhaust steam. A relief valve controlling the maxi- 
mum pressure permissible between the exhaust of the engine and the main 
inlet is located at any suitable point of the piping. The exhaust steam 
discharged into the regenerator always contains water. After passing 
through the water in the regenerator, the steam never contains more than 
a fraction of 1 per cent. of moisture. | i Bie 
This apparatus was found to be equally efficient as an oil separator. 
The condensate of the regenerated steam is practically free from oil and 
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Fig. 3.—DIAGRAMMATIC SKETCH OF PIPING SYSTEM. 


suitable, therefore, for boiler feed, which was not the case before regen- 
erators were installed. A longitudinal section and a cross-section of the 
regenerator used are shown in Figs. 1 and 2. 


Pipina SysteEM, GAGES, AND VALVES 


The buildings to be heated are located, in some instances, 2300 ft. 
from the engine house, and well above the elevation of the boiler house, 
thus offering ideal conditions for gravity returns and good drainage. As 
a result, the condensate is returned to boiler house and discharged from 
the system (operating at 20 in. of vacuum) by means of a water seal. 
Because of the effectiveness of the regenerator as an oil separator, this 


condensate is used for boiler feed. 
you. Lxv1.—41, 
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In remodeling the several heating systems, estimates of the steam 
requirements were made and pipe sizes used that would give a pressure 
drop through the mains of approximately 11b. The return lines installed 
were also of ample size, so as to cause no undue pressure loss. Advan- 
tage was taken of the difference in elevation and the pipes so installed 
as to eliminate all pockets, thus permitting the entire system to drain 
back to the boiler house, avoiding, therefore, possibilities of trouble when 
steam is shut off from the system in freezing weather. 

Asbestos sponge felt 1 in. (25 mm.) thick was used where the pipe 
lines are sheltered, that is, where they are suspended in concrete boxes, 
and 114 in. thick was used where the pipe lines are exposed to the weather. 
The return lines are also covered so as to conserve this heat for boiler-feed 


PSS 


Fig. 4.—MertTHOD OF SUPPORTING PIPE LINES. 


purposes. These coverings are protected from the weather by asphalted 
asbestos jackets, which when in place are given a coat of asphalt paint. 

No slip expansion joints were used, expansion being provided for by 
offsetting the lines 50 or 60 ft. (15 to 18 m.) at intervals of 500 ft. The 
piping is usually anchored midway between the offsets. One of the 
systems at the Champion mine, which has 2300 ft. (701 m.) of mains in 
which all expansion is provided for in this manner, has not required the 
use of a wrench on it since it was installed about three years ago. 

These pipe lines are suspended in long slings, which are free to swing 
from an eyebolt having a vertical thread adjustment for pipe alignment. 
Some sections of these lines span deep ravines, requiring, therefore 
bents 30 ft. high in order to avoid pockets and to provide the eee 
run for drainage. A diagrammatic sketch of one of these installations is 


shown in Fig. 3, the methods of supporting the pipes is shown in Figs. 
4, 5, and 6. 
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The exhaust from the hoist cylinders is piped to the regenerator inlet, 

- which is placed at least 6 ft. (1.8 m.) below the cylinders to avoid drawing 
water from the regenerator back into the cylinders when the engine is 
idling or drifting, thus causing a vacuum sufficient to raise water several 


Fig. 5.—A TANGENT CROSSING A DEEP RAVINE, CARRIED ON BENTS, IN SOME PLACES 
OVER 30 FT. HIGH. 


feet above the water level in the regenerator. In some installations the 
regenerators are placed in the basement of the engine house; in others 
they are placed in the boiler room. An atmospheric relief valve in the 


Fic. 6.—EXPANSION OF THE TANGENT TAKEN UP WHERE IT EMERGES FROM THE BURIED 
Box. LONG HANGERS ARE NEEDED, AS A TRAVEL OF 12 or 138 IN. IS REQUIRED. 

exhaust line near the engine can be set to maintain any pressure desired 
but it is usually set to relieve at 14 lb. above atmosphere. The exhausts 
from the boiler feed pumps, hoist auxiliaries, and trap discharges from 
the hoist receivers are also piped to the regenerator. 
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Connected to the exhaust line between the engine and the regenerator 
is the feedwater heater, which gets its supply of steam from the engine or 
pump exhaust, or draws from the regenerator when the other supply is 
insufficient. In other words, the feedwater heating is not dependent on 
an intermittent supply, but has a constant supply to draw upon, and 
temperatures of 190° to 200° are easily obtained. As the pressure in 
this line is below the atmospheric, a power or steam operated steam trap 
is used to discharge the condensate from the heater. Considerable 
condensation or entrained water is carried with the exhaust steam into 
the regenerator, which must be discharged from it. As the working pres- 
sure carried is usually below the atmospheric and as ample head can be 
obtained for a water seal to discharge under these conditions, this method 
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Fic. 7.—STEAM CONSUMPTION FOR HOISTING AND LOWERING, No. 1 sHart. Twin 32 
BY 72-IN. SIMPLE ENGINES ON ATMOSPHERIC PRESSURE. Rock LoAD 5 TONS. 


of relief is used. The overflow of the seal is situated so as to operate 
either with vacuum or pressure, being able to discharge to the atmosphere 
with pressure of 4 or 5 lb. (1.8 to 2.3 kg.) plus or minus. 

Provision is made to supply live steam to supplement the exhaust 
automatically. Two reducing valves are used in series, to safeguard the 
system in case one of these valves should get out of order. By step- 
ping down the pressure in stages in this manner, the cutting action of the 
steam on the valve and seat is much reduced. 

The reducing valve on the high-pressure side is of the ordinary type 
and reduces down to 15 lb. (6.8kg.) The other valve is of the diaphragm 
type operated by auxiliary pressure introduced by means of a special 
control mechanism. An ordinary reducing valve, depending on the 
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pressure of the atmosphere, will not operate on pressures when less than 
atmospheric. A telltale pressure gage, which is tapped into the line 
between the reducing valves, is used to indicate when either of these 
valves is out of order. Should the gage read above 15 lb., the valve on 
the pressure side is not tight and may require reseating; should the gage 
read less than 15 Ib. the valve on the lower side is not tight. 

These reducing valves automatically admit steam to the system at 
any predetermined pressure, either above or below atmospheric. This 
is done with a special control mechanism, made by the Klipfel Manu- 
facturing Co., of Chicago, which consists of a closed chamber or cylinder, 
the lower end of which contains a flexible rubber diaphragm to which is 
attached a stem or yoke that connects with a lever arm fulcrumed to one 
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Fig. 8.—StTeAM CONSUMPTION FOR HOISTING AND LOWERING, No. 3 sHAFT. TWIN 
SIMPLE 24 By 60-IN. ENGINES. Rock LoAD 214 TONS. 


side of this connection and capable of being weighted on either side of its 
fulcrum. ‘This, in turn, makes contact with the stem of a valve con- 
nected to a supply of air under pressure, usually 15 1b. The chamber is 
connected to the steam space of the regenerator and also serves as a 
connection for a special gage for indicating pressure carried on the re- 
generator. This pressure causes a deflection of the diaphragm, which, 
in turn, acts upon the lever arm. The weights can be adjusted on the 
lever arm so as to balance against any pressure in the regenerator. For 
instance, if steam is to be admitted to the system at 4 Ib. minus pressure, 
the weights are so adjusted as to permit the lever to be moved sufficiently 
by this pressure to operate the air valve, causing it to open and admit air 
to the diaphragm of the reducing valve. This, in turn, opens and admits 
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the make-up steam to the system, staying open until pressure rises to the 
4 lb., when the action of the lever is reversed and the steam shut off. 

For the operation of the low-pressure reducing valve, a supply of 
compressed air at mine pressure is stored in a large receiver that is con- 
nected to the mine air main. Leather-seated check valves prevent the 
return or loss of the air in storage when the pressure in the main is re- 
duced or the compressor shut down. The storage is sufficient to operate 
these valves for 48 hr. The air taken from these receivers is reduced to a 
pressure of 15 lb. by means of a reducing valve and used at that pressure 
by the control board. 

The steam from the regenerator is delivered to the buildings to be 
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Fie. 9.—STHAM CONSUMPTION FOR HOISTING AND LOWERING, WITH ENGINES 
ON ATMOSPHERIC PRESSURE, No. 4 sHart. Twin 24 By 60-IN. SIMPLE ENGINES. 
Rock LoaD 5 TONS. 


heated with a drop in pressure not to exceed 2 Ib. at times of greatest 
demand and about 1 Ib. during average winter conditions. A two-pipe 
system is used. In the buildings, the drainage of mains and return lines 
is in the direction of the flow, thus eliminating all water hammer. Syl- 
phon traps are used on all radiators, direct and indirect, and on all headers 
and drips. 

The air and condensation are collected into and returned by a 3-in. 
line, the end of which is submerged, forming a water seal that is located 
in the boiler house. At a point about 20 ft. (6 m.) above the overflow of 
this water seal is located an air separating tank, from which the air and 
non-condensable vapors are drawn from the system by a Nash No. 0 
vacuum pump, requiring for its operation about 1144 hp. This pump is 
operated by an electric motor. We have operated some of these pumps for 
several years, during which time their maintenance costs have been small. 
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The pressure carried on the regenerator, being also the back pressure 
on the hoist, varies from 8 to 10 in. vacuum to 4 lb. above the atmos-. 
phere; the colder the weather, the lower is the average of the range main- 
tained. The return-line pressure is usually constant at about 18 in. 
(45 cm.) making a working pressure available, therefore, of about 8 lb. 
(4 kg.) which is more than sufficient in almost any emergency. 
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Fic. 10.—STEAM CONSUMPTION FOR HOISTING AND LOWERING, No, 4 SHAFT. 
Twin 24 By 60-In. ENGINES. No. 1 Test. ENGINE ON HEATING system. L. H. 
ENGINE INDICATED. ROocK LOAD 5 TONS. 


RESULTS OBTAINED BY USE OF REGENERATORS 


The coal consumption of the several plants before and after installing 
regenerators, also the tons of rock hoisted during same periods and the 
radiation involved in each plant are given in the accompanying table. 


TaBLE 1.—Results Obtained by Installation of Regenerator 


Coal Consumption Rock Hoisted | 
|Radiation 
| Before After | Before After Involved 
Shaft Regenerator | Regenerator Regenerator Regenerator /* 
Installation Installation Installation Installation 


Years | Tons | Years| Tons | Years Tons Years | Tons Sq. Ft. 


Nos. 2-3, Champion..| 1916 5,340 | 1917 2,076 | 1916 290,000, 1917 240,000) 18,000+ 


No. 4, Champion..... 1916 4,296 | 1917 2,256 | 1916 335,000) 1917 292,000) 11,000+ 
No. 2, Trimountain...; 1918 4,235 | 1919 2,908 | 1918 303,650) 1919 295,510) -7,000+ 
Nos. 2-3-4, Baltic....| 1918 | 11,410] 1919 9,766 1918 373,150) 1919 349,970) 11,000+ 


25,281 17,006 1,301,800 1,177,480) 47,000 +- 
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There was a slight reduction in the tons hoisted in most plants during 
the year following the regenerator installations, but this did not affect 
the coal consumption materially, for, in most cases, some live steam was 
used for heating, there not being enough hoisting to supply the need. 
At Nos. 2 and 3 Champion, the live steam thus used would have been 
available for additional hoisting, so that only afew more tons of coal would 
have been used had the same tonnage of rock been hoisted. The results 
exceeded our expectations and, in some instances, the installation and re- 
modeling costs were returned by the savings made during the first year’s 
operation. In all cases at least one boiler was shut down, and in some, 
two were discontinued. 
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Fig. 11.—STgkAM CONSUMPTION FOR HOISTING AND LOWERING, No. 4 sHarr. TWwIn 


Ss 


24 By 60-IN. SIMPLE ENGINES. Rock LoAD 9 TONS. 


In the forepart of the paper it was stated that the exhaust from some 
of the hoists was used for heating before regenerators were installed and 
that back pressures of 10 lb. or more had to be carried at times to supply 
the necessary steam for heating. It was desirable to know the relative 
steam consumption of the hoists operating under these conditions as 
compared with their operation when exhausting to the atmosphere. We 
were concerned, not so much with the actual, but rather with the relative 
consumption of steam, so steam-indicator diagrams were used. It was 
assumed that the condensation in the engine cylinders and pipelines under 
both conditions would be the same, so that the diagram should reveal, 
approximately, the actual difference. 


The skip, in each case, was filled with what was considered an average 

_ load of rock; this load was used throughout the test for all hoisting. 
Continuous indicator cards were taken, hoisting from every third level. 
From these diagrams, the average cut-off pressure and the length of cut- 
off were determined and the weight of the apparent steam consumption 
ascertained. These tests were made with various back pressures on the 
engines, and were run on a 24 by 60-in. (61 by 152 cm.) engine, using a 5- 
ton skip, at No. 4 shaft of the Champion mine; a32 by 72-in. engine, using 
a 5-ton skip, at No. 1; a 24 by 60-in. engine, using a 214-ton skip, at No.3; 
and a 32 by 72-in. engine, using a 214 ton skip, at No.2. The revolutions 
made by the engines were counted for each run, and the time in which 
runs were made ascertained by stop watch. The mean effective pressure, 
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Fig. 12.—StTEAM CONSUMPTION AS DETERMINED PER SHAFT HORSEPOWER-HOUR FOR 
HOISTING AND LOWERING WITH 24 By 60-IN. ENGINES. Rock LOAD 5 TONS. 


total steam consumption, and pounds steam per shaft horsepower-hour 
were determined for both hoisting and lowering from the various depths. 
No account was taken of the steam of condensation, the amounts repre- 
sented are as determined by the diagrams. 

Curves showing these values are shown jin ‘Figs. 7 to 12. Fig. 12 
makes a comparison of the steam consumption per shaft horsepower-hour 
for a 24 by 60-in. engine hoisting a 5-ton loaded skip when operating at 
various back pressures. The dotted line shows the calculated consumption 
were the hoist to operate at 8 in. vacuum, which is the back pressure 
obtainable when regenerators are used; this result has since been veri- 
fied. This comparison shows why a saving of one-third of the coal is 


possible. 


650 STEAM REGENERATORS REDUCE COAL CONSUMPTION 


Meruop Usrep ror CALCULATING REGENERATOR REQUIREMENTS 


To show method of figuring regenerator requirements, the requirements 
for the large plant at Champion, viz., No. 2 and 3 have been taken as an 
example. 

‘The radiation to be heated at that time totaled 16,000 sq. ft. Allow- 
ing 14 lb. of steam per square foot for coldest weather, the maximum re- 
quirements per hour would be 5300 Ib., and for average winter conditions, 
with a consumption of 14 lb. per sq. ft., 4000 lb. per hr. Inaddition 
to this, about 600 lb. are required for heating boiler feedwater, and 
10 per cent. must be allowed for condensation in transmission, requiring, 
therefore, approximately 5000 lb. per hour as the average consumption. 
The hoisting averaged about fifty-five trips during the 8-hr. working 
period, and was from an average depth of 1600 ft. The time to make 
the complete hoisting cycle was 110 sec. The idle period, or time during 
which no steam flows, was 6.9 min., and under actual conditions at that 
time did not often exceed 12 minutes. 

The exhaust from two hoists are used to supply the regenerator. The 
average steam consumption of these engines per cycle when hoisting from 
the sixteenth level (this being the average hoisting depth) was found to be 
275 lb., making available an average of 3800 lb. per hr. To this must 
be added steam from the auxiliary cylinders of the hoists, which amounted 
to an additional 12 per cent. or about 400 lb.; also, 200 Ib. from boiler 
feed pumps, making a total available of 4400 lb. per hour. 

For a 12-min. idling period of both hoists, a steam storage of 1200 lb. 
was required to provide for the heating requirements during the coldest 
weather. The amount of water required to store that amount of steam, 
when using a pressure range on the regenerator from 8 in. vacuum to zero, 
can be determined as follows: 

Latent heat of steam at 4 in. of vacuum, or average of the working 
range = 975 B.t.u. 

975 X 1200 lb. steam equals 1,170,000 B.t.u.’s required. 

Temperature of water in presence of steam at atmospheric pressure, 
212°; temperature of water at 8 in. of vacuum, 197.7°; difference, 14.3°. 

Pounds of water required to store this heat = 1,170,000 + 14.3 = 
81,818 lb. 

Weight of water at the above temperature equals 60 lb. per cu. ft. : 
amount of water required, 81,818 + 60 = 1363 cu. ft. 

Storage capacity of the regenerator installed, 1190 cu. ft. 


DISCUSSION 


O. P. Hoop,* Washington, D. C.—As the original equipment at 
these mines was the most efficient available, when it was installed 20 


* Chief Mechanical Engineer, U. 8. Bureau of Mines. 


years ago, to be able to save about 30 per cent. of the fuel by this installa- 
tion is a notable achievement. In 1909, a regenerator equipment was 
installed by the Quincy Mining Co., but it was a failure because it could 
not meet the conditions as to back pressure. In the present case, the 
back-pressure problem has been solved apparently by turning the whole 
heating system into the condenser. For each pound of increase in back 
pressure in such a hoisting engine, about 3 per tent. more steam is required. 
This was shown in the tests of the regenerator installations at the Quincy 
and in the Carnegie Steel Co’s. plant in Pittsburgh, the results of which 
agree with those found by Mr. Schacht. There are few regenerators so 
installed that they can be tested. Mention is made of four systems; 
could anything be gained by tieing these systems together? Is there a 
decrease in the temperature of the steam served to the buildings so that 
increased heating surface is needed? 


W. H. Scuacut.—The No. 2 and 3 hoists at the Champion mine 
exhaust into one regenerator, thus using the steam from two hoists. The 
several systems, however, are not interconnected, as the advantages 
gained, under present working conditions, would not justify the cost. 

- However, should one of these systems have more steam than it requires 
and the others have an insufficient supply, such a connection may be 
justified. 

While there is a decrease in the temperature of the steam now used, 
additional radiation is not necessary. Much of the heating surface, 
prior to the remodeling of the several systems, was inactive owing to 
air-bound radiators. Proper drainage of return lines resulted in the 
removal of this air, which more than offset the drop in temperature. 

During the war, the state representative in rating the plants graded 
them according to the appliances used. A plant having COz meters, 
etc., was rated higher than one without them, other things being equal. 
Plants having modern appliances in the boiler rooms, such as we have 
at the stamp mills, were rated as high as 98 per cent., although the 
exhaust from these stamps may have been wasted to the atmosphere 
at a pressure of 30 lb. Yet, because our mine plants used locomotive 
firebox boilers and did not have CO2 meters and means for weighing 
coal, they were rated at 60 per cent. No credit was given for utilizing 
the exhaust by the use of the regenerator, which resulted in saving, in 
some instances, over 30 per cent. of the coal. 
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Lynch Plant of United States Coal and Coke Co. 


By Howarp N. Eavenson, C. E., Prrrspurau, Pa. 


(Wilkes-Barre Meeting, September, 1921) 


Earty in 1917, the United States Coal & Coke Co. secured options on 
several tracts in Harlan County, Ky., aggregating about 19,000 acres in 
area, and after careful prospecting by outcrop openings and diamond 
drilling, completed the purchase late in July of that year. This property 
is situated in the eastern end of Harlan County, south of the Poor Fork 
of Cumberland River, and extending across Big Black Mountain to the 
Clover Fork of Cumberland River, a distance of about 7 mi. (11.3 kg.). 
It extends from the Kentucky-Virginia line westward for about 6 mi. 
Looney Creek, which empties into Poor Fork, crosses the property for 
about 4 mi. (6.4 kg.), and as several of the seams within the property 
outcrop along this stream, it afforded an easy, and the logical, place for 
development. 

The property is on the northern side of the geological trough formed 
by the uplifting of Stone Mountain, on the southern, and Pine Mountain, 
on the northern side; the northern boundary along Poor Fork is prac- 
tically at the base of Pine Mountain. This area has been described 
in various geological reports.! ‘ 

The main seam on this property is the one known variously as the 
“C,” Benham, Keokee, Taggart, and Roda; it is also called, by the Ken- 
tucky Geological Survey, the Kellioka seam of the western portion of 
Harlan County. This seam averages, in this property, about 5 ft. (1.5 
m.) in thickness, although local rolls reduce this thickness considerably 
over small areas, and at the extreme western end of the property the 
seam splits. It is usually clean, although occasionally a small parting 
occurs within a few inches of the bottom of the seam; it is one of the best 
coking and gas coals in the United States. The average analysis of this 
coal is given in Table 1. 


1 Philip N. Moore: Report on Iron Ores in Vicinity of Cumberland Gap. Geol. 
Survey of Kentucky [2] 4, Pt. 5. 

J. B. Dilworth: Black Mountain Coal District, Kentucky. Trans. (1912) 43, 129. 

Kentucky Geol. Survey: Upper Cumberland Coal Field. Bull. 13 (1912). Sup- 
plementary Report on the Coals of Clover Fork and Poor Fork in Harlan County 
(1916). 
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TasLE 1.—ANAtysEs or Coats From C Sram 


r Numbers of samples....... 24 OKC reenchirctee te cnn: 70.1 
Volatile matter, per cent... 35.09 Ammonium sulfate, Ib.. 25.0 
Fixed carbon, per cent..... 60.47 ‘Benzole bee eekxieon ee 29.2 
Ash=ner cant Bales mec... - 4,44 ‘Daregalhs,, veel, e442. Ook 
Sulfur, per cent........... 0.59 Gassoeltasnt eh vn ct 11,448 
Phosphorus, per cent...... 0.005 
¥ 


The purchase negotiations were completed late in July and about 
Aug. 4 the decision was made to start the development of the tract at 
once and to push it with all possible speed, as the Government wanted 
an additional supply of high-grade, high-volatile byproduct coal from 
which the production of benzol and toluol could be increased. Actual 
possession of the property was given about three weeks later and on Aug. 
26 construction work was started and pushed with all possible speed until 
after the armistice was signed. 

There was available a good survey of the property lines, but nothing 
that showed any topography or the relation of the coal outcrops to the 
property lines, and the only time available for securing these data was 
the three weeks between the two dates mentioned. A topographic 
party was organized, and the work of getting the necessary information 
for the townsite layout was pushed as rapidly as possible, using a transit 
survey for the base lines, and filling in the topography by plane tables. 
The scale used was 1 in. = 100 ft. (0.025 = 30.5 m.) and the contour 
interval was 10 ft. (8 m.). The site available for the town, all of which 
will ultimately have to be used, covered an area about 214 mi. (4 kg.) 
long, and in places, about 2000 ft. (609.6 m.) wide. The topography 
for the plant site layout was not complete “intil the early part of Novem- 
ber, 1917, and the layout map was finished a few days thereafter. 

When directions to begin the construction of the plant were issued, 
the output wanted was 2,500,000 net tons per year. The property 
could not be attacked, except from the Looney Creek site, without con- 
siderable railroad construction, and as this site was in the approximate 
center of the tract, and all of the coal could be reached from it with a 
maximum haul of 414 mi. (7.2 kg.), and an average haul of about 2 mi., it 

was decided to construct at this point a plant that would have a capacity 
of not less than 8000 tons per day. For this output two mines were 
projected, one on each side of Looney Creek; the pit mouths were placed 
a short distance above high-water mark, so that as much of the coal as 
possible would drain to them. The coal from both mines was to be 
taken to one tipple, at which the entire output would be loaded. It was 
realized that such a plant would be the largest single loading plant in the 
United States, perhaps in the world, and its construction gave opportuni- 
ties for concentration in the line of sbops, wash houses, tipples, amuse- 
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ment buildings, housing facilities, etc. that were unique, and which 
enabled the company to build units and facilities of a size that are 
ordinarily unheard of in the usual coal-mining community. 


HovusIne 


The section in which this plant is located is entirely isolated from any 
large community; in fact the only town of any size is the neighboring 
plant of Benham, which contains perhaps 2000 people. There is no 
other community of more than a few people within 20 mi. (32 kg.) by 
rail, or 9 mi. (14.5 kg.) across a steep mountain trail. Everything 
required for comfortable living in the ordinary large town would have to 
be furnished by the company, so it was fortunate that all of the property 
was owned in fee simple, and that there were no outside lots or owners to 
create embarrassment in laying out the town. 

It was estimated that, to produce the capacity required, the average 
daily output by employees of all classes would be about 4 tons; so for 
the desired production of 8000 tons per day, 2000 men would be required 
for all purposes. At the older plants of the United States Coal & Coke 
Co., in the Pocahontas field, a careful census, taken at various times, had 
shown that ordinarily there were two people on the plant for each man on 
the payroll. It was estimated that at Lynch, partly because of its 
location and partly because so many of the foreign miners had left the 
country, this small percentage would not hold, but that the probable 
population would be about 6000 to 7000. 

The number of rooms per man employed in coal-mining communities 
in isolated situations of this kind has been steadily rising for some years. 
In the Pocahontas region, at the older plants, the number of rooms has 
risen within 6 years from 0.99 to 1.85 rooms per man; so it was decided 
that two rooms per man should be built, or a total of 4000 rooms. As the 
most popular type of house averages four rooms, this meant a total of 
1000 houses. 

The amount of space available for various purposes, while larger 
than is usually the case in this mountainous region, was not adequate for 
a town of this size, using single houses; even with double houses it was 
necessary to place the houses closer together than would otherwise be ° 
desirable. The final decision was to construct 400 double houses and 200 
single ones, and to place the houses at a minimum distance of 30 ft. 
(48 m.) apart. At many of the older plants, the need of a large clubhouse 
or hotel has been badly felt many times. Prior to starting the Lynch 
plant, it had been the custom at many of the large plants to provide a 
fair-sized building in which the clerks, engineers, store employees, and 
some of the unmarried mine officials could find suitable living accom- 
modations. After a careful study of the conditions and requirements at 


the older plants of the company, it was decided that a building having at 
least 100 bedrooms, together with the necessary dining rooms, parlors, 
toilet rooms, ete., would be required for the Lynch plant; the building 
erected contains 133 rooms, of which 108 are bedrooms, in addition to a 
large basement and attic; the remainder are the usual service rooms. 
There has been considerable criticism of the size of this building, but = 
at practically no time since it was completed have there been any unoc- 
cupied rooms. In fact, during much of this time it has been necessary 
to provide sleeping quarters in the attic. The basement was utilized 
for a shoe shop, clothing store, jewelry shop, soda-water fountain, and 
cigar store; four bowling alleys and three pool tables also were in- 
stalled. In addition, five large boarding houses were built for the 
accommodation of the single miners. The number of houses built is 
shown in Table 2. 
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TABLE 2 
| | 
FusMenied Type | Ness | Gaus | Numba of [PoplNumber| Nebo 
| 
Supt. 46 Single 8 Yes 1 8 1 
Officials 

33 Single uf Yes 6 42 6 

40 -| Single 6 Yes 6 36 6 

41 Single 5 Yes 6 30 6 

32 Single 4 Yes 7 28 7 

37 Single 3 No 18 54 18 
38 Single S No 42 126 42 

39 Single 4 No 95 380 95 

35 Single 5 No 15 75 15 

42 Single 23 Yes 5 115 5 

14 Double 8 No 182 1456 364 

29 Double 8 No 58 464 116 

36 Double 10 No 30 300 60 

34 Double 12 No 10 120 20 

31 Double 6 No 120 720 240 

| 600 3954 1000 

| 


The various types of houses are shown in Figs. 1 to 7. They are all 
plastered, except a small number built the first winter (which are ceiled 
with wall board) and are of wooden construction, except six officials’ 
houses, which are concrete block, stuccoed. All of the plant buildings 
and about fifty of the houses are heated by hot water. These have solid 
stone-wall foundations; the remaining houses are heated by grates, one in 
each room; are set on stone piers, and have double floors with building 


~~, 


LYNCH PLANT OF UNITED STATES COAL AND COKE CO. 


656 


“SONITTAMA ANY ZASNOH ALINOWWOD—'T “SI 


657 


“ASOOH @Tanod WOOU-XNOF—e “DLT 


NOILVAI193 LNOUS 
__NV1d YOO14 LSuI4 (Ceo ne) PO i Ek Fes 


7! 


wi 


19521%0"21 272%, 0-21 i sa/Buiys 
091%) €S1 NOHOLIM re loyyisodiuio’ 
N3HLIy [Be Koos Suan doce ae Le 5 HA ysodlutoy = 
p .9%,01 = a 
40d 7 bs : : 
UN iz = ee 
MOPLIYA PISO ™ — Buyjayso,9 HUAI ste | = 
ec | er a wes cnenmmnecennnn MOBLIM patteyy! | 
Wer 


“ASOOH WOOU-dauHL GHIONIG—'Z ‘Oly 
NV1d YOOTd 


HOWARD N. EAVENSON 


NOILVA313 LNOUW4G 


s/auby p4bog | | 


151%, 21 
N4HOLIM 


VOL. LXVI.—42, 


LYNCH PLANT OF UNITED STATES COAL AND COKE CO. 


658 


0-91 %, 9521 
WOOY ONILLIS 


BPIML 
Hd80d 


071%, 0521 
Woou d3g 


Nwid ¥OO14d LSUui4 


‘ASQOOH WOOU-HAIA AIAAOG—P ‘Ply 


1021%,9501 
N3HILIM 


7 


NOILVA313 LNOUWS 


To [== 


07S ¥ 2521 


WOOU ONILLIS Fe apig 
igh 


H)YOd 


yO72t%,9>401 07151 ¥, 0521, 


NJHILIM WOOY G3 


- 


HOWARD N. EAVENSON 659 


paper between, for the lower floor. Spaces between piers and between 
porch posts are closed by flooring boards. All roofs, and the gables and 
upper stories of some of the houses, are covered with asphalt shingles, 
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both green and red being used. Experience has shown that, taking 
both appearance and wearing qualities into consideration, this type of 
roof is the most satisfactory cheap covering yet tried. 
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In many of the house types, it has been possible to vary the details 
and shapes of the house and porch roofs of houses having the same in- 
terior arrangement. These changes, the number of plans used, and the 
various colors used, have prevented the monotony in appearance usually 
seen around coal-mining plants. All houses are given three coats of 
ready mixed paint in the outside and two on the inside. Yellow, light 
gray, and white body colors are largely used, though a small number are 
painted green and red. White, green, and black are used for trim. 


Lots , 


.Where the ground is flat, the lots are usually 100 ft. (30.5 m.) deep and 
vary from 32 to 66 ft. (9.8 to 20 m.) wide, depending on whether the 
house is single or double. On the hillsides, a broad slightly sloping 
bench about 43 ft. (13 m.) wide is excavated, a road and sidewalk being” 
placed at the bottom of the slope, just back of the house. The lots used 
allow gardens as large as the ordinary family cares to cultivate, although 
they would have been made larger had space allowed. All houses are 
fenced with a standard steel-wire fence; in this climate this type of fence 
has proved very durable and satisfactory. 


STREETS AND ALLEYS 


The town layout was made so that no grades on the streets exceeded 
10 per cent. at any place; on the main street none over 5 per cent. were 
allowed. The main street throughout the town is a part of the state 
highway system and a roadway width of 22 ft. (6.7 m.) with a 4-ft. 
(1.2 m.) walk on each side was provided. On the side streets, the road- 
way was made 16 ft. (4.9m.) wide with the same sidewalks. Alleys were 
made 10 ft. (3 m.) wide. All sidewalks, curbs and gutters, walks from 
the sidewalk to the front and rear porches of each house, and the entire 
roadway of Lynch road were made of concrete; all are one-course work, 
1:2:4 mix, and built in accordance with standard specifications of the 
Portland Cement Assn. It is the intention to macadamize all side 
streets, as the traffic on them will be comparatively light. 


WATER SUPPLY 


Experience at the older mines had shown that a supply of 50 gal. per 
person per day would be sufficient for town purposes, so a steel tank with a 
capacity of 300,000 gal. or about 1 day’s supply, wasinstalled on the hillside 
above the power house, at an elevation sufficient to supply pressure for 
two standard fire streams at the highest fire hydrant in the town. The 
supply mains are 8 in. (20 cm.) in diameter, and the distributing lines 
are 8, 6 and 4 in. in diameter, and so interconnected that a supply can be 
furnished practically anywhere in the town through two lines. All pipes 
are steel, asphalt coated, with sleeve joints. All fittings are flanged; 
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flanges are also put on all lines at intervals of about 200 ft. (61 m.). 
Every line has a valve where it leaves the main and blow-out valves are 
provided at dead ends. The house supply lines are all 1 in. (2.5 cm.) 
asphalt-coated pipes, and in each kitchen a cast-iron sink about 20 by 
30 in. (50 by 76 cm.), is installed. Each service pipe is provided with a 
stop and waste cock underground with a handle extending into the 
kitchen; between the ground and the floor it is boxed and surrounded 
by manure. Fire plugs are placed at intervals so that no house is more 
than 200 ft. from at least one plug, and waxed canvas fire hose, 24 in. in 
diameter, with 1 in. nozzles in 250-ft. lengths, on reels, are provided at 
suitable intervals. 

The water supply is procured from deep wells, located near and above 
the power plant. These are blown by compressed air and the water 
flows to a concrete sump at the power plant, from which centrifugal 
pumps, having a capacity of 800 gal. per min., lift it to the tank. The 
pumps are in duplicate, but only one is used at a time. The well supply 
has not been sufficient, so lines have been laid up Gap Branch and 
Looney Creek to points well above the town, from which the creek water 
will flow to the sump, where it will be chlorinated before being pumped 
to the tank. In exceptionally dry periods, the creek supply is also quite 
limited, so provision is being made for a storage supply by driving some 
rooms in the mine under Gap Branch, which will be filled, through a 
borehole, in the spring and the water be retained by a dam until needed, 
when it will flow by gravity to the sump at the power plant. 


LIGHTING 


The town is lighted by electricity, the main distribution lines to- 
transformers being 6600 volts, and from the transformers on the three- 
wire system 230-115 volts. All houses have at least one light in each 
room and one on the porch. Where the houses are close to the street, 
the porch lights give enough illumination; in other places, street lights 
on poles are used. 


SEWAGE SyYsTEM 


Except the main buildings and houses having inside toilets, all houses 
have outside closets equipped with concrete septic tanks. These are 
constantly kept filled with water and the foecal matter liquefies and 
escapes through 4 or 6 in. (10 or 15 cm.) sewer pipes, to which also the 
kitchen sinks drain, into the main sewer. The entire town is sewered and 
at its lower end the sewage flows into a concrete sump, from which centri- 
fugal pumps lift it to a treating plant on the hillside, Fig. 8. Here the 
sewage passes through septic tanks, a settling basin, and a chlorination 
tank, from which it flows to the creek. Provision has been made for a 
sand filter, after the chlorination treatment, but this has not been built 
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as itis felt that for the present this treatmentis unnecessary. The sewage 
treatment plant was designed by L. D. Tracy of Pittsburgh, Pa. The 
pipe lines were designed for a flow of 250 gal. per house per day, with 
allowance for 300 additional houses and for an infiltration of 40,000 gal. 
per mile of sewer per day. 


SToRM-WATER DRAINAGE 


The surface drainage from the various ravines extending through the 
town site is taken care of by open masonry culverts, the sizes of which are 
calculated by the formula 


. a < a ae ae 
Area in sq. ft. = ~/ Area in acres? 


which gives results suitable for this mountainous country, with its steep 
slopes and quick run-off. The open culverts are much more easily 
cleaned and taken care of than closed ones. 


AMUSEMENT FACILITIES 


As the town is entirely isolated from any sources of amusement it was 
necessary to provide everything required to keep the inhabitants amused. 
A ball park was laid out at the lower end of town, and during the season 
the ball team furnished one of the main attractions. The ground is also 
made for carnivals, circuses, and such attractions; an additional park 
may some time be built above the upper end of town, on space reserved 
for the purpose. 

In the lower end of the town, a large frame building for community 
purposes has been erected and is always well patronized. On the ground 
floor, Fig. 9, are located a restaurant, where both white and colored are 
served, in separate rooms, from one kitchen, and a movie theater; on the 
second floor is the gallery of the theater, which is used by colored people, 
the ground floor being reserved for the whites; and a room containing four 
bowling alleys, two pool and one billiard table, and a barber shop; on 
the third floor is a large dance hall with the necessary retiring rooms, and 
a lodge hall for the fraternal organizations. The theater seats about 450, 
and has a stage and dressing rooms where the usual program can be varied 
by occasional vaudeville shows. 

A similar but larger building has been designed for the upper part of 
the town, but has not yet been built. This theater will have about 900 
seats. It is to be built of stone. Dances are held in the hotel dining 
room at short intervals. 


STORE 


With the exception of a few small stores operated by some of the 
tenants in the houses, where soft drinks and a few staples are sold, the 
store business in the town is handled by the United Supply Co. After a 


—_— 
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careful study of the requirements by James W. Anawalt, president 
- plans were drawn for a store building 160 ft. (48.8 m.) wide by 100 ft. 
deep (30.5 m.), three stories high with a basement the entire size of the 
building. The outside walls of the building are of native sandstone, and 
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Fia. 9.—FIRST FLOOR OF COMMUNITY BUILDING. 


the columns, floors, and roof beams are reinforced concrete. The roof is 
of structrolite blocks, which are covered by prepared asbestos roofing. 
In the basement one 7 and one 5-ton machine manufacture ice, and 
refrigerate two cooling rooms, each with a capacity of a carload of meat, 
and the main refrigerator and the refrigerated counters in the meat shop 
in the main store room. A bakery is also located in the basement; 
this has a continuous type of oven with a large daily capacity of bread, 
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cakes, pies, etc. The basement is arranged so that a truck can be driven 
through it and loaded; goods kept in storage can be unloaded directly 
into it from cars on a siding back of the store. 

On the first floor, the main store room, a drug store, meat shop, and 
supply room are located; and on a mezzanine are located a ladies’ and chil- 
dren’s dress and shoe department, a store room and ice-cream room for the 
drug store. On the floor above are one five-room and one six-room flat 
with bath, six bedrooms with bath for the male help, and large storage 
rooms for furniture, carpets, and other household goods. The main 
store room and the drug store are floored with linotile; the meat room 
is floored with white vitrified tile and wainscoted with opaque glass, and 
the refrigerated counters have a display of meats, butter, cheese, etc., and 
a large refrigerator for the meats actually being handled. The entire 
room is well screened and is thoroughly sanitary in every respect. So far 
as is known, this is the largest and most complete store for this purpose in 
this country and compares well with department stores in many of 
the cities. 

OFFICE AND WasH HovusE 


The one objection to wash houses around many of the drift mines in the 
bituminous regions has been that usually there are several openings so 
that it is rather difficult to concentrate the travel to any one point where 
a wash house would be convenient to all. While there are several open- 
ings into each of the mines at Lynch, the main travel is through the main 
pit mouth in each mine; this will be the case more and more as the mines 
are developed. The two pit mouths are only about 400 ft. (122 m.) apart 
so a location midway between them is an ideal spot for the main office 
and the wash house with its accompanying first-aid rooms. 

The ground floor of the office building, Figs. 10 and 11, is used by the 
superintendent, chief clerk, payroll clerks, etc., and the second floor has 
an office for the division engineer, a drafting room, rooms for the telephone 
exchange and blueprinting, a lecture room in which instruction in first 
aid is given, and a smoke room, which can be filled with smoke or gas in 
which the men are required to work with their rescue equipment in place. 

It was estimated, from the experience at the Benham mine, that 
probably 75 per cent. of the men could be expected to use the wash room; 
accordingly facilities for 1500 men were provided. Experience having 
shown the superiority of the overhead suspension of clothes to lockers, 
1500 clothes hooks were provided, each of which is separated from its 
neighbors by galvanized hoods, so that there can be no contact between 
the clothes hanging on adjacent hooks. The hangers are of the usual 
galvanized-iron type and are hung on galvanized-steel sash cord instead 
of the usual chain. The hooks can be locked in place by inserting a 
padlock through a loop on the cord. The number of clothes hooks 
determined the size of the building; the seating capacity is about 240 men. 


> 


667 


HOWARD N. EAVENSON 


“aSNOH HSVM GNV SHOMIO IVAENEAD—'OT “OTT 


NOILVAS13 YV3Y 


1 Wrerrer petite TTL brrptrrtith a 


ie z 


dd ‘uwpsp.toy doy adi H 
lee oy s10ddne') yim pou 14S pobbny Ki 
H109 OF pas 24 OL; passant Hana a F.4d :3L0N IO HGS Go ¥ aie ie ta rag 
a! ri ie ell rs 

i) Bei A A 
aa Sree ce, 

aq Up2 dajboal SIU; TLON Sy 
wiagsfig BUYy BNO i cg! 1 24,541 

JAE 4H 40 49/4] 44M, 9 7 


le eat Pyddne tao, 
RS 


42/H0,4 1404214,.9 


LYNCH PLANT OF UNITED STATES COAL AND COKE CO. 


668 


‘GSQOH HSVM GNV SHOlddMO IVUENAD JO NVIG—'TT ‘pIq] 


yO7Ll 44Blay Sui/!2) 
3SNOH HSVM JO NW1d 


[}2 420 


OR ELS Se ee oS 


0701 44b1ay Guryiay 
a toot. Ophea pe ape Es N IW yO 0) u zl i Su id ; 
rors Oe ' WOM US By zig 


— = Ait — = = K 
= s s TE Bo ra = = i } f 
eiabois 28508008 i—- i ti toe a 
eae a3. be S. ait | 
: mi oe ay a 
: : SES! mss Sy ‘dN ANIW niet = 
4 sti $a eS 1 LW Pai i : 
p1OI TT r iT BY ai i TH sani 
‘ : se i] SHH LS ' 
15 xm aL Mt c = b. === ite il Se 4 
ns, eid sig | ci) Hi a scmiritOSe3 S 
MN) BIN AY 4, Lp it & iA iS 2 
| at) HN a ih] IS SI i is : 
4 ne i, “aah 2 tHe |g. ‘ 
HOHHAL PEST a om |B Way? *  -gatado JaNiW 
aes Fl pe th, been a= BOP - 4p -- === === === ‘ 
+, 2 i — Pe at x 
za - : ; = aye 
Yo auass 8/ /B%o-LInWA |i] 
“SLANIGVS he 2RM YZ oy 
ONT MIN. [ = ele: Nae hs | areas 
2 aif _, aunyung * 0,01 +Yblay Buipiay 
‘4 : | sayooy NV1d ¥001S GNOI3S 
f pe AAR H P| are x 
» ro) J E : 
Ss 92d5n 7 sa00ds 1) ® agin y 
4 5 2 
s rH H 
3 ~EIS4 54 : 
ths 1 
ea ' 
seer | We 
: th a ‘ae 4 FHS TOOL - | : oy 
Tee MERE r4-h+nheri | is gz suygapaiauon uiay cs 
+ yt yt te \ I] pasafsdig MER ise’ ky ' 
are ayaa reuuetanunue! (at tHe AD aeuinsloaatiy ownxyaor SM | 
oun rsh ok poate = INAWLYWd30 ONIYIINIONS | ~ : 
Dugg Pore aA EH yo BEIGAD GPS ata Ue, 5 = JOOH PaLOUMs Haase) SRS Pe---------- : 
— - ~ —a SS CE bey 


Sy M4 BI 9 x a6 
WOOY JHOWS 


obey 2 


= - 
co 
18% F1-LINVA 
AN LEY 


HOWARD N. EAVENSON 669 


As the ordinary man will not consume more than 15 to 20 min. in taking 
_ his bath and changing his clothes, the entire number can probably pass 
through the building in about 2 hr.; and as a man can leave for home 
as soon as he cleans up his place, this arrangement has worked out very 
satisfactorily. The building contains 71 showers and 64 lavatories. 
Three fans, each having a capacity of 7500 cu. ft. of air per min., in- 
stalled on the main roof, have furnished satisfactory ventilation. The 
walls of the building are masonry and the floors of concrete; these are 
arranged so that all of the water will drain to one point, therefore the 
building can be flushed out by a hose ard kept thoroughly clean. 
A room is provided in which the work clothes can be washed and 
repaired. The building has proved to be very satisfactory and is ap- 
parently thoroughly appreciated by all who use it. 


HospitaL 


The hospital, Fig. 12, is a stone building with reinforced-concrete 
columns and floors, and wooden roof. It is equipped with the usual 
operating room and a powerful X-ray apparatus, sterilizing apparatus of 


Fia. 12.—HospPiTaL AND DWELLINGS. 


all kinds, offices, and a drug room for the doctors, public wards for. both 
white and colored patients, with a capacity of 54 beds, and a number of 
private rooms. The kitchen is intended only for the preparation of food 
for the patients, as the nurses and doctors can be well cared for in the 
neighboring hotel. The third floor is fitted up with bedrooms for the 


servants. 
PowER PLANT 


It was realized that, to obtain prompt development, electric power 
was absolutely necessary and three second-hand 150-kw. engine-driven, 
direct-current generators were installed with the necessary boilers just 
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as soon as the materials could be assembled; later a fourth unit was 
added, although ordinarily only three were operated. This temporary 
power plant was replaced by the permanent plant in August, 1919. 

The only public utility company within reaching distance of this 
plant had two small power stations, but a substation at Lynch would 
have had to depend on a single transmission line 8 mi. (12.9 km.) long 
over the top of Big Black Mountain, which it would cross at one of the 
highest points in the state. This line would be liable to considerable 
trouble, and would be comparatively inaccessible for repairs. It would 
probably be years before a loop line could be constructed and as the 
power company required the coal company to finance the necessary 
extensions, the latter company decided to install its own plant in order 
to have a reliable source of power at all times. 

A careful study showed that alternating current to inside substations, 
for the mine transmission, would result in very large savings. On 
account of the distance that would ultimately have to be reached and of 
the possibility of the acquisition of property 3 or 4 mi. west of the power 
plant (which property has since been acquired) it was decided to generate 
at 6600 volts. The new plant accordingly was laid out for two 1875-kv-a., 
three-phase, 60-cycle, 6600-volt, turbo-generators with the necessary 
switchboard and control apparatus. Each machine is mounted on a 
heavy steel framework, under which is placed the surface condenser; 
directly under the condenser is placed the radojet air pump, and the 
centrifugal circulating pump. The arrangement is compact and access- 
ible. The foundations of the pumps and condensers are built on the 
ground floor and the floor between the turbo-generators is covered with 
an open steel grating, which allows the air to ascend from the condenser 
floor and also permits the use of the crane for any repairs to the con- 
densers, as the building is entirely open after the gratings are removed. 
The general layout of the plant is shown in Fig. 13. The cold well is 
under the floor of the main turbine room and the circulating pumps 
discharge into a steel-pipe line, which feeds the water into a spray pond 
built as a part of Looney Creek, which is outside of the power plant. 
Sufficient room has been left in the power plant to install an additional 
turbine as large as 10,000 kv.-a., should the demand warrant it, and the 
crane is large enough to handle a machine of this size. 

The switchboard is on the same elevation as the turbo-generators and 
the control apparatus is in a room immediately back of it. On top of 
this room are the lightning arresters and the disconnecting switches 
on the outgoing lines; in the room immediately below it are the necessary 
current and power transformers for the switchboard instruments and the 
6600-440 volt power transformers for the fan and tipple motors. 

Adjoining the turbine room is the pump room, in which are installed 
two centrifugal boiler-feed pumps, each with a capacity of 600 gal. per 
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min., two centrifugal pumps for the town water supply, each with a 
capacity of 800 gal. per min. against a 500-ft. (152 m.) head, two centri- 
fugal pumps for circulating the hot water through the central heating 
system, and two fans for the forced draft for the underfeed stokers. 
All of these machines are driven by 
steam turbines, the pumps by direct 
connection and the fans through gear 
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cars, operating the loading gates under. 
the bin, cleaning motors, and shop 
tools, etc. These machines have a 
combined capacity of 2200 cu. ft. 
free air per minute to 110 lb. pressure. 
Immediately adjoining the pump 
room is the boiler room in which are 
installed three 750-hp. Sterling water- 
tube boilers, operating at 175 Ib. 
steam pressure and 100° superheat. 
There is ample room inside the build- 
ing for a fourth unit and provision 
has been made outside for the in- 
stallation of three similar units should 
it become necessary. These. boilers 
are equipped with Taylor underfeed 
stokers, an underground ash-cleaning 
system, and an overhead steel coal 
bin with a capacity of about 250 tons, 
from which the coal flows by gravity 
to the stoker hoppers. This overhead 
bin is filled with slack coal and any es | 
mine refuse delivered by a belt con- mall: ||: 
veyor from the tipple. The boilers 
are connected by a steel breeching to 
a reinforced-concrete chimney 9 ft. = 
(2.7 m.) internal diameter and 205 ft. BSS 
62.5 m.) high. 

The ashes are taken from a small storage pit under the back of the 
boiler settings, by roller-bearing cars, to a point outside the building, where 
they are dumped into a skip hoist which delivers them to the slate 
conveyor, Fig. 14, which carries them to a bin on the mountain side. The 
skip hoist is also arranged so that any garbage or refuse of any kind 
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collected around the town can be dumped into it and disposed of with the 
ashes and the mine waste. 

The steam lines are all of extra heavy steel pipe, flanged, with Van- 
Stone joints, built in a loop entirely around the plant, and provided with 
the necessary expansion joints, so that any unit can be operated from 


any one of the boilers. The entire building is made of reinforced concrete, 


sash and doors are all of steel, floors are of concrete with steel-plate 
coverings over the pipe trenches; no wood is used anywhere in the building. 

For a considerable distance above the power plant, masonry walls 
have been built along both sides of Looney Creek, to confine it within a 
definite channel, and part of this area has been utilized for a spray pond, 
the water being kept in it by a movable steel dam at the lower end of the 
power plant. When there is ample water in the creek, the condensing 
water is drawn directly from it through movable screens, to keep out 
leaves etc.; when the supply is scarce, the dam is raised and the spray 
pipes put in operation. 

TIPPLE 


As stated before, the output for which the plant was designed is 2,500,- 
000 tons per year, or roughly, 8000 tons per working day; and as it was 
expected that this output would eventually be increased, and because 
any tipple should be designed to handle easily the coal at the greatest 
rate at which it can be delivered to it, which is usually during one of the 
morning hours, the tipple was planned for a mine capacity from each side 
of 1000 tons per hour, or a total capacity of 2000 tons per hour, or 16,000 
tons per 8-hr. day. As all of the coal was to be shipped for coking pur- 
poses, no preparation, so far as sizing was concerned, was necessary; but 
on account of the probability of working more than one seam to the tipple 
and also on account of the likelihood of encountering occasional impurities 
in the seam, it was decided to equip the tipple with picking tables so 
that the coal could be cleaned by hand picking. The experience at the 
Pocahontas mines had shown that it is not feasible commercially to pick 
coal less than 134 in. (4.45 cm.) in size, so the screens were designed to 
make coal over 6 in. (15 cm.), between 6 in. and 3 in., and between 3 in. 
and 13% in.; all the coal under 134 in. goes directly tothebin. The picking 
tables were installed with a capacity of handling the output of each size 
at a speed of 60 ft. (18 m.) per min. and at a depth on the table of not 
more than the size handled, or in other words, in the size from 134 to 8 in. 
the coal would completely cover the picking table but not more than 3 
in. deep. Two tables were installed for each of the three sizes, making a 

ix picking tables. 
ae patie of the plant, at the end of a single-track railroad, on a 2 
per cent. grade and about 5 mi. from the nearest railroad yard, made 
necessary the use of a number of trains to keep it supplied with cars, so 
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the track system, both above and below the tipple, was laid out for a 
capacity of 240 cars, or 12,000 tons per day, thus allowing for some margin 
over the day’s run and also for a future increase in capacity. The empty 
tracks were designed for 60-car trains and the incoming train is pulled 
through to the upper end of the storage yard and dropped into the 
tipple tracks. Below the tipple, the cars are dropped over a railroad 
scale and weighed and then into the storage yard with tracks of sufficient 
length for 90-car trains. All of the tracks are laid with 80-lb. steel rails. 

Even with this provision, it was felt that there would be many times 
when the plant operation would be hindered by the shortage of cars and 
that many times, while cars would be expected during the morning, the 
men would not enter the mine because they could not see them and for 
that reason on many days the run would be stopped because the cars 
on hand had been loaded. It was, therefore, thought advisable that a 
5000-ton storage bin be provided. 

The coal is of a hard splinty character and comes from the mine in 
large slabs. As coal passing over the 6-in. (15 cm.) screen was likely to be 
entirely too large to load through a hopper, the tipple was designed to 
deliver this large coal to the lower end of the bin where it is loaded sepa- 
rately by chutes into cars. After a careful study of the most economical 
shape of bin for the desired capacity and the space necessary for the 
picking tables, screens etc., three loading tracks were decided upon, the 
bin being placed directly above these. The coal is loaded from the bin 
into the cars through openings approximately about 2.5 by 3 ft. (0.7 by 
0.9 m.) which are closed by steel plates, operated by air cylinders. 

The use of a bin meant that the picking tables would be a considerable 
distance above the ground; and as it was advisable, on account of reduc- 
ing the average haul of the coal and for the purpose of draining as much 
of the coal as possible, that the pit mouth be placed as close to the flood 
level as was practicable, conveyors were installed for raising the coal from 
the ground to the top of the tipple. 

On account of the extremely large capacity desired, after the inspec- 
tion of several plants, rotary grizzly screens were chosen for the smaller 
sizes and bar screens for the larger sizes. Shaking screens would have 
required very large units, which would have meant considerable vibra- 
tion. The rotary grizzly screens revolve at slow speed, consume little 
power, and screen efficiently. 

The use of steel-pan conveyors was carefully considered and plans 
and specifications for a steel tipple with such equipment and shaking 
screens were prepared. After the inspection of other plants, however, 
it was decided to use rubber belt conveyors, the only objection to 
their use being that the tipple was removed farther from the dump. 
Even with the increased use of steel involved, however, these conveyors 
were much cheaper than the steel-pan conveyors would have been and 
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their size was well within good practice. Roller-bearing idlers of heavy 
design were specified throughout and the top and bottom pulleys and the 
gear drives are of unusually heavy and rugged design, all gears being of 
cast steel. The use of as few sizes of shafts as possible throughout the 
tipple was specified, even if some were a little large, in order to reduce 
the number of boxes and repair parts to be carried in stock. 

Around the usual coal mine, the disposal of the slate and mine refuse, 
if any is encountered, is a matter of great difficulty; in the writer’s opinion, 
in most mines, not enough attention has been paid in the design of the 
plant to handling this material, which is therefore unnecessarily expensive. 
On account of the thinness of the coal in some places and as draw slate 
would probably be encountered in some headings, provision was made 
for handling 400 tons per hour through the tipple and to the slate dump, 
by the ordinary tipple crew. As the cars used were of the solid-end type, 
the use of rotary dumps was necessary; and so in order to get the capacity 
desired, it would be necessary to dump two cars at once, therefore the 
equipment was designed so that two cars of coal, two cars of slate, or a car 
of slate and one of coal could be dumped at the same time. The handling 
of such a volume of coal and slate at each dump meant the use of separate 
belt for handling the slate. 

The rotary dump, Fig. 15, discharges the contents of the cars into 
hoppers under the dump, these being so arranged and so covered by 
hinged gates that coal falls into one bin and slate into another and, by 
air-operated valves, the contents of any car can be easily diverted into 
either bin. From these bins, the coal passes to the coal conveyor, and the 
slate to the slate conveyor, by short apron feeders of very heavy rub- 
ber belts, Fig. 16. The two main conveyors are carried in the same gal- 
leries to the tipple, the coal conveyors in each case being over the slate 
conveyors. 

Rotary dumps are ultimately to be installed in duplicate in each dump 
house but at present one of them has only one dump. The dumps are 
operated by compressed-air cylinders and revolve 135° and back to the 
starting point, there being a positive stop so that the rails in the dump 
come exactly to the same elevation as those leading to the dump, at 
each revolution. The dumps are guaranteed to have a capacity of four 
dumps per minute, or, as the cars hold about 3 net tons, a capacity of 24 
net tons per minute. This can easily be maintained over long periods 
of time and, for short periods can be exceeded. 

For each mine, storage tracks above the dumps hold about 100 mine 
cars, which are automatically fed into the dumps by car feeders. : After 
leaving the dumps, the empty cars are handled by trip makers, which are 
also used to raise the cars to a higher level, in order to save excavation. 
The height from the dump to the conveyor feeder is regulated entirely by 
the arrangement of chutes and, as this was designed so that either car 
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could gointo either dump, it required a considerable excavation below the 
dumps, the deeper of the two conveyor pits being about 54 ft (16 ma). 
The conveyor pits, as well as the lining of the conveyor galleries from the 
dump pits to the surface of the ground, are made of reinforced concrete, 
the outside of which in each case was water-proofed with tar and felt 
paper. The supports for the floors in the dump hoppers are of heavy 
steel girders. 

From the dump pit in each case, the coal conveyors carry the coal to 
the top of the tipple, where it passes over a bar grizzly having a 6-in. 
opening, Fig. 15. The coal passing over the bar grizzly is carried by 
chutes to the lump-picking tables and is then dumped into the lump coal 
bin at the end of the tipple. 

The coal passing through the bar grizzly goes over a 23-in. (58 cm.) 
revolving disk screen, Fig. 15, which takes out all material larger than 3 
in., this material goes through to the picking tables and then to the main 
bin or through a chute to the domestic- and locomotive-coal bin. The 
material passing through this screen goes to an 18-in. rotary disk screen, 
which separates the material larger than 134 in.; this goes through picking 
tables, thence into the bin. 

In the morning, the first coal loaded out of the mine is the ‘‘bug dust,” 
or machine cuttings. In certain parts of the mine, a small parting about 
3 in. above the bottom, which occasionally is 1 in. thick, and is consider- 
ably higher in ash than the rest of the coal is cut out by the machines. 
Occasionally, also, the machines dig into the fireclay bottom, which is 
mixed with the bug dust. As this bug dust is loaded into separate cars, 
it is easily seen on the conveyors; so by a flap gate at the end of each con- 
veyor it is sent direct to a bug-dust hopper, Fig. 15, from which con- 
veyors take it to the boiler house. 

The material from the picking tables, if of a combustible nature, is 
dropped to the floor and, at suitable intervals when the work is slack, is 
deposited on the conveyor under the picking-table floor, which dumps 
it into a crusher in which it is reduced to a nut-coal size; here it drops to a 
conveyor and goes to the boiler-house coal bin. The 3- to 6-in. (7.6 to 
15 cm.) lump coal can be handled this same way, if desired. ‘The other 
material from the picking tables is wheeled to the side of the bin and 
dropped through suitable refuse chutes to the belt conveyor which 
deposits it on a slate conveyor. The locomotive coaling bin is used for 
coaling locomotives on the railroad, which is done through a gate where 
the coal is weighed; the coal from this same bin also drops by a chute to 
a point along the road, whence it can be taken to the houses by truck 
or wagon. 

The slate from the north-side dump, Fig. 17, is taken by a slate con- 
veyor to the junction tower where it is dumped upon a conveyor, 
Fig. 16, which finally deposits it in the slate bin on the side of the 
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mountain. The slate from the south-side dump is taken on a conveyor 
to the junction tower at the end of the bin, where it is also placed on 
a slate conveyor for final disposition. The slate bin on the mountain 
side has a capacity of about 400 tons and the slate is drawn from it through 
air-operated bin slides into a steel stacking larry, which is so arranged that 
the slate is drawn from the bottom of the larry by a conveyor that can 
discharge to either side or in front, thus doing away with the necessity of 
moving tracks at frequent intervals. This larry can build its own track 
directly ahead of it or it can make a fill from 30 to 40 ft. (9 to 12 m.) wide 
on top. Pieces of slate weighing as much as 200 lb. are handled by this 
larry and are discharged at a distance of from 15 to 20 ft. from the center 
of the track. 
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Fic. 17.—GENERAL ARRANGEMENT OF PLANT. 


The coal is drawn from the main bin through cast-iron boxes, which 
are embedded in the concrete floor and are closed by heavy steel plates, 
sliding in cast-iron grooves. These gates are operated by air cylinders 
having a stroke equal to the opening of the gate and are about 30 by 
36 in. in size. They are spaced approximately 12 ft. apart and the 
cylinders are operated by three-way cocks, which are turned by the 
loader walking along the platform, from which he can estimate 
the proper loading of the cars. Three cars can be loaded on each track, or 
a total of nine cars, at one time and it is possible, if the bin is kept full of 
coal, to load 500 tons of coal in 3 min. The lump coal at the end of the 
bin is loaded through chutes, which are raised or lowered, to shut off the 
coal supply, by electric windlasses, Figs. 15 and 16. The main bin is 
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built of reinforced concrete and was calculated to have a working stress 
of 500 Ib. per sq. in. for the concrete and 16,000 lb. per sq. in. for the 
steel. So far as the writer has been able to ascertain, it is the largest 
reinforced-concrete bin in the world. The superstructure on top of the 
bin, the conveyor galleries, and the junction towers are of steel covered 
by corrugated galvanized sheets. An idea of the size of the tipple may 
perhaps be obtained from the fact that there are 1100 tons of structural 
steel in these structures and in the dump pits. 

As it was realized that considerable dust would be forced through the 
openings in the picking-table floor, by the coal dropped into the bin 
below, four large steel ventilators extending from the top of the bin 
through the top of the building were built. It was not thought that 
the coal would be dusty enough to cause any inconvenience in the rest 
of the structure, but it has been found that both at the dump pits and 
in the tipple house the dust is a serious problem, so a ventilating system 
is being provided. All machinery is electrically driven, using 440-volt 
induction motors and spurgear speed reducers. 
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Fic. 18.—SterL MINE CAR, MODEL C. 


Mine Cars 


The track gage in all the company’s mines in the Pocahontas field is 
48 in. (1.2 m.); and as this has been very satisfactory there was no reason 
to change it, in the Lynch mine, especially as some of the mine cars from 
the Gary mines were to be used there until the permanent equipment 
was installed. A great deal of thought was given to the mine car to be 
used, as it was desired that this should have a capacity of at least 3 net 
tons and should be as low as possible. Experience has shown that a 
solid-end car is much more serviceable and has much less cost of upkeep 
than an end-gate car, for which reason rotary dumps were installed. 
Some years previous, in some mines in which several of the officials had 
been interested, a steel car having the bottom of the car under the axles 
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had been fairly satisfactory. The weak points in this design were studied 
and the style of the car changed to adapt it for roller bearings, which were 
placed in self-aligning cast-steel boxes. The car shown in Fig. 18 is the 
result. This car stands about 22 in. (0.55 m.) above top of therail and the 
motion required to throw the coal into the car is sufficient to raise it over 
the side, so that no actual lifting of the coal beyond this is necessary. 
The wheel base was made 48 in. in order to prevent the long overhang 
usual in mine cars and to insure a steadier running car, which has been 
the result. When first put on the track, as is usually the case with steel 
cars, the cars were quite stiff and gave considerable trouble by jumping 
the track, but after the first week’s run, this trouble disappeared and the 
cars have been very satisfactory. The first axles were made of nickel 
steel with a hardness of 250 Brinnell, but the later ones were made of 
open-hearth steel forgings, heat treated to give the same hardness. 
The wheels are pressed on the axle; cast-iron, rolled-steel and cast-steel 
wheels have been used, depending on the material available at various 
times during the war. Both the cast-steel and the rolled-steel wheels 
have been very satisfactory. 

The boxes are greased every 6 mo., a slow semi-fluid grease being used 
for this purpose. Greasing is best accomplished by connecting a com- 
pressed-air hose to the end of the grease gun. When the end of the gun 

_ has been inserted in the bearing, the air pressure is turned on, the old 
grease is forced out and the new put in place instantly. The bodies for 
the first 500 cars were purchased, the trucks being assembled at the works, 
but the remaining 1200 cars were built complete at the shop at Lynch. 


Tue SHop 


On account of the isolated location of the plant, ample repair facilities 
for all types of machinery used were absolutely imperative. The repair 
shop was the first building designed and built. It is of steel and glass 
construction, with structolite roof slabs covered by asbestos sheet 
roofing. It has a 5-ton traveling crane, four forges, a large bulldozer, 
steam hammer, cutoff saw, punch and shear, wheel press, boring mill, 
drill press, two lathes, and the necessary grinding machines, air hammers, 
tools, etc. Almost any repairs can be made to any of the machinery 
used and armatures for any of the motors can be rewound. Brass 
castings and any small brass parts for mining machines and locomotives 
are also made. 

Fans 

The two fans are duplicates, each being primarily blowing but set to be 
reversible, and having a capacity of 300,000 cu. ft. per min. against a mine 
resistance of 3 in. water gage. They are set at right angles to the pit 
mouth, and in the ducts leading to the mines explosion doors are placed 
directly in front of the pit mouths. 
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The fans are driven by slip-ring, 440-volt, alternating-current motors 
through spur-gear speed reducers. These reducers are large enough to 
develop the full capacity of the fan, but the motors are smaller and of 
lower speed than will ultimately be required. When the mine requires 
larger motors, the present ones will be used as spares for the tipple. 
As the ratio of the speed reducer is fixed the fan will be driven faster. 
The fan settings and buildings are, of course, entirely fireproof, being of 
concrete and steel. 


CrnTRAL HEATING SYSTEM 


On account of their proximity to the power plant, the main buildings, 
and many of the better grade houses are heated by a central hot-water 
heating plant. While the first cost of the central plant is about 15 per 
cent. more than that of the separate plants, the operating expense is 
much less and it was decided to install a hot-water system. 
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Fia. 19.—ConpDvuIT FOR CENTRAL STATION HOT-WATER HEATING SYSTEM. 


The highest building to be heated is about 164 ft. above the power 
plant; so to avoid pumping all of the water against this head, the system 
was made an entirely closed one. The cool water returning balances the 
outgoing hot water and the head against the pumps is only that due to the 
friction loss in the pipes. The water is heated in a closed heater by 
exhaust steam; the usual temperature is 160°, but it can be heated to 205° 
in periods of extremely cold weather. The makeup water is taken from 
the condenser circulation and is passed through a deactivator, to remove 
its oxygen content. This machine consists of a tank filled with loose thin 


steel sheets, upon which the oxygen acts, and a sand filter to remove any 
foreign material from the water. The deactivating plant was designed 
by F. N. Speller, and experience with similar plants in hot-water heating 
systems in large apartment houses has shown that the corrosion in the 
pipes has been largely eliminated. 

All the pipe lines are of steel, flange joints being used at frequent 
intervals, and expansion joints at all branches and elsewhere when neces- 
sary. Both main and return lines are laid in the same trench and insu- 
lated by surrounding them with asbestos felt, which is held in place by 
vitrified sewer pipes, the sizes of these depending on the sizes of the 
water lines, Fig. 19. The sewer pipes were placed in trenches filled with 
crushed stone to about the middle of the pipe. In the bottom of the 
large trench is a small trench in which a 4-in, sewer pipe is placed for 
drainage. The expansion joints, bends, etc. are placed on small concrete 
pedestals. 

Each building is provided with valves on each line, so that the velocity 
of the water can be regulated; provision is also made for taking the supply 
of hot water from the main, so that a constant supply of hot water is 
available at all times. In the summer time this is provided without 
operating the pump by connecting the main to the tank, which furnishes 
the necessary pressure. 

When the lines were first laid, considerable trouble was caused by the 
ground water encountered, the 4-in. pipe being too small to pass all of it. 
Arrangements were made for additional taps from this line at various 
points, which relieved the trouble. A larger line would be better in 
ground of this character. 
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THe MINES 


To develop the mines quickly and allow the production of coal while 
the permanent plant was under construction, headings A, B, C, D, E, G, 
K, L, M, N, O and P, Fig. 21, were started from the outcrop and tem- 
porary tram roads were built along the hillsides connecting them; allowing 
the shipment of coal from temporary tipples near A, D, and M headings. 
As the capacity grew, a large temporary wooden tipple was built across 
the hollow just below the site of the permanent one, and gradually 
the shipments, with the exception of the coal from A and B headings, was 
concentrated here. Before the permanent tipple was completed, ship- 
ments over this temporary one exceeded 100,000 tons per month. 

The permanent pit mouths were the last ones started and in each case 
a slide was encountered, which necessitated some heavy steam-shovel 
excavation. Coal from each one, however, was shipped over the large 
temporary tipple and before the permanent one was complete the haulage 
roads were completed so that all of the coal from all places could reach 


the two main pit mouths. 
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The mines are laid out on the 
advancing robbing system, each 3 
unit of four-room headings forming SOS 
a separate section, in which the . 
upper two-room sections are worked 
out and the ribs drawn as the sec- 
tion advances. The third room 
heading is really a set of main 
headings, there being an empty 
and a loaded track and two air- RAE 
ways, the room sections on each 
side form barrier pillars while the. “s 
section advances and are drawn 
retreating, when the boundary has e Zz 
been reached. Some of these head- 
ings will be 3 mi. (9.6 kg.) long and 
with this system practically a uni- 
form output can be maintained 
from a section until it is nearly y 
ready to be abandoned. [Each ic 
section will give at least 1000 tons > 8G Oty0 
ner day, and five of them are in- + 
tended to be under development © 4 
in each mine at the same time, to “8 ~ & 8 
maintain the desired output and a, 2s 
to be ready for a reasonable %X 
increase. SB - 
Headings are driven about 12 
ft. (3.7 m.) wide, with ample clear- 
ance on each side of the car for Gb 
safety, and on 60 ft. (18.3 m.) cen- 
ters. Airways are usually 18 to 20 
ft. wide. Rooms are usually 36 ft. 
wide and their distance apart varies 
from 80 ft., under light cover, to 
120 ft. under the main mountain. 
It will be noticed, from Fig. 21, 
that mining is now being done 
under 1500 ft. of cover. 
Cutting is done on the bottom 
by shortwall machines. Gathering 
is done partly by ponies and, cu 
where the coal is too low for this, 8 
by storage-battery locomotive. In ivi 
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the early workings, many local dips were encountered and a large 

. number of electric room hoists are used to pull the cars from such places. 
There are four inside substations, each of 200-kw. capacity, in the 
mines. On account of the heavy cover and the expense of bore holes 
from the surface to the mines and of the difficult and expensive pole-line 
construction, it was found cheaper to transmit the current in the mine by 
cables. The size of wires depends, of courst, on the load and distance, 
and they are installed as three conductor cables with heavy rubber and 
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Fia. 21.—Mar oF MINE WORKINGS. 


braid insulation, designed for a working pressure of 13,000 volts. These 
cables are placed in 3 or 4-in. fiber conduits, which are laid along the side 
of the heading and surrounded by concrete with a minimum thickness of 
3 in. (7.6 cm.). The telephone lines are laid in a smaller conduit, placed 
near the power line, and embedded in the same block of concrete. The 
substation rooms are of fireproof construction (of reinforced concrete 
and steel) and are placed at the side of a main heading and with a con- 
nection to an air course, so that a circulation of air can be maintained 
through them. They are all equipped with automatic reclosing circuit 
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breakers. The direct current is transmitted from the rotary converters 
by 500,000 cir. m. bare feeders and 0000 trolley wires, the feed cables 
being of such length that the voltage will not drop more than 50 volts at 
full load on the locomotives operating in that section. 

All haulage headings have at least 5 ft. clearance from top of the rail. 
Main headings are laid with 60-lb. rails, room headings with 40-lb.; 
20-lb. rails are used in the rooms. Both rails of all haulage tracks have 
electrically welded joints to make good returns. 

No separate manways are provided as the haulage roads have at 
least 3 ft. clearance between the side of the heading and side of the cars, 
have ample headroom, and are lighted by 40-watt lamps at intervals 
not exceeding 125 ft. 

CONSTRUCTION 


During the time this plant was under construction, labor conditions 
were probably worse than they had ever been in this country, and to 
make matters worse in this immediate locality, the large plants at Muscle 
Shoals, Ala., Nashville, Tenn., and the camps at Louisville, Ky., all 
within a few hundred miles of Lynch, were under construction. It was 
impossible to make contracts at any fixed prices, and as there was abso- 
lutely nothing at the site and everything had to be brought in, it was 
decided to do all work by company forces, with the exception of a por- 
tion of the early railroad grading, the installation of the asbestos roofing on 
the permanent buildings, and the placing of the insulation on the heating 
system piping, which were done by contract. 

In addition to a large number of shanties required, a number of large 
mess rooms were built, which were all operated by the company, and to 
the excellence of the meals served in these rooms is largely due the success 
achieved in securing the amount of labor required. The entire con- 
struction camp was carefully policed, the water supply carefully watched 
and the health of the camp was excellent, not a single case of typhoid 
fever developing until the construction period was over. 

Due to the fact that only about 14 mi. of track had to be built to 
enable shipments to begin, the first ase was shipped in 63 days after 
work was started, on Nov. 2, 1917. Since then the output has been as 
follows: 1917, 12,400 tons; 1918, 541,000 tons; 1919, 1,243,000 tons; 
1920, 1,338,000 tons. 


DISCUSSION 
KE. V. d’Iyviturers, Philadelphia, Pa.—Will the author explain more 
clearly the water supply arrangements? A mine of this size would 
demand a very large supply. 
Howarp N. Eavenson.—The water supply was, and still is, a source 
of considerable anxiety. In very dry years, even Looney Creek is 
almost dry. It was thought that we could get enough water from wells 


so a dozen or more were drilled but the supply was found to be too small. 
A pipe line was then laid from Gap Branch, tapping it above the houses, 
and the water was run into the tank by gravity. The next year, a pipe 
line was laid from Looney Creek above the houses but even that was not 
as good a supply as was desired. Now, the company has driven several 
rooms, as a reservoir, in the mine under the Gap Branch, and their mouths 
are dammed; it is estimated that they will hold enough water for six or 
eight months. A number of samples of the mine water have been tested, 
but it has been impossible to detect any, taste or anything like bacteria 
or acid. There were only two other alternatives: one was to build a pipe 
line from the mouth of Looney Creek, about 4 mi. and the other was to 
drive a heading under Looney Ridge and then bring water through the 
mine. Either would have proved expensive, but it is thought that the 
present supply will be entirely adequate. 


DISCUSSION 687 


CADWALLADER Evans, JR., Scranton, Pa.—What is the probable 
life of the property that it will justify such permanent improvement? 


Howarp N. Eavenson.—There are about 250,000,000 tons of coal 
that can be worked with that plant. There are four seams above water 
level and one below. The whole 19,000 acres can be worked through 
this plant, and as its capacity was so large, it was possible to make build- 
ings and install facilities that ordinarily could not have been made. It 
can easily be seen that a tipple of that kind, with the number of men it 
would take, would be much cheaper than one with four or five units that 
would give the ultimate capacity. The tonnage capacity would give a 
life of from 50 to 100 years at that plant. 


E. W. Parker, Philadelphia, Pa.—How many seams have you worked? 


Howarp N. Eavenson.—There is one below water level, another 
about 20 ft. below the one they are now working; then about 1100 ft. 
above that is another, and about 600 ft. above that is another. 


GrauamM Bricut, East Pittsburgh, Pa.—I am glad to see the liberal 
dimensions of the car used. ‘Those who are familiar with soft-coal con- 
ditions are accustomed to seeing cars with wheel bases of about 24 in. 
For the last two years the Standardization Committee of the American 
Mining Congress has been endeavoring to arrive at some standard dimen- 
sions for mine cars, and one dimension decided upon was that the wheel 
base was to be at least as great as the gage. Buta height of only 22 in. 
seems to be a low car for so high a coal seam. What would be the objec- 
tion to raising the sides a small amount and getting a little more coal into 
the car? The cost of underground haulage decreases rapidly with an 


increase in capacity. 


Howarp N. Eavenson.—The average height of coal in the workings 
is 5 ft. but there are a number of local rolls where the coal comes down to 
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314 or 4 ft; that is one reason for making a small car. Besides the seam 
below that will range from’ 314 to 414 ft. in height, and it was desired to 
use the same cars there. Also we wanted to make the car as easy for the 
men to load as possible. As built the cars require practically no lifting 
of the material as the effort necessary to cast the coal to the end of the 
car will lift it over the side. 


Grorce 8. Ricz, Washington, D. C.—Is there any tendency for the 
coal to spill from such low-sided cars, making the roads perhaps somewhat 
dirtier than if the sides were a little higher? The thought in mind is the 
safety side because of the constant grinding of coal dust. 


Howarp N. Eavenson.—Such a tendency depends entirely on the 
method of loading; if the cars were higher, they would be loaded above 
the higher side just the same. If topping is required, the cars spill some- 
what from the top, but it has been the practice always to keep the roads 
clean; that is to go over them at least once a week, or more if necessary, 
so that there is practically no accumulation of coal on the haulageway. 
Of course, that does not eliminate the dust question—there may be a 
little more dust than there would be under ordinary conditions, but the 
cars do not spill nearly as much as they do under Illinois conditions, where 
they are cribbed along the sides. 


Mr. Utpen. —What is the cost per ton capacity of the storage for this 
balancing of work; and also what is the consumption of water per capita? 
Which forms the principal part of the wash houses—shower baths or 
tubs? If shower baths, how many baths are allowed for, say, 100 men? 


Howarp N. Eavenson.—The cost of the reinforced concrete bin at 
Lynch was approximately $24 per ton of capacity. This figure may be 
somewhat in error, as the writer has not the actual costs at hand, and some 
of them were not distributed as accurately as should be to determine the 
cost of this part of the structure. 

The per capita consumption of water was estimated 50 gal. per person 
per day, which was about the consumption at the Pocahontas mines. 
Every house is supplied with running water; there is a cast-iron sink in 
the kitchen, and the water is used freely by all. Of course, the main 
bathing is done by the men in the wash houses, where showers are used 
exclusively. There are no tubs in the wash houses, as the welfare depart- 
ment is opposed to them, claiming that they are not sanitary under 
conditions of that kind, and in addition are much more expensive than the 
showers. The building contains 71 showers and 64 lavatories; that is 
about 4.7 showers per 100 men. It was estimated that a man would 
take his bath and dress in about 15 min. so that four times the seating 
capacity would pass through the room in an hour. That plan has worked 
out very well and the men do not have to wait at all. They usually begin 
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washing up at noon and keep arriving up to four o’clock. Locks are pro- 
vided for the men, but it is preferable for the men to provide their own 
locks for the clothes hangers, for then they know that no other man’s key 
will fit their lock. 


GrorGE Oris Smitu, Washington, D. C.—What is theaccident record? 


Howarp N. Eavenson.—The tonnage produced per fatal accident 
was 124,264tons. This figure is much lower than it should be, and it will 
undoubtedly be considerably increased within the next year or two. It 
has been the experience of the company that accident prevention is almost 
entirely a question of education, and as soon as the force becomes better 
organized and better acquainted with the company’s system, the results 
will undoubtedly be much better. 


ALLAN M. Ropeers, Douglas, Ariz.—Was the hot-water system 
successful in very cold weather? 


Howarp N. Eavenson.—It was only finished in the late fall of 1920 
and last winter was an open one; but there is every indication that it will 
be successful. One other feature that I neglected to mention, was the 
fact that the pressure is kept on the line, by gravity, all through the 
summer; that is, the water is kept hot and is connected with the tank 
pressure without running the pumps; so that the houses always have hot 
water without having to maintain a fire. The’ temperature was about 
160° but the water could be heated to 205°, so I think there is no reason 
why there should not be ample capacity. 

CLARENCE T. Starr, Bethlehem, Pa.—Have you maintained the 
4 tons per employee in production? 

Howarp N. Eavenson.—For the month of August, 1921, the last 
month for which data is available, the production per employee inside 
was 3.65 tons per day; and per total employes on the plant was 2.73 tons 
per day. These figures, it should be noted, are for the names on the 
payroll, and are not for the number of men working, which is usually 
from 15 to 25 per cent. less than the number on the payroll. 

As the production was 148,000 tons, instead of 210,000 tons for which 
the plant was designed, there is little doubt that with the final organi- 
zation that will be effected and at the designed capacity, the estimated 
figures will be reached. 

Cuartes A. Burpicx, New York City.—Have you any figures on 
the power used per ton produced? 

Howarp N. Eavenson.—The average amount of power used per 
ton of coal produced was 3.26 kilowatt-hours. 
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Ashley Planes for Handling Freight Traffic 


By C, H. Sremn,* New York, N. Y., 
(Wilkes-Barre Meeting, September, 1921) 


Tue Pennsylvania Legislature, on March 13, 1837, passed an act 
authorizing the Lehigh Coal & Navigation Co. to construct a railway to 
connect the North Branch Division of the Pennsylvania Canal with the 
slack water navigation of the Lehigh River; the navigation company 
accepted this act on May 10, 1837. Edwin A. Douglas, chief engineer 
for the navigation company, located the route for this railway from White 
Haven to Wilkes-Barre, which was called the Lehigh & Susquehanna 
Railroad. The object was to transport coal from the Wyoming Valley, 
of Pennsylvania, to the Atlantic seaboard. This railway was considered 
a marvelous piece of engineering, as it included a tunnel nearly 14 mi. 
long, and a series of inclines, or planes, up which the cars laden with coal 
were raised from the vicinity of Ashley to the summit of the mountain 
near Solomon’s Gap, whence they were taken to White Haven by rail. 
There the coal was transferred to canal boats. 

In June, 1862, floods almost completely destroyed the upper division 
of the canal, so on March 4, 1863, the Pennsylvania Legislature passed 
an act prohibiting its restoration, but granted a charter for the construc- 
tion of a railway from White Haven to Mauch Chunk to connect with 
the line from White Haven to Wilkes-Barre, previously built. On 
March 16, 1864, a supplementary act was passed extending the Lehigh & 
Susquehanna Railroad to Easton, Pa. This completed a direct all-rail 
route from Wilkes-Barre to the New York harbor (by way of the Central 
Railroad of New Jersey). 

Up to this time, all freight and passenger traffic passed over the planes, 
but in 1866 and 1867 there was constructed what was known as the “back 
track” down the mountain side between Solomon’s Gap and Ashley over 
which all the passenger traffic and empty cars thereafter passed; it 
is now known as part of the main line. For the handling of the 
heavy coal traffic, however, this would have involved a continuous climb 
from Ashley, 170.27 mi., from New York, to Solomon’s Gap, 157.8 mi. 
from New York, or a distance of 12.47 mi., and a total ascent of 1013.75 
ft., composed of grades 95.61, 83, and 51.4 ft. per mi., respectively, and 


* Assistant to the President, Central Railroad of New Jersey. 
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an average grade of 81.29 ft. per mi. for the distance of 12.47 mi. The use 
of the planes was, therefore, continued for all eastbound coal tonnage. 
On April 1, 1871, the Lehigh & Susquehanna Railroad was leased to the 
Central Railroad of New Jersey, which has since operated it. 

The foot of the planes is near the Ashley station and the receiving 
yard for all the coal from the Wyoming Valley handled by the Central 
Railroad of New Jersey; it is also at the conflutnce of the main line of the 
railway and the Nanticoke branch, which taps one of the largest anthra- 
cite mining districts in the world. The top of the inclines is at Solomon’s 
Gap, the summit of the main line. ‘ 

The steep inclines and level stretches at the foot resemble one another, 
the only variation being the difference in the length and rate of grade; 
the steeper the grade, the shorter is the plane. The lengths and gradients 
are as follows: 


NUMBER OF LENGTH GRADE, RIsE, 
PLANE FEET Per Cent. Frrer 

3 5,000 5.7 269.0 

2 3,000 14.65 422.2 

1 3,700 9.28 334.7 


This makes a total rise of 1025.9 ft. The short, so-called level 
stretches of track between planes 1 and 2 and 2 and 3 descend 5.4 and 
6.75 ft., respectively, or a total of 12.15 ft., so as to permit the cars 
to drift freely to the foot of the next plane; this reduces the actual ascent 
of the three planes to 1013.75 ft. 

The object of the planes is to overcome the small tonnage movement 
at low speed over heavy main-line grades for a distance of more than 
12 mi. by a rapid movement of large tonnage over a distance of only 
2.47 mi. over grades largely in excess of any upon which a locomotive 
could operate. This is accomplished by installing hoisting engines of 
large capacity at the head of each plane, which, by means of large cables, 
haul the cars to the objective point. Naturally, the plant is not now 
constructed as it was formerly, but the difference is only in detail. 

The loaded cars are taken from the receiving yard, close to the foot 
of the planes, in trains of six and placed over a truck pit at the foot of 
plane No. 3. The footman at this point, by means of a bell, signals the 
engineman at the head of the plane, who applies his power and draws a 
truck, or “barney,” from the truck pit up behind the cars. As soon as the 
engineman feels the barney go against the cars he speeds up his engine 
and the cars start their ascent of plane No. 3. 

On each plane there are two parallel tracks and at the foot of each 
there are two parallel truck pits. The cable from one barney passes up 
the plane over sheaves about 22 ft. apart, then three times around 
drums 20 ft. in diameter, and out through the bottom of the power house 
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over a very large sheave, which returns the cable to a barney on the 
parallel track. As a result, when one barney ascends, drawing up the 
cars, the barney at the head of the plane descends, drops into the truck 
pit, passes under the six loaded cars that have been placed by the drill 
engine, and is ready for its ascent. Simultaneously, the first barney has 
reached the head of the plane, a brakeman takes charge of the cars, 
the engineman reverses his engine, and the first barney starts on its 
descent, and the second one is raised, by inclined rails, out of the pit and 
goes behind the cars standing to receive it. The process is now repeated, 
six cars moving alternately on the tracks of plane No. 3, with but slight 
interruption. The cars are delivered at the foot as fast as they can be 
drawn up the planes, or approximately so. 

A lighter cable passes from the end of one barney to a high gallows 
from which are suspended heavy counterbalance weights, around a large 
bull wheel, to the other barney, for the purpose of equalizing any slackness 
in the main cables of either barney. 

When the cars reach the top of plane No. 3, the train is cut in two, 
as only three cars at a time are drawn up planes Nos. 2and1. However, 
because these planes are so much shorter, the six cars are handled, in two 
trains, on each of these planes as rapidly as they are handled, in one train, 
on plane No. 3. 

Formerly, all the cars were weighed, coupled together, as they passed 
at a speed of 2 mi. an hr., over a 200 ton track scale 117 ft. long at the 
head of plane No. 1. It was demonstrated that the weights taken in this 
manner were practically without error. A few years ago, however, it was 
decided that the operation would be simplified by abandoning this 
track scale, and dropping the cars into a receiving track, at the end of 
which a hump engine pulled trains of cars to a hump yard located at 
Penobscot, about 1 mi. east. There the cars were dropped over the scale 
and hump for classification purposes into a classification yard consisting 
of thirteen classification tracks, for the make-up of trains and further 
movement to the seaboard. 

The cars may be drawn up the planes at speeds of from 12 to 30 mi. 
per hr. The plan and profiles of the planes are shown in Fig. 1. 

The barney is made to pass into the truck pit, underneath the 
cars, and then out again behind the cars by an ingenious arrangement 
of the wheels of the barney and of the track devices. Each wheel has 
its own axle, which slides in its own sleeve independently of the 
others. One axle is just forward of the other and both are held 
in place by an equalizing bar, which adjusts itself to the gage of the 
wheels. ‘The flanges, which run on the outside of the rail, are 214 in. 
deep; the treads are 61346 in. wide. The barney weighs 7 tons; its 
construction is shown in Fig, 2. 
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TABLE 1 
Top, Mivp.ie, Bortom, 
or No. 1, or No. 2, or No. 3, 

PLANE PLANE LANE 
Reece eran LOR onto os ise» PORE kes, 5 3,700 3,000 5,000 
meneth OF truck pits, fects... .< om once hess even. 391 397 "428 
Mime per LOO te i Teet. ue csc... ose eet. . 9.28 14.65 5.7 
Total rise of each plane, feet.................... S347 422.2 269 
Fall between planes, feet.................0..00. 5.40 6.75 
Distance between planes, feet................... * 470 850 
Total rise, Ashley to Solomon’s Gap, feet......... 1,013.75 
Total distance, Ashley to Solomon’s Gap, feet. ... 13,020 
SGT CAS (5 ia tea, ae Spa eter Raa tae... SLs 8° 20’ 3° 15’ 
Length of main cable, feet..................... 4,640 3,670 5,780 
Diameter of main cable, inches.................. 216 234 24% 
Werehtipertoot, pOundS<.6. : sa. 0.28 5ces ccs oe 104% 1134 10% 
Peng thyotitenl rope, feet. aoe .. « ki. bes esces «ss 4,023 3,320 5,520 
Diameter of tail rope, inches.................... 1% 1% 1% 
Wieientaper 100t spOunds eee = 65 Se ee 5 cons 334 334 334 


At first, the barney descends on the rails A, Fig. 3, upon which the 
cars travel. At B, though, the flanges spring out the wings and the 
treads ride upon rails C. At D, a deflector, which is simply a boss on a 
filler block, forces the flanges away from the switch point. In the pit, 
the flanges spring switch points H, so that when the movement of the 
barney is reversed, it ascends from the pit upon rails F. By these rails, 
the 5-ft. climb out of the pit is made in 30 ft. After the footman has 
given the signal, the barney ascends from the pit on rails F; as soon as it 
strikes the cars standing upon tracks A, the speed of the engine is in- 
creased and both barney and cars move upwards. They spring open 
switch D and the barney wheels are transferred to rails C. As the guard 
rails G are 3} in. higher than the running rails, the flanges of the barney 
wheels are forced outwards, springing the wings B so that the barney 
travels upon rails A to the top of the plane, where there is another pit. 
As previously stated, as the barney on one track ascends, that on the 
parallel track descends. At the head of the plane the two tracks con- 
verge into a single track but they soon diverge again. In this way, the 
two tracks at the foot of the plane may be served with cars alternately 
from the tracks on the preceding plane. 

At the head of each plane are a battery of boilers and a vertical 
engine, which furnish the power for that plane. Their horsepower 


rating is as follows: 
Puanz No. 1 Puane No. 2. Puane No. 3 


Horsepower of boilers........ 1,500 2,000 1,500 
Horsepower of engines....... 1,200 1,200 1,200 


The number of cars that can be conveniently handled over the three 
planes per hour averages 35; 45 cars may be handled with a little addi- 
tional effort. The average tonnage for 24 hr. has been 32,424 tons. 
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The economy of the boiler plant has been largely increased by the in- 
stallation of a patent blower system. The planes are not in constant 
operation throughout the year, nor the 24 hr. of a day, but the efficiency 
of the plant is shown by the following figures: 


Binmberiof dave wetkeed we wctes tse Sethe ste os don: 305 
COR IRIE BRAS oe goes ce a oe 4,827,104 
Coal and: werght of car. tons......0.<+...:c-+++ sss. 6,832,935 
Merchandise hauled; tons... ........e..e..c0ae ee. 974,800 


Coal, car, and merchandise hauled in one year, tons.... 7,807,735 


When it is considered that one of the grades is 14.65 per cent. for a 
distance of 3000 ft., the success of this plant suggests the application of 
this principle to the operation of hump yards. As many cars could be 
handled over the hump as could be delivered by an engine from the 
receiving yard. The attractive feature would be that the operations 
on the hump would be conducted from a point where the movement 
of the train would be absolutely under the control of one who could 
clearly observe all that was going on. It would not be necessary to pass 
signals to the rear end of the train, with the consequent delays and 
troubles. The expense of operation would not be so great as in the case 
of a plane, as the speed would be so much lower. There would not be the 
same wear and tear on machinery. The feeder engine bringing cars from 
the yard would have ample time to keep the truck pit supplied, hence 
there would be almost a continuous movement over the hump. The 
indications are that cars could be classified successfully by this method, 
and with greater economy in cost than by any method used up to 
this time. 


DISCUSSION 


GraHaM Bricut,* East Pittsburgh, Pa.—Has the electrification of 
these planes been seriously considered ? In many cases in the anthracite 
fields it has been found that the cost of operation with electricity is so 
much less than with steam that it pays to scrap a good engine and boiler 
plant and replace with electrical equipment. Possibly, twenty years ago 
this steam plant represented the best engineering practice and was the 
best system that could be installed; but here we have three boiler plants 
less than a mile apart, operated by three crews, and each plant with a 
particularly bad load factor. Now, either by one isolated electric power 
plant or (which probably would be much better) by purchased power, 
the trips on the various planes could possibly be scheduled so as to pro- 
duce a good load factor and greatly cut down the cost of operation. 
There is little doubt but that even without such scheduling a consid- 
erable saving could be affected by electrification. 


* Engineer, Westinghouse Elec. & Mfg. Co. 
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Mr. Stein states the capacity of No. 1 and No. 3 boiler plant as 1500 
hp., No. 2 as 2000 hp. and each engine as 1200 hp. and then states that 
these cars can be drawn up grades anywhere from 12 to 30 mi. an hr. 
Either he isa little optimistic regarding the speed, or the engines are much 
larger than 1200 hp., because a simple calculation will show that anywhere 
from 4000 to 6000 hp. will be required to pull the cars up the grades at 
30 mi. an hr., and from 5000 hp. to 7000 hp. will be required to accelerate 
the trips on the grades. 


Dovetas Buntine,* Wilkes-Barre, Pa.—I have not heard whether 
or not the railroads have considered the introduction of electric power 
on these plans. The speed of 30 mi. an hr. on the planes appears rather 
high. I am not familiar with the present boiler installations; changes 
have been made in the boilers since I visited the plant. 


Sipney J. Jennincs,f New York, N. Y.—I would like to have Mr. 
Stein consider the relative capital expenditure for these planes and a 
railroad that will answer the same purpose; the use of planes for handling 
railroad freight traffic is unusual. Only in two parts of the world with 
which I am familiar, in South Africa and in South America, were planes 
established to handle railroad traffic, and they were subsequently aban- 
doned because the amount of traffic that could be handled over the planes 
was smaller than that which could be handled by railroad; also the 
expense of operating them was too great, for a larger number of skilled 
workmen were required to work each engine. 


R. V. Norris,t Wikes-Barre, Pa.—Hoisting engines are not usually 
figured at horsepower and a statement of the horsepower of a hoisting 
engine does not mean much; I hope the author will add the size of these - 
engines. 

As to the comparison of the planes with the railroad, it must be remem- 
bered that the planes are very short, compared to the railroad, which, 
to get out of this valley, is about two times the length of the planes 
and necessarily has heavy grades. The planes carry practically the 
entire traffic of the Central Railroad of New Jersey so that there is no 
particular object in figuring on an increased capacity because they can 
carry more than the capacity that can be furnished; in other words, they 
are big enough. 


Cuarues H. Srrance,t Minersville, Pa—We forget that the load 
on these planes is balanced. 


R. V. Norris.—The load is not balanced, the barney goes down 
empty. 


* General Superintendent, Lebel & WilkesBarce Coal Co. 
t Consulting Engineer. 
¢ General Superintendent, Pine Hill Coal Co. 


DISCUSSION 699 


Epwin Lupitow,* New York, N. Y.—With regard to the difference 
of the cost of operating, some years ago when a western railroad man 
took charge of the Reading, he ordered the Mahanoy plane on the Read- 
ing shut down and the coal carried around by rail, for which they had 
an established route. Before a month had elapsed, it was found that 
the transportation costs had gone up and that the single track road was 
inadequate to handle the increased coal traffic, so the plane was again 
opened and has been operated ever since. 


W. J. Ricwarps,} Pottsville, Pa.—That is not the plane described here. 
Epwin LupLtow.—No, but it shows the economy of using planes. 


C. H. Srer (author’s reply to discussion).—The question of elec- 
trifying the Ashley planes has been discussed from time to time, with 
the thought of substituting electric motors for the steam engines at the 
several power houses, to be operated from a central generating plant 
at Ashley. This plant would furnish both light and power to the shops, 
yards, buildings, crossings, etc. between Wilkes-Barre and Penobscot, 
including also engine terminals and outlying power units within the 
area of economic distribution. No definite plan, however, has been 
prepared from which careful estimates could be made for the consider- 
ation of economic possibilities. It is our opinion that the improve- 
ment in the generation, distribution, and conversion of electric power 
for units of such magnitude and diversity of purpose, has warranted 
the delay in the execution of the first proposals in this direction. At 
the same time, the constantly changing locomotive capacity or tonnage 
rating, and the possibility of securing a 60-ft. per mi. mountain grade 
for the main line, tend to reduce the relative economy of plane operation. 

Twenty years, or perhaps forty years, ago it is doubtful whether 
any engineer would have considered, except as a last resort, the intro- 
duction of a system of inclined planes as an economic means of handling 
traffic of this character, with possible future increases, but as a heritage 
of some of the most brilliant engineers of the day this legacy, with the 
modifications introduced, has up to this time proved indispensable, not- 
withstanding the fact that the back track was constructed about 45 
years ago to relieve the downward traffic. 

The planes were projected at a time when some reasonable doubt 
was entertained as to the practicability of operating grades of 93 ft. 
per mile, or even considerably less, and the original plan provided for the 
handling of both freight and passenger business in either direction. It 
was not until 1886 that the change to ascending traffic only was effected. 

During the periods when general repairs or renewals are necessary 
to the engines or vital portions of the plant, the traffic is hauled up 


— 


* Consulting Engineer. 
} President, Philadelphia & Reading Coal and Iron Co. 
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the mountain with three or four engines to a train. If the time required 
for these repairs is long, the available motive "power is used to its 
limit to prevent congestion of traffic. 

Repeated compilations of comparative costs of operation have indi- 
cated that under existing conditions, both maintenance and operation 
of the planes have been far more economical than by way of the back 
track. The compilations, however, have been based on so many factors 
of assumption that exact costs cannot be ascertained. 

As with the planes, so with the railroad, much of the present con- 
struction could be utilized in any revision plan. 

The maximum loads hoisted over each plane, and the time consumed 
per trip, are as follows: 

No. 3, or lowest plane—four 80,000-Ib. and two 110,000-lb. capacity 
anthracite cars; average time consumed, 7 minutes. 

No. 2, or middle plane—two 80,000-lb. and one 110,000-lb. capacity 
anthracite cars; average time consumed 3)4 minutes. 

No. 1, or highest plane—two 80,000-lb. and two 110,000-lb. capacity 
anthracite cars; average time consumed 5 minutes. 

The time here referred to covers the period between trips when every- 
thing is in good working order, and no delays arise in feeding the planes at 
the foot or taking cars away at the top. The actual running time is, of 
course, considerably less between trips, Frequently the trips handled on 
No. 2 plane are carried through without break to No. 1 plane, thus increas- 
ing the speed of No. 1 to keep No. 2 clear. The engines on No. 2 and 
No. 3 planes are identical in construction and type, while the engine on 
No. 1 plane is more modern and of greater power. 

We would not consider the load on these planes as being balanced, in 
the sense that the stress on the pulling cable going up the planes would be 
equal to the stress on the cable of barney car descending the plane at the 
same time. 
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Application of Pulverized Coal to Boilers 


By J. W. Funier,* ALLENTOWN, Pa. 


(Wilkes-Barre Meeting, September, 1921) 


Durine the last 20 years, experimenters’ have sought to utilize 
pulverized coal in boiler plants, but refractory and slag troubles have 
~ usually overbalanced any gains in efficiency that were obtained. These 
troubles were caused largely by lack of knowledge of the proper methods 
of coal preparation and lack of a furnace design that would be adaptable 
to pulverized-coal firing. When this information was obtained the results 
were so much more satisfactory that within the last 5 years approxi- 
mately 80,000 boiler hp. have been installed in plants ranging from 1000 
to 20,000 boiler hp. rated capacity, which are operating at an average 
of 174 per cent. of rating. 

The first commercial installation for burning pulverized coal under 
boilers was made at the Parsons shops of the M. K. & T. railroad in 1916. 
Of eight 250-hp. water-tube boilers thus fitted, six were operated contin- 
uously for 3 yr., when oil was obtained at such a low price as to warrant 
its use. Since then, this plant has been operating alternately on pul- 
verized coal and oil, depending on prevailing prices. Recently gas has 
been discovered within 20 mi. of this plant, so that this fuel may also be 
used. No change in furnace design was made when changing from pulver- 
ized coal to oil or gas firing. 

One of the principal advantages of this method of firing is its ability 
to utilize, with maximum efficiency, all kinds of coal, irrespective of 
quality or physical characteristics. In fact, quite a number of the 
present pulverized-coal installations were made for the purpose of utilizing 
coal that could not be marketed or used in any other way. The Pacific 
Coast Coal Co., at Black Diamond, Wash., formerly hand fired the 
boilers, using approximately 125 tons of prepared steam-size coal daily. 
The Black Diamond steam coal is the best quality of coal for steaming 
purposes mined in that section of the country, and there Is a market for 
all that can be produced. By installing a pulverizing plant, it was possible 
to substitute coal of a size.and quality that had no commercial value, so 
that 125 tons daily of the best steam coal formerly used at the mines is 

ed. 
ie, made a similar installation, at its New Castle, Wash., 
mine with approximately similar results. Hach of these two plants has a 


*President, Fuller Engineering Co. 
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pulverizing capacity of 4 tons per hour and is so designed and arranged 
that but one man is required for operation. The labor cost is reduced 
about 50 per cent. and considering all factors both plants paid for them- 
selves in six months time. 

The Puget Sound Power & Light Co., in 1918, replaced fuel oil with 
pulverized washery sludge in its central steam-heating plant in Seattle. 
This company owns property on which several hundred thousand tons 
of waste coal had accumulated. Every effort was made to utilize this 
fuel, but without success until pulverization was tried. The plant 
furnishes steam heat to the principal buildings in the business section of 
the city and has operated without any interruption in steam service during 
the past three years, using a very poor grade of coal. 

The quality of coal used by the Puget Sound Power & Light Co., like 
that used at the mines of the Pacific Coast Coal Co., is a Washington 
lignite washery sludge containing 20 to 24 per cent. moisture, as received 
at the preparation plant, and in size is similar to anthracite culm. In 
both of these plants, the sludge is dried to between 3 and 5 per cent. 
moisture, after which it is pulverized in Fuller screen-type mills, and then 
delivered to the boilers. The average approximate analysis of this coal, 
as fired, is as follows: 


Waller, per COnt..:. aj. accep 9.214sp8eugisiaRueis Gane ade =o) cisuens © suaious cereal are 3.81 
Volatile*matter, per'centy:.... 7. 1 tee tens ote ee ae ae nee 39.81 
Fixed’carboni'pericent..ue-. cee te . cece = aie ieee dees cele 41.40 
Ash percent, s:cuhne det. Hees eek Seen eebosinee eee eens 14.98 


At the Allentown Portland Cement Co.’s boiler plant., Evansville, Pa., 
pulverized anthracite culm is being burned continuously under one 400-hp. 
Rust-type boiler. This culm carries from 20 to 30 per cent. ash and 
from 4 to 8 per cent. volatile matter. This plant has also burned suc- 
cessfully various low-volatile fuels, such as Rhode Island graphite coal, 
carbocoal, the poorer grades of coal breeze, and anthracite waste con- 
taining 65 per cent. of ash. 

During 1919, a preparation plant and pulverized-coal equipment for 
firing thirteen boilers was installed at the British Columbia Sugar Refin- 
ing Co.’s plant, Vancouver, B. C. In this plant, California fuel oil was 
replaced with ‘pulverized Nanaimo slack coal from Vancouver Island. 
Nanaimo coal is particularly high in ash, averaging 28 to 30 per cent. A 
typical sample of dried coal, as fired, contains: : 


Moisture, percent, «..c0:-«a.2s setleclvale a nine ee ae cee ee eee ed 
WV olatile-matter, per cent...c-i bite tate teeter 32.8 
Fixed:carbon, per. cent sy sis0 sie eee renee I eee eee 37.7 
Ash; Per Cent... <i. sare e's os sseteinterse eesti ere ave eRe een 28.4 


Calorific value, B.t...3-00.2)c see eee PEE eee 9364 
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The coal is pulverized in Fuller screen-type mills until 81.1 per cent. 

- passes through 200 mesh and 92.25 per cent. passes through a 100-mesh 
sieve. Theacceptance test was run on the 504-hp. Badenhausen boilers, 
developing 83.3 per cent. combined furnace and boiler efficiency. This 
plant has been in continuous operation since it was installed and the 
management has recently added two 500-hp. Stirling-type boilers 
equipped for burning pulverized coal. 4 
About a year ago the Southern Anthracite Coal Mining Co. at Russell- 

ville, Ark., equipped one 250-hp. Babcock & Wilcox boiler to operate with 


anthracite refuse at 200 per cent. of rating. 


Its operation has been so 


successful that negotiations are now under way toward making additional 
installations in the district, which will use a grade of anthracite that here- 
tofore had no commercial value. 

Recently there has been put into service the largest pulverized-coal- 
fired power plant in the world, namely the Lakeside plant of the Mil- 


waukee Electric Railway, Light & Power Co. 


The first 20,000 kw. unit 


of an ultimate 200,000 kw. plant is operating exclusively on pulverized 
Illinois coal having the following approximate analysis, as fired: 


MITEL EFINs Fale PAST to < es ASE ANE OSES. ic ce a 2.42 
Wolatieemattersper Celt: eats bs Gites cs secs soe sco ers'e 37.53 
NEKEdsGATDORN DEL CONG. sob Ac pea wince ore sole seine os he Sie 50.87 
Asie DeriCenbuse vacate ae micieio: Selcclnlsscilcle bins ea sere 11.6 
@alorihckvakie Dalles. tes ae citi ee ta cube elaus dm stare 11,500 


This installation was made after exhaustive tests and investigations 
at the Oneida Street plant to determine the most efficient and economical 
method of firing. The installation comprises eight 1300-hp. Edgemoor 
On 48-hr. tests, these boilers showed an overall efficiency of 
88.4 per cent. at 203 per cent. of rating. 

The W. B. Uihlein Co., manufacturers of food products in Milwaukee, 
put in four new 500-hp. Wickes boilers, which were supposed to be stoker 
fired, but after investigating the economies of pulverized coal this com- 
pany disposed of the stokers and substituted pulverized-coal equipment. 

The Susquehanna Collieries Co. has burned pulverized anthracite culm 


boilers. 


very successfully. 
hp. Babcock & Wilcox boiler. 


Its first installation was made in 1918, under a 250- 
From the results of this operation, the 


company built a new power house at Lytle, Pa., which consists of six 
300-hp. Babcock & Wilcox boilers with furnaces arranged for 200 per 
cent. rating. This plant has been operating about two years and the 
company recently put into operation another new plant at Lykens, Pa., 
consisting of six 500-hp. and six 600-hp. boilers designed to operate at 


200 per cent. rating. 


The 500-hp. boilers furnish high-pressure steam to 


the turbine and the 600-hp. boilers furnish low-pressure steam for mine 


operation. 


The steam lines are so arranged, however, that any of the 
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low-pressure boilers can be used for furnishing high-pressure steam, or 
vice versa. This*company has available several million tons of anthracite 
culm. The power station and drying and pulverizing plant are located 
on the side of a hill above the top of the culm bank. The culm is pumped 
to a dewatering plant located above the coal plant. Space is allowed for 
considerable storage at this point and the culm is then conveyed to the 
drying and pulverizing plant. The ultimate capacity will be 400 to 500 
tons per day. 

In installations contemplating the use of high-ash coal or coal con- 
taining a large amount of slate and non-combustible, it is frequently 
possible in some way to reduce the amount of non-combustible material 
at a cost that is more than offset by the saving due to the decreased 
burden on the pulverizing and coal-handling machinery, together with 
the decreased cost involved in disposing of the ash. However, where 
ash can be sluiced from the boiler furnace, as is often possible at mines 
having large quantities of water available, the high-ash coals can be 
burned with little cost of ash handling. 

The foregoing instances are only a few of the many successful instal- 
lations burning pulverized coal that were made under various types of 
boilers and using many fuels. The cost of good coal will probably steadily 
increase and it is an economic duty to conserve as far as possible the 
better grades by burning them in a pulverized form, as well as to replace 
them when possible with fuels having a low market value, or which even 
entail an expense to handle and are a liability to the producers. 


DISCUSSION 


GxorcGe 8. Ricr,* Washington, D. C.—How does the cost of pulver- 
izing anthracite compare with that of pulverizing bituminous coal 
suitable for this process? 

H. A. RercHensacn,f Allentown, Pa.—The cost willrun several cents 
higher per ton, due to the greater hardness of anthracite. The capacity 
of the pulverizing mills is somewhat lowered in crushing anthracite, which 
will increase the power cost slightly. The actual cost of pulverizing and 
preparing the coal, however, will depend on local conditions altogether; 
the size of the plant, for instance, and the value placed on the coal used. 

KE. M. Cuancez,{ Philadelphia, Pa——-What power will it take to 
reduce a ton of No. 3 buckwheat to the required fineness? 

H. A. Retcuensacu.—I have not seen any figures on that particular 
grade of coal, but I would say roughly it would require about 19 or 20 
kw.-hr. per ton for the crushing, to the complete delivery to the boilers. 


* Chief Mining Engineer, U. S. Bureau of Mines. 
{ Fuller Engineering Co. 
} Engineering Manager, Day & Zimmermann. 
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H. M. Cuancz,* Philadelphia, Pa.—What relation does that 19 to 
20 kw.-hr. bear to the energy required to reduce ordinary bituminous 
coal to the finest grade for dust firing? 


H. A. ReicHenBacu.—Bituminous coal will require from 16 to 18 kw.- 
hr. per ton. 


H. M. Cuance.—I have had no experience in the pulverizing of anthra- 
cite but have some data that may have a bearing on the subject. Some 
years ago the Scranton Mine Caving Commission inaugurated a series 
of experiments to determine the strength of anthracite, in order to 
learn the strength of pillars of coal left to support the roof. Several 
hundred very carefully prepared samples were obtained and experi- 
mentally crushed in different laboratories and the results of those 
determinations were published by the Commission. If I recall rightly, 
the average crushing strength of anthracite was 2000 to 3000 lb. 
per sq. in.; though some samples had a crushing strength of 5000 to 6000 
lb. per sq. in. Later it occurred to me that the crushing strength of 
anthracite might depend on the size of the piece, because the larger the 
piece the more fracture planes it would be likely to contain. To deter- 
mine this, we first prepared samples of }4-in. cubes and found these had 
a crushing strength of 7000 to 8000 lb. per sq. in. We then prepared 
Y-in. cubes and finally made 1¢-in. cubes, which had a crushing strength 
of 19,000 to 20,000 lb. per sq. in. In other words, the inherent strength 
of anthracite, apparently, is thus found to be nearly equal to that of 
granite. If that is true, in some cases it might cost as much to reduce 
anthracite to powder as it does to reduce granite to the same fineness. 


H. A. RercHensacu.—I have no acquaintance with the pulverization 
of granite, but the actual crushing costs of anthracite are available in 
several plants where this crushing is done commercially. 


Grorce H. Asuuey, Harrisburg, Pa.—Are the costs given those of 
crushing light-weight coal or hard anthracite? The Lykens coal is very 
tender and while it passes commercially as anthracite, it is a quite differ- 
ent product. 

H. A. Rercuenspacu.—I have no figures on the Lykens coal; there may 
be some available. 

Rosert A. Quin,j Wilkes-Barre, Pa.—We are now grinding hard ash 
coal as well as the Lykens Valley red ash coal and burning it, too. 


Cuas. W. Lotz, Pottsville, Pa.—We have successfully pulverized 
Lykens coal with as little as 20 kw.-hr. per ton; but the average run would 
be nearly 40 or 50 kw.-hr. throughout the whole plant. The coals on 
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which we carried out our experiments were in the Lykens and the White 
Ash district farther east in the Schuylkill field. We have made some 
experiments on the coal of the Shamokin district, but they are merely 
laboratory experiments; and we have no practical results with this coal. 

On the general subject of pulverizing and burning anthracite, I feel 
safe in saying that so far as the burning is concerned, we have commer- 
cially solved the problem. If you consider only the softer Lykens coal, 
pulverizing the coal is easy. The harder coals of the middle part of the 
Schuylkill district have been successfully pulverized, but it is not such an 
easy proposition as the Lykens material. 


Tnos. E. Fisner, Hackensack, N. J.—Does the 30 to 40 hp. consid- 
ered necessary to grind this coal, include power for the drier, the fan, 
and the screw-feed, plus the pulverizing? 


CHARLES W. Lotz.—Yes. | 


GrorGcE 8S. Riczr.—Is there any material difference in the length of 
flame between the Lykens Valley coal and the harder coal from the other 
districts? 


Cuas. W. Lotz.—Only in this way; ignition is a little more difficult 
to establish in the coals from the other districts, which contain a little 
less volatile matter. The difference in the length of flame, however, 
does not exceed 15in. We use a comparatively short flame and attempt 
to (and do) control its length so as to get as close to an underfeed stoker 
condition as possible; that is, very quick combustion. 


Grorce §. Ricn.—In that case, why is the firebox so much larger than 
that used in the bituminous installations? 


Cuares W. Lotz.—As a matter of fact, the proportions are almost 
exactly the same, if you understand by proportions the number of cubic 
feet of furnace volume per pound of coal burned per hour; that is, by 
checking certain bituminous installations against our own, we have found 
that our furnace volume is just about the same as the bituminous. 


Grorae S. Ricr.—My impression has been that it was considered 
desirable in the use of a long-flame fuel, like lignite or bituminous coal, 
to have a fairly large firebox, so as to prevent the flame being cooled or 
extinguished by contact with the relatively cool boiler surfaces, but I 
would have supposed that with the shorter flame of anthracite there 
would be less loss of available heat in bringing the flame closer to the 
boiler surface; in other words, have a smaller firebox. What has been the 
observation in these experiments regarding this point? 


H. A. Retcuenspacu.—Anthracite is fired vertically, and there are 
two flows of gas through the furnace, so that anthracite firing, compared 
to bituminous firing, requires really 25 per cent. more furnace volume 
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because there is approximately 25 per cent. more volume of gas per devel- 
oped horsepower in the furnace. 


Cuas. W. Lorz.—I would like to say in answer to Mr. Chance, that 
out of a long series of tests made on one pulverizer, so that the machine 
could not influence the results, the pulverizing resistance of the coal 
actually decreases with the size, up to a certafn limit, of course. 


H. M. CHancr.—These experiments are, perhaps, of more interest 
to geologists than to the coal operators. At the same time, it does not 
follow necessarily, that because those tests show that the inherent strength 
of anthracite is nearly that of granite, that it would take the same power 
to crush it, for anthracite may be more brittle than granite; in which case, 
the energy necessary to pulverize it would not be so great. I have 
stated these facts as to the relative strength of anthracite, when reduced 
to small particles, as an explanation, perhaps, of this difference inthe 
horsepower required to pulverize anthracite as compared with that 
required to pulverize bituminous coal. 

I might say that the samples on which these tests were made were 
purposely selected from samples of hard, firm coal—coal that was brittle 
with almost a glassy fracture and very much harder than the average 
anthracite. The same kind of coal was used that is sometimes used in 
making desk ornaments from anthracite. 


Cuas. W. Lotz.—It might be of interest to know some of the things 
that usually are listed in engineers’ handbooks as “‘ Don’ts.” 

The first would be: Don’t buy or attempt to use low-grade re- 
fractories. The combustion of this pulverized material is accomplished 
only at a temperature so high that all of the ash in the coal is, at some 
point in the flame, in a molten condition. The Bureau of Mines reports 
the melting point of ash is about 3000° F. A large part of the heat gener- 
ated by the combustion is dissipated by radiation, some of which gets into 
the refractories. So if the refractories are incapable of withstanding that 
high temperature, in the presence of the ash, you are almost certain to 
run into difficulties. 

Leaving the immediate boiler, another ‘‘don’t’”’ would be: Don’t 
consider the fact that because a plant will pulverize one class of coal that 
it is capable of pulverizing every kind of anthracite ; in other words, it 
seems to be necessary to consider each mine or possibly each locality as a 

lem. 
Ree tchcoint be: So far as we have been able to determine, 
don’t consider that you can get the same results, so far as dryness in 
your dry coal is concerned, as are now being accomplished by the soft- 


coal people. That statement, however, must be considered as tentative. 
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We may find that we can successfully handle pulverized anthracite 
carrying a great deal more moisture than the present. upper limit. 

Still another would be: Don’t think that low-grade coals imme- 
diately become available through this pulverizing process. It has been 
our experience that though the low-grade coals may be made available, 
they are not available as they exist, for the reason that the pulverizing 
difficulties are greatly increased by the ash in the coal, or the material 
which is reported as ash, and that there is a great deal more refuse to 
handle from the furnace, with its consequent destructive action to the 
refractories, and that the efficiency of the installation as a whole drops 
off with an increase in ash content in the coal. 


_ Jonn Stevenson, Jr., Sharon, Pa.—Is the pulverized coal good for 
anything else than being consumed under boilers? In a steel works with 
which I have some connection, an ingenious employe dropped the pul- 
verized coal into the almost invisible gas passing from the byproduct coke 
ovens to the open-hearth’and, to the surprise of the melter, it made the 
gas more visible for the melter and increased the product of the furnace, 


H. A. RetcHeNBAcH.—There are a number of installations, other than 
boilers, where pulverized coal is being used successfully. I did not mean 
to confine myself entirely to the boiler problem. It is being used in 
several open-hearth furnaces, in forge heating furnaces, copper furnaces, 
heating and melting furnaces, and of course we all know that practically 
90 per cent. of the cement burned in the country is being burned with 
pulverized coal. 


Tuomas F. Down1ne, JR.,Lundale, W. Va.—I understand, from the 
discussion, that the successful“burning of this fuel depends largely 
on the quality of the coal used. It has been stated that two kinds of 
coal are burned in the same“furnace, what is the volatility of the bitu- 
minous coal burned, and what is the relative value of the bituminous and 
the anthracite dust? 


A. E. Dovetass, Allentown, Pa.—At the Allentown plant, we use 
about 150 tons of coal a day; bituminous coal is used for the rotary kilns, 
the anthracite is used only under the boilers. At times, as when the 
supply of anthracite is exhausted, bituminous coal is burned under this 
boiler. Both kinds of coal are not used at one time. The two systems of 
burning were installed for an emergency and to take advantage of the 
cheaper fuel regardless of whether it is high or low in volatile matter. 


Tuomas IF. Downina, Jr.—The point I was trying to bring out was 
this: What is the difference in the quantity of coal consumed in each case? 


A. E. Dovetass.—That depends on the calorific value of the coal. 
The same rating can be obtained with either bituminous or anthracite. 
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Of course, on some grades of coke breeze or anthracite, it may take 314 
Ib. of coal per boiler horsepower, while on bituminous coal it may require 
3 lb. This depends on the B. t. u. value of the fuel. As to efficiency, 
on actual tests on the boilers, the efficiencies have been practically the 
same, within a fraction of a per cent. (as near as you can get any two tests 
to check), on bituminous as on anthracite. In other words, the best 
results on that boiler were 78 per cent. on bityminous and 77.8 per cent. — 
on anthracite, that is, boiler and furnace efficiency. I refer to the old 
type two-pass boiler. Bituminous coal ran 8 per cent. ash in that highest 
test and the-anthracite ran 14.6 per cent. . 

That plant has three pulverizers and two driers; one pulverizer and 
one drier are used for the boilers and the others for the kilns. For a 
period of about 8 mo., which is all we can take on anthracite, the total 
cost of preparing bituminous coal, assuming that the labor was equally 
divided, or prorated, according to the tonnage put through the plant, 
has been 60 cents and for anthracite 72 cents. The power consumption 
was 14 kw.-hr. per ton for the bituminous coal of the pulverizers, with 
1714 kw. for the entire plant; while with anthracite, it has been 18 kw.- 
hr. on the pulverizer, and 2144 kw. on the entire plant; that is about 25 
per cent. increase in power. 


GEORGE Ot1s SmituH,* Washington, D. C——Without discounting for a 
moment the wonderful success, from the combustion point of view, of 
this utilization of pulverized coal, the questions asked here and their 
answers have brought out the fact that considerable power (and that 
means considerable coal) must be used in pulverizing this fuel. We have 
had it brought to our attention several times that the cost of mining 
anthracite, expressed in terms of coal, is 8, 10 or even 12 per cent. Now, 
as I understand it, we have a similar high cost, and possibly 50 per cent. 
higher cost, in preparing this pulverized coal; in other words, it takes as 
much, or possibly 50 per cent. more, coal to prepare this coal after it has 
been mined, as it did to perform all of the operations connected with 
mining. That, of course, may lead to several conclusions: one is that the 
coal miners are not so terribly wasteful in their use of mechanical power, 
if they can take the coal, so far as mechanical power is concerned, at the 
face in the mines and mine and prepare it for market with an expenditure 
of 10 per cent.; or if, as Mr. Thomas has stated, under the best conditions, 
only 5 per cent., whereas 10 or more per cent. of the coal is necesssary to 
prepare it for this special utilization. Is the gain in combustion worth 


that cost? 


Rosert A. Quin.—We started to pulverize anthracite coal and silt 
about two years ago, but up to the present time on account of still being 
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in the experimental stage we cannot give any definite figures as to the 
cost of pulverization on a tonnage basis. Commenting on the commercial 
side of the method of utilization of this fuel, we are not prepared to give 
the Institute anything of interest. The statements of Mr. Lotz as to 
the various problems we encountered and troubles we have met, warrant 
me in stating that we are fast reaching the point where we are not only 
going to accomplish our aims on a practical basis, but also on a com- 
mercial basis. 
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e 
Time Factor in Depletion of Mines 


By Joun W. Roserts, C. P. A, Nov. CLARKSBURG, Wr Vi; 


(New York Meeting, February, 1921) 


Tue Federal income tax law permits as a deduction in determining 
net income ‘‘in the case of mines, . . . a reasonable allowance for de- 
pletion and for depreciation of improvements, according to the peculiar 
conditions in each case, based upon cost, including cost of development 
not otherwise deducted: Provided, that in the case of such properties 
acquired prior to Mar. 1, 1913, the fair market value of the property 
(or the taxpayer’s interest therein) on that date shall be taken in lieu of 
cost up to that date.” 

The law provides for a reasonable allowance but the regulations pro- 
vide for a definite method of computation that possesses more the virtue 
of simplicity than that of reasonableness. Article 210 of Regulations 45 
reads: ‘‘When the cost or value as of Mar. 1, 1913, or within 30 days 
after the date of discovery of the property shall have been determined, 
and the number of mineral units in the property as of the date of acquisi- 
tion or valuation shall have been estimated, the division of the former 
amount by the latter figure will give the unit value for purposes of deple- 
tion, and the depletion allowance for the taxable year may be computed 
by multiplying such unit value by the number of units of mineral ex- 
tracted during the year.” 

This is simple, but is it reasonable? The intent of the law is clearly 
that the cost of the ore in the ground shall be considered as part of the 
cost of the same ore when removed and sold. The regulations fail to 
carry out that intent, because of the unwarranted assumption that all 
the ore in the mine cost the same amount perton. This is what gives the 
Treasury Department’s method its simplicity, but at the same time robs 
it of its reasonableness because the assumption is contrary to fact. 

It is self-evident that a ton of ore near the surface or exposed by pres- 
ent workings is worth much more than a ton buried so far down in the 
earth that it cannot be removed for many years. If no improvements 
in mining methods were expected, the value of deeply buried ore would 
be further reduced by the greater expense that’ would be required to 
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bring it to the surface. Experience seems to justify the belief, however, 
that the improvenrents in methods are likely to keep pace with the diffi- 
culties encountered in the majority of cases. 

But whether or not inventions may be expected to offset, in some 
measure, the increasing difficulties of greater depth, there is nothing to 
compensate for the time element, which is always an important factor. 
No extensive deposit of coal or ore can be mined in a day or a year. 
Almost invariably before a deal in mining properties is consummated 
the purchaser has, through specialists, made exhaustive studies of the 
extent and quality of the deposit and the most economical methods of 
its exploitation. It would not be economical to mine one ton a year 
and it would ordinarily be impossible to mine the whole deposit in a year. 
But the plan adopted is usually based on the annual production of a 
certain definite quantity. Ordinarily the purchaser not only has these 
plans, but has concrete evidence that would convince any fairminded and 
disinterested person that in purchasing the property the price he was 
willing to pay was based upon these engineering reports. 

Suppose that the mine is known to contain 1,000,000 tons of ore, 
and that the plans call for the mining of 20,000 tons per annum, indicating 
a life of 50 years for the mine, and that the mineral deposits are purchased 
for $100,000. Although the average cost per ton is ten cents, that figure 
does not apply to the ore near the mouth nor to that deeply buried. 

To detérmine the cost of the several tons, indicate by V the value 
of a ton exposed and minable today, and assume an interest rate of 6 
per cent., and, to avoid the unnecessary intricacies of computation, also 
assume that each year’s production comes at the end of the year. The 
cost of the ore to be mined the first year will then be 20,000 V X 08 
The cost of the ore to be mined the second year will be 20.000 V x Tone 
The cost of the ore to be mined the third year will be 20,000 V x (1.06)! 
etc. The sum of this series for fifty terms constitutes the cost of the 
entire deposit. Therefore 

i 1 i 1 
$100,000 = 20,000 V x | +53 + Tee ee mod 

The series in the bracket is equivalent to the present value of an an- 
nuity of $1 for 50 years at 6 per cent., which is readily computed as 
$15.761. The equation is therefore reduced to $100,000 = 20,000 V x 
$15.761. Solving for V, the cost of one ton minable today is found to 
be $0.3172; and from this the cost of the 20,000 tons to be mined each 
year may be computed as follows: 
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Cost Prr Ton ED orien 

Ist 20,000 tons................ $0.3172 + (1.06) = $0.2992 $5,984 
2020-000 tons ceive cs O. Oalo. 3 0.3172 + (1.06)? = 0.2823 5,646 
30 520.000 tong ee6ien dove ed cols 0.3172 + (1.06)? = 0.2663 5,326 
Bt 20,000 Bones ccf. cists aah Yh » 0.3172 + (1.06) = 0.2512 5,024 
mbeOOO tONHs fe no. oc. 0.3172 + (1.06)5 = 0.2370 4,740 
Tithe a000 Lond +... =. 0.3172 + (1.06)! = 0.1772 3,544 
Pon 20 OOO tons: 02 0 te Dar) 0.3172 + (1.66) = 0.1324 2,648 
20th 20,000 tons! or. eee 0.3172 + (1.06) = 0.09897 1,979 
30th 20,000 tons................ 0.3172 + (1.06) = 0.05528 1,106 
AQE 20, 000. tons. cs aw « cies s aoe 0.3172 = (1.06)* = 0.03088 618 
PATE DON) FONE oe a an oe 4 0.3172 + (1.06)5° = 0.01725 345 


If this table were filled in for the full 50 years the last column would 
total $100,000, which is the cost of the entire deposit. 

If an interest rate of 8 per cent. were adopted the cost of a ton minable 
today would be $0.4087, and the cost of the respective groups of 20,000 
tons would range from $0.3784 to $0.00871 per ton. 

Other properties than mines are acquired for lump sums, and in those 
cases it is conceded to be the right and duty of the purchaser to analyze 
his cost and set up in separate accounts a fair apportionment of it. Thus, 
a taxpayer may buy for a lump sum a going store with all its assets and 
liabilities. He is expected to apportion this cost ard set up separately, 
in his books, the land, buildings, furniture, merchandise, accounts re- 
ceivable, good will, accounts payable, etc. The apportionment must be 
fair and the net total must agree with the aggregate cost. 

As another example, a merchant buys for a lump sum a miscellaneous 
lot of hides which he sorts into numerous grades. The best hides may 
be worth many times as much as the poorest, but is he required to 
cost them all at the average cost? No. He is expected to apportion 
the cost on the basis of quality and value. The apportionment must be 
fair and the total of the costs thus allocated to the several grades must 
agree with the aggregate cost. If the hide merchant sold all the poorer 
grades, but had the best hides on inventory at the end of the year and 
priced these at the average cost, there is little doubt but that the Treasury 
Department would compel him to use a higher figure and would assess an 
additional tax. 

With the mining company, the shoe is on the other foot. In the na- 
ture of its operations it mines and sells first the most accessible ore— 
the ore that really cost most—and is then asked to carry the less accessi- 
ble ore on its balance sheet at the average cost. The law permits a 
reasonable allowance for depletion, and any mining company that makes 
a reasonable and fair apportionment of the cost of its mineral deposits 
should be accorded the same fair treatment that is accorded to the mer- 


chant of hides. 
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The Treasury Department must recognize that its regulations are 
valid only in so far as they may be consistent with the law. In framing 
the general regulations, it was necessary for the Commissioner to provide 
a rule applicable even in cases where no evidence was submitted as to the 
probable rate of removal of the minerals. The law, however, requires 
that the depletion allowance be made “‘according to the peculiar condi- 
tions in each case” and the Treasury Department can hardly contend 
that it is complying with the law if it disregards the peculiar conditions 
of a case where such conditions are properly shown. 

In the recent stock-dividend decision, as well as in prior decisions, 
the Supreme Court has refused to uphold the levy of an income tax where 
the existence of the income is debatable, and there would be excellent 
ground for expecting the courts to recognize the factor of time as bearing 
upon the apportionment of depletion charge even if the Internal Revenue 
Bureau should adhere to the letter of its regulations. | 


CAPITALIZATION OF MINE DEVELOPMENT 715 


Capitalization of Mine Development 


* 
By Joun B. Ditworts, E. M., Puiwapenputa, Pa. 


(Wilkes-Barre Meeting, September, 1921) 


Tue word “development,” as used in connection with mining, is a 
rather general term and in most instances must be qualified or explained 
before the exact thought in the mind of the user is made clear. For in- 
stance, by the development of a mining district is often meant its entire 
facilities of mineral production, such as railroads, towns, mine plants, 
etc. In speaking of the development of a property its prospecting by 
test pits or diamond drill borings may be referred to; or it may be the 
mines, strip pits or quarries from which the coal, ore or rock is won. 
But, as a rule, when the development of an individual mine is spoken 
of the idea in mind is the system of underground workings by means of 
which the mineral is recovered and transported to the surface. It is 
this character of development that is considered here. 

The discussion will be confined to the ordinary room-and-pillar system 
of mining practically horizontal coalseams that is used in most bituminous 
coal mines in this country, and to only two phases of this subject; vzz., what 
is properly included under the head of ‘‘ Development” as it appears on 
the books of a coal company or the inventories of an examining engineer, 
and how its ‘‘ value”’ should be determined by the accountant or engineer. 

No absolute rule or definite agreement covers these points, yet these 
questions are far more than academic. Development is often an impor- 
tant part of a mining company’s assets, affecting the amount of itsinvested 
capital (and hence its rate of taxation under present Federal income tax 
laws) as well as the value of its total assets and the amounts chargeable 


to cost of coal and to depreciation. 


Mine DEVELOPMENT ACCOUNT 


Perhaps the majority of mine accountants will agree that the mine 
development account is that capital account which shows the extraordi- 
nary expenditures incurred in opening and expanding the underground 
workings of a mine until it has reached its normal production, the expendi- 
tures being those made for shafts, slopes, rock tunnels, drift mouths and 
such relatively permanent work; also payments over and above ordinary 
mining costs made for driving entries, air courses and break-throughs; for 
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timbering, grading haulageways, etc. Yet this definition does not express 
the universal practice and is subject to various interpretations. 


Closing Mine Development Account 


One common departure from this rule is with regard to the period of 
the mine’s operation when the development account should be closed. 
Some think this account should be closed not when the mine has reached 
its normal production but when the returns from the coal produced equal 
the cost of production. Others prefer to limit the development period 
to the time when the output has reached a certain percentage (say 25 or 
50 per cent.) of the anticipated normal production. But the best practice 
would seem to be to continue the development account until the mine 
is prepared to afford a production that it may reasonably be expected to 
maintain over a period of years. 

This is evidently the view held by the committee appointed by the 
National Coal Association to consider a ‘‘Standard System of Accounting 
and Analysis of Cost Production,” for its report states ‘‘ After a coal mine 
has been developed and equipped to its planned output capacity, charges 
to its capital account should cease,” etc. This report also quotes as 
follows from United States Treasury Regulation No. 45, Art. 222: 


In the case of mining operations all expenditures for plant, equipment, develop- 
ment, rent and royalty prior to production, and thereafter all major items of plant 
and equipment, shall be charged to capital account for purposes of depletion and 
depreciation. After a mine has been developed and equipped to its normal and 
regular output capacity, however, the cost of additional minor items of equipment and 
plant * * * may be charged to current expenses of operation. 


While the limits of the development period are not altogether clear, 
the last sentence seems to indicate that the writer considers a mine 
developed when it has reached its normal and regular output capacity. 


Items that Form Extraordinary Expenditures 


It is generally agreed that the total actual cost of such work as the 
sinking of shafts, driving of rock slopes or tunnels and construction of 
drift portals should be charged to the mine development account, as it is 
of a more or less permanent nature comparable to plant construction and 
installation. These will be referred to hereafter as class A expenditures. 

But when preliminary work intimately connected with the recovery of 
coal is involved and where the outlay is partly or wholly offset by income 
from the sale of this coal, opinions differ as to how much of the expense is 
properly chargeable to development. Examples of such expenses are, 
compensation over and above the regular room rate paid to miners for 
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coal from narrow places such as entries, air courses, crosscuts, and 
- room necks; yardage paid for removing rock, bone, or other non-com- 
mercial material from roof or floor of the seam in such places in the regular 
course of mining to provide sufficient head room ; extra payments made 
for driving entries through clay veins or local rolls, etc. These will be 
called class B expenditures. 

Expenses of an intermediate nature betweer classes A and B are those 
of grading haulage entries by cutting through rolls in roof and floor : 
driving entries through zones of thin, impure, or faulty coal; timbering 
or otherwise securing a safe roof in ehtries; constructing brattices, 
over castsand air doors. 

Some operators maintain that the development account should be 
charged with the entire cost of all such work during the development 
period and credited with receipts from the sale of coal produced, the 
difference being the cost and value of development. While this method, 
in a sense, shows the net cost of the work it will rarely give its true 
value, for the selling price of the coal varies with market conditions 
and bears no direct relation to the value of development. Thus, the 
development account of a mine opened during a period of high coal 
prices would show a much lower net charge than this account for a 
similar mine opened when coal was cheap. 

Another method charges to development all payments above the room 
rate made for narrow work, yardage and other operations in class B. 
It assumes that all mining expenses over and above the cost of room coal 
during the development period are for additions or improvements to the 
mine and therefore chargeable to this division of the capital account. 
This method, while preferable to the preceding one, allows too great a 
profit on the tonnage sold by placing its cost at that of the cheapest coal 
that the mine affords. 

The best method seems to be to charge to the development account 
all work in classes A and B during the period of development and credit 
it with the normal cost of the coal recovered. The debit balance, when 
the development period is passed, will be the net cost or value of mine 
development. By normal cost is meant the product of the number of 
tons recovered multiplied by the average cost of producing a ton of coal 
when the mine is in full operation, comprising expenses of mining, dead 
work, hauling, tipple, ventilation, drainage, power, superintendence, and 
such items as constitute regular expenses of mining. It may be claimed 
that this practice involves the use of an estimated figure, normal cost per 
ton, in the case of a new mine. But this is not @ serious objection for, 
in the case of most coal mines, an experienced engineer or operator, given 
the wage scale, can estimate quite closely what this cost will be. 

The advantages of this method are its independence of the market 
price of coal or the cost of room coal and that it gives a figure that really ; 
represents the extra cost of preparing the workings to produce their nor- 
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mal tonnage. Should the price of coal be high or low during the develop- 
ment period the operation would show the same profit or loss it would 
have made on an equal tonnage had it passed the development stage; 
but the development account would be unaffected. 


CLASSIFYING AND VALUING Mine DEVELOPMENT 
4 
Some appraisers give a fixed value per foot to the main entries alone 


or to special parts of them; others classify the entries according to their 
condition and use and assign a separate per-foot value to each class; 
still others calculate that it costs a certain amount to develop a working 
face and give the product of this figure by the number of active faces as 
the value of the mine’s development. Any of these methods will give 
reasonably correct results if their basic factors are carefully derived and 
proper allowances made for depreciation through exhaustion of tributary 
coal. But they are not easily adaptible to the variable conditions found 
in different mines, they leave much to the individual judgment of the 
appraiser and can be checked only with difficulty by an independent 
investigator. A better plan is to use the method, already indicated, of 
estimating the excess cost of underground work over normal mining costs 
for the period of development; 7.e., until the workings have sufficient 
active faces to afford the mine’s normal output. 


Illustration of a Development Account at a New Mine 


Assume an area of coal 4 ft. thick on which it is proposed to place 
a plant of sufficient capacity to produce a normal output of 1000 tons a 
day, or 230,000 tons annually. Of course, the maximum capacity would 
probably be 50 per cent. greater because no mine runs uniformly at its 
highest efficiency, but the production figure to be decided upon is that 
which the entire operation (plant, labor, railroad, and market facilities 
considered) can be reasonably expected to produce. The number of 
working places necessary to afford the assumed tonnage may be placed 
at 125, if mining machines. are used, equivalent to an average production 
of 8 tons from each room and entry face. 

The development account should contain two main subdivisions 
corresponding to class A and class B already referred to. They maybe 
given whatever titles are considered most descriptive; perhaps Primary 
Development for class A and Secondary Development for class B might 
be deemed suitable. 

Class A, or primary development, account should be charged with the 
actual cost (labor, materials, supervision, etc.) of hoisting and air shafts 
shaft bottoms, rock slopes and tunnels, drift portals and main sane 
such grading, rock removals, masonry work and timbering as are ei 
an unusual character on main entries designed to be used for the life of 
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the mine; prospecting by drill or outcrop openings. When the develop- 
ment period of the mine is passed, 7.e., when 125 working places are 
available, the amount in this division should be regularly offset by a 
depreciation credit (charged to cost of coal and based on the tonnage 
recoverable by the mine) of such magnitude that the entire account 
will be extinguished when the coal is exhausted. For example, suppose 
the mine under consideration had 6,900,000stons of coal tributary to it 
when the development period ended and class A of the development 
account showed a total charge of $30,000 at that time. After 10 years of 
mining at the assumed annual rate, 2,300,000 tons, or one-third the 
original amount of coal, would have been exhausted and this account 
should then show a corresponding depreciation credit of $10,000. 

Another plan advocated by some authorities! for amortizing capital 
invested in mining properties takes into consideration the fact that 
operating costs are lower, other things being equal, in the earlier years of 
a mine’s life than toward the end when hauls are longer and maintenance 
charges heavier. Therefore the rate of depreciation is made largest when 
the mine is just developed and gradually diminished as its age increases. 
By this method, the depreciation credit in the above example at the end 
of 10 years might be $15,000. While the latter method is the better for 
accounting purposes, the former is preferable for appraisals. 

Class B, or secondary development, account should be charged during 
the development period with the total actual cost of all underground 
work intimately connected with the recovery of coal, 7.e., all mining 
whether in narrow places or in rooms; yardage and rock work involved 
in the regular course of mining, such as removing 2 ft. of roof or bottom in 
haulageways to give sufficient head room in a 4-ft. seam; driving through 
clay veins and local rolls; ordinary timbering; providing usual drainage 
ditches; constructing brattices, overcasts and air doors. It should be 
credited with the estimated normal cost of the coal recovered during the 
development period. The debit balance would represent the net cost or 
value of this class of development, it being the extra expense to which 
the operator has been put in expanding the workings to their normal 
condition. 

With this method of accounting, the termination of the period 
of development will be indicated on the books not only by the output 
reaching its predetermined amount but also by the actual mining cost 
coinciding with normal cost, and thus automatically closing the debit 
side of the class B account. No depreciation should be credited to this 
account until the entire tributary coal area has been covered by the mine 
workings because to maintain the normal output, sufficient development 


1 Notably Mr. J. B. L. Hornberger, Comptroller of Pittsburgh Coal Co., in @ paper 
read before the National Coal Association, Pittsburgh, Oct. 23, 1917. Reprinted in 
Coal Trade Bull. (Nov. 1, 1917). 
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work must be done each year to provide new working faces to replace 
those worked out. - So the amount and value of existing class B develop- 
ment remains constant until the property is nearing exhaustion. 

When the entries have reached the boundaries of the mining area and 
only room and pillar coal remain, a depreciation credit should be started 
at a rate sufficient to extinguish the account when the mine is exhausted. 
The charge against cost of coal for this depreciation will not in 
crease mining costs, for it will merely replace, in whole or in part, the 
regular expenses of narrow work, yardage, etc. which the tonnage has 
hitherto borne. 

Determining the Value of Mine Development 

The problem of determining the value of mine development at an 
operation well past the development stage will be simple if the foregoing 
method of accounting has been employed. It can be gotten merely by 
adding the debit balances shown in class A and class B divisions of the 
development account. Should it be necessary to check these results 
by a physical examination of the mine or to make an entirely new apprai- 
sal, the following method is recommended. 

Divide the development into two classes corresponding to A and B. 
Estimate the cost of work in class A, after determining dimensions of 
shafts, cubic yards of rock handled in extraordinary entry grading, 
volume of masonry in special walls or portals and such other data as have 
been indicated in discussing this class of work. Depreciate the total in 
the proportion that the exhausted tonnage bears to the original recover- 
able amount. 

The cost of class B development can be estimated as follows: Deter- 
mine, from the mine map or otherwise, the length of main and lateral 
entries with the air courses, crosscuts, room necks, brattices and overcasts 
necessary to afford working places enough to give the normal output. 
From these data and from the wage scale, contract. prices, and yardage 
rates applying, the excess cost of this work over and above the normal 
cost of mining can be estimated with considerable accuracy. An addi- 
tional allowance may be required for such expenses as timbering, ditching, 
and driving through clay veins or small rolls, which are of a local and 
variable nature and can usually be covered only by a general estimate. 
No depreciation will apply to the items in this class unless the mine has 
reached its boundaries and ceased to expand. The sum of the totals 
of classes A and B will fairly represent the value of mine development 
whether it is for the purpose of an engineering appraisal or to place on the 
books of the operator. 

Some judgment will be required in determining the length of entries 
and air courses necessary to afford the normal tonnage and no hard and 
fast rule can be given to cover the many variations of the room-and- 
pillar system used in coal mining. Usually a short study of the mine map 
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will disclose a method of procedure, particularly if one showing the 

_ workings about the time they reached their normal output is available. 
It will usually be found that during the development stage parts of certain 
entries have had their rooms finished and even the pillars drawn back. 
Such portions (with their air courses, crosscuts, etc.) should be eliminated 
if the pillars have been drawn, or taken at one-half or one-third value if 
rooms have been driven up, and one-half or tyvo-thirds of the tributary 
coal removed. It should be remembered that a pillar in process of being 
drawn affords a working face as well as a room or entry. 

In the case of a mine past the development stage and producing at 
the normal rate, a valuable check on these estimates is obtained by noting 
the existing amount of entry having active rooms or pillars. This 
amount, increased by a sufficient length of main entry to support it, 
should give approximately the length of entries in the original 
development. 

Where the operation is much behind in robbing and the map shows 
large areas with pillars standing, little or no value should be given to their 
entries for probably the value they originally had is now largely offset 
by the expense of cleaning falls, retimbering, and otherwise preparing 
them to handle the pillar coal. 

In all the foregoing no mention has been made of mine track, electric 
conductors, and pipe lines laid in many parts of the workings, which 
increase in amount with the extension of the mine, and are considered 
by some as a part of the mine development. It is better practice to 
consider such items as parts of the operation’s equipment and to treat 
them as such together with motors, pumps, mine cars, etc. 


SUMMARY 


The period of a mine’s development terminates when the active 
workings are sufficiently large to afford the normal output for which the 
operation is designed. The development account should show on the 
debit side the expenditures incurred in opening and expanding the 
underground workings during the development period, and on the credit 
side the normal cost of the coal produced during that period and a proper 
depreciation allowance. The value of development at a given period is 
the debit balance of this account; 7.e., the net cost or extraordinary expense 
of underground work incident to establishing a mine on its normal produc- 
tion basis, less depreciation based on the remaining recoverable coal. 


DISCUSSION 
T. H. Barretr, Washington, D. C. (written discussion).—In this 


oe ” a3 . Paes) 
paper the words “‘value,’’ "cost, and ‘‘capital charges”’ have been more 


or less interchanged. | 
The word ‘‘value,” as applied to mine development, has no place in 
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appraisals for either the engineer or the accountant for the reason that 
appreciation over depreciated cost should be reflected in the value of the 
coal, as it is a necessary adjunct and wholly dependent on this coal. For 
instance, a property having a 40-yr. life and on which $50,000 had been 
spent for development, might at the end of 5 years operation, be said 
to still have a development value of $50,000 or more based on replace- 
ment cost, although considerable depreciation had been sustained. This 
appreciation over depreciated cost is properly reflected in the value 
of the coal. 

The method recommended for mining at cost of development, 7.e., 
excess of actual cost over normal operating cost, is open to two objections. 
First, for taxation purposes, Reg. 45, Revised, limits the amount to the 
excess of cost over receipts from minerals sold, as the government recog- 
nized that coal companies, other conditions being normal, invariably did 
more development in prosperous years, thus tending to stabilize the annual 
earnings. Second, normal operating cost, being as variable as the market 
price, is but a mere guess and, as mentioned by Mr. Dilworth, tends to 
increase as the mine grows older. 

In the case of some shaft mines, particularly in Illinois and Indiana, 
the tonnage capacity, assuming the shaft can handle it, increases because 
of the increased number of working faces until the farthermost limits are 
reached by first mining, or until the property is 50 per cent. exhausted. 
Particularly is this true where the valuable surface precludes second 
mining, where maximum production could be reached just before the 
property is exhausted. A further difficulty is found in the fact that near 
the shaft 90 per cent. of the development cost is depreciated by subsequent 
haulage and 10 per cent. by extraction of coal, while at the extreme limits 
of the property the reverse is true. 

The following method, as per example, is recommended for finding the 
net cost of development while the mine is in a development stage, 7.e. 
before the operating conditions are realized, irrespective of capacity. 


a. Total cost of rockwork, crosscuts, shafts erroneously 


charged to expense in one year...................... $50,000.00 
b. Total tons produced in that year: 
Room! coals te. Mi eee ee ee Ae eee 100,000 
Hintry coal «5.56.0 Ie SES ed aon ge 100,000 200,000 
c.. Price receryed,ior all. coal. eee eee $2.25 
da. Cost per ton including rockwork. .. ....-.s2s.umee eos enn 2.40 
e. Cost per ton excluding Tockworks,. a... 7. esse eee ee 2.15 
f. Excess of cost entry coal over room coal based on yardage 
ROCOUMG 25%) eer ee. diciv a Senet ee ae ce eee 0.12 
g. Revised cost of entry coal, based onb and f............... Peon 
h. Net receipts, from: entry,coali sneer aa eee ene 4,000.00 
t. Depreciation based on cost of prior development divided 
by prior developed tons). yer 4,000.00 


j. Net cost of development to be capitalized, a — (h +%)...... 42,000.00 


See 
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Item 7 for the first year is eliminated. For any subsequent year, the 
factor used must take into account the per cent. of use for coal extraction 
of this prior development. 

Where an increase in production has been made, after operating con- 
ditions are realized, as is frequently the case, the net cost to be capitalized 
can be proportioned as to the entry necessary to present output as against 
entry driven. Thus, in the foregoing case, if the proportion of entry coal 
to room coal were 10 per cent. to maintain present production, 80 per cent. 
of the $42,000 should be capitalized as representing development to 
increase production. a3 * 


H. B. Fernatp,* New York, N. Y.—The first point we should recog- 
nize is the distinction between cost and valuation. The ordinary basis 
of accounts should be cost; that is something definite and clear. As soon 
as we begin to bring into the accounts a basis of valuation, we get estimates 
based on some one’s appraisal. There are times when it is fair and 
proper to use such estimates; that is recognized by Treasury regulations, 
as in the case of inventories for which an authorized basis is that of cost 
or market, whichever is lower. We also have recognition given to esti- 
mates by the Treasury Department requirements that the valuation of 
mining properties as of March 1, 1913, should be determined by ap- 
praisal and entered on the books. But every time a question of valuation 
comes up it is a matter for explanation and comment. In any event, 
we must have always a clear distinction between cost and valuation. 

In commercial accounting, these two bases are often the same. A 
man who buys a lot of goods presumably has goods whose value bears 
some relation to their cost. But when money is spent in mine develop- 
ment and equipment, there is practically no relation between the value 
of the work done and its cost. The value of development so largely 
depends on and merges with the valuation of the mine itself. I am not 
at all sure how important it is to try to make a distinction at any time 
between the value of the development work and the value of the 
ore deposit. 

If we get a total valuation of our developed deposits, we may make 
some statement separating the valuation of development work or of its 
cost, whichever basis may be used, and subtract this from the total 
valuation of the developed body, to get the two separate statements; one 
representing the value cost of development and the other representing 
the valuation for the orebody. But the important thing is to have no 
confusion between valuation and cost, and to recognize that the general 
basis always should be cost rather than value for development work. 

The next point I want to speak of is the Treasury regulations. There 
has been a very important amendment to Article 222 of Treasury Regu- 


4 Loomis, Suffern, & Fernald, certified public accountants. 
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lations 45 since the system of accounts of the National Coal Association 
was published in 1919. This is also a modification of the regulations to 
which Mr. Dilworth referred. In the present regulations is provided: 


All expenditures for development, rent, and royalty in excess of receipts from 
minerals sold, shall be charged to capital account recoverable through depletion, 
while the mine is in the development stage. Thereafter any development which adds 
value to the mineral deposit beyond the current year shall be carried as a deferred 
charge and apportioned and deducted as operating expense in the years to which 
it is applicable. 


There is a similar provision with regard to plant and equipment: 


All expenditures for plant and equipment shall be charged to capital account 
recoverable through depreciation, while the mine is in the development stage. There- 
after the cost of major items of plant and equipment shall be capitalized but the cost 
of minor items of equipment and plant, necessary to maintain the normal output, and 
the cost of replacement may be charged to current expense of operation. 


There is also Article 224 of Treasury Regulations 45, 1920 edition, 
with its modifications, which allows for the recovery of development 
expenses and mining equipment through depletion, or depreciation, 
either in lump sum or together with the valuation of the ore extracted. 
There may be a single figure for depletion and depreciation, or there may 
be a separation into two distinct figures. 

I do not think that in our accounting we want to be led astray by an 
attempt to adapt our accounts to Treasury Regulations, if the Treasury 
Regulations are not in accordance with a practical, valuable set of opera- 
ting accounts. In so far as we can meetTreasury Regulations, we should 
carry our accounts in accordance with them. But where we have to 
choose between what some tax authorities in Washington have recom- 
mended as a basis that they think should be used on the tax return and 
what the practical man feels he needs to operate his property intelligently, 
I do not think there is any choice. We must have our accounts han- 
dled so that we can know what our properties are doing, and we should 
not abandon desirable accounting methods because of Treasury Regula- 
tions. This is particularly true because Treasury Regulations are subject 
to change. 

The system of accounting recommended by the National Coal Asso- 
ciation is excellent but this change in the wording of the regulations 
must be kept in mind. I would like also to refer to an article in the 
Engineering and Mining Journal, July 23, 1921, by H. J. C. MacDonald 
on Standardized Mine Cost Statements. I liked his classification of 
development as representing expenditures: first, to gain access to: 
second, to expose; and third, to stope the metals. , 

I rather incline to a different distinction of these development. expendi- 
tures. First, there is the preliminary development, or the development 
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work that must be done in the early history of the mine in order to bring 
it to a producing basis. Mr. Dilworth has stated that he was not parti- 
cularly referring to this general class of development, which would include 
surface expense and all the general and administrative expenses of the 
development period. One cannot know what this work is going to be 
worth but it is expenditure on the preliminary development of the 
property. For this, I think, our basis is the total expenditure, less what- 
ever income may be received during the development period. We may 
classify those expenditures: so much for building and equipment; so 
much for development specifically classéd as such; so much for improve- 
ments; so much for the administrative staff; but, it is all an expenditure 
made for the general development of the property. 

Then at some time we pass from this stage of preliminary develop- 
ment to one where the operating income absorbs the current operating 
expenses. Thereafter we have what I would term “capital development”’ 
and “deferred development charges.”’ Capital development would cover 
the permanent development work, which is supposed to continue val- 
uable for the entire life of the property. For this we should have our 
actual cost, which should be written off over the entire available tonnage, 
unless in the statement of accounts we have merged it with the valuation 
of the property and are writing it off in a unit charge which represents 
both the ore values and the mine development cost. The deferred develop- 
ment charges, such as Mr. Dilworth has been particularly referring to, 
would also be prorated over the proper tonnage. It is always a matter 
of serious question as to what is the proper tonnage over which such 
charges should be spread. It is also a most debatable question which 
expenditures are to be prorated and which are to be charged to current 
expenses. 

These questions of what expenditures should be charged against 
development and the basis on which they should be written off against 
operations are not so much matters of theory as of sound, practical 
judgment. I am quite sure that the Treasury Department intends to 
have these features handled in the sound and fair and right way, and, if 
we have handled our development charges in such a manner, in most cases 
we will find that the Department will be ready to accept the basis we have 
used. In any event, if our accounts are carried on a sound basis such 
that they really reflect the status of our operations, we will not deceive 
ourselves as to what we are doing even if it should become necessary to 
make up a statement on some different basis in order to meet the require- 
ments of the Department. 

Irrespective of the ultimate disposition of development charges, we 
can probably meet almost any requirement of the Treasury Depart- 
ment if we will show, in an initial account, the expenditures made for 
development work. If we keep such an initial account, we may then show 
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on our costs sheets and on our accounts, “Development charges to be 
written off against the cost of production” and wipe them off each month, 
or we may show, “Development charges to be deferred” and spread 
them over a certain length of time. We will still give to the Department 
accounts on our books that will show what we did and how we believe 
the expenditures should be classified so that the Department can under- 
stand our method of accounting. Of course, our coal section has its own 
subdivisions and metals mines will have others; underground mines have 
their own problems and stripping mines have others; but if we can make 
the preliminary statement of expenditures, as first entered in our books, 
show to the Department what the expenditures were, we have overcome 
a serious problem—even though we differ from the Department as to how 
the items should be apportioned as charges against operations. 


J. H. Atuport,* Barnesboro, Pa.—In the development of a property, 
everything should be capitalized until the property is brought up to the 
capacity for which it was designed. Any profits from the coal recovered 
during development you can credit as you please. Any additions to the 
property to maintain tonnage is a cost account; any additions to increase 
the tonnage is a capital account; any investment made, such as the driv- 
ing of a drainage tunnel or a slope that is to be used over a period of months 
or years can be capitalized or entered as a deferred account, chargeable to 
operation during its life. Everything is a cost of production, no matter 
what it is, after the property has reached the capacity for which it was 
designed, its cost or valuation arrived at and the depletion and depre- 
ciation rates fixed. The systems of valuation used by the Treasury De- 
partment in income and excess profits taxes have no uniformity about 
them. I have gone over hundreds of valuations made by the Treasury 
Department, by engineers all over the country, by certified public 
accountants, by attorneys and by owners of properties and I have not 
found any valuations of coal properties that were arrived at by a 
uniform system. 


J. B. Ditwortu.—Judging from the statements made, I think that 
unquestionably the keynote of this discussion is the non-agreement of 
engineers and accountants as to just what development is. Let us havea 
definite understanding among those in interest as to what shall be included 
in development accounts. As it is, almost no two companies, no two 
engineers are in harmony on this subject. We should reach some agree- 
ment as to just what is a proper charge to such an account, and what is 
properly included under development in appraisals. 


R. D. Hauu,tj New York, N. Y.—Some of the statements made here 
are a little severe on those who drive excessive headings in any given 


* Consulting Engineer, 
{ Editor, Coal Age. 
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period. The suggestion that, because development is completed, no 
charges should be made to capital account for the doing of special work, 
gives a high cost of coal if a manager decides to push his headings along. 

In many places, it is customary at certain times of the year to drive an 
undue amount of heading and to use that heading later. When this is 
done, the cost of coal goes up considerably during the summer months 
and then comes down unduly during the winter. Shortage of orders in 
May often makes it necessary to put the men on heading work; and in 
winter, when there is a large demand for coal, to put them on room work 
where their efforts will have a greater productivity. Therefore, there 
should be some arrangement by which these charges can be put into some 
account that would not affect the cost of coal and could be withdrawn 
from that account when the mine, as it were, is being run onitsfat. This 
is an extremely important matter, affecting everyone in the operating de- 
partment, the expenses intended for future advantage being recorded 
as if they were for present advantage. 

Moreover, it is unfortunate that, in many cases when the large, 
especially the original mine, development takes place over a long period 
of time, none of the charges bear interest. If the property were developed 
by bringing in contractors, the price that the company would have to pay 
for that contracted material would include interest to the contractor. If 
the company, on the other hand, does the whole work on regular company 
account and charges interest on it, it makes the valuation much less than 
if it were made by a contractor. Though it is true that during that time 
the mine is suffering a depreciation, this charge should not be made 
against the value of the development, the depreciation should rather be 
counted from the time when the mine is producing properly; or, more 
correctly, from the time when in good practice the mine ought to be in 
productive condition. The life of the property should then be considered 
not on the basis of what it would be from the time the new material was 
put into the property, but on how long it would last after the period in 
which operation really should begin to get on a working basis. 


R. V. Norris, * Wilkes-Barre, Pa.—I do not think that the use, in this 
paper, of the so-called normal costs is sound, nor that the class B expen- 
ditures are sound. From an income-tax standpoint, it is pretty clearly 
determined that the cost of development must be credited with any 
returns during the development period. We cannot properly use an esti- 
mated value of the coal return, we must use the actual money that is paid 
in for any coal that may be sold during the development period. The 
class B proposition, holding the gangways opened to reach output as an 
undisturbed asset until the final mineral equal to original development 
is left, is not sound, the value of the property is gradually decreasing and 
the extent of the haulage is increasing. Sound business sense indicates 
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that the value of such expenditures must be depleted during the life of 
the mine. ; : 

The proper capital charge is the whole net amount spent, including 
carrying charges and everything else, until the mine is in position to put 
out its estimated capacity—its intended capacity. Any expenditures 
after that capacity is reached are properly operating costs and should go 
as such. The mere question of distributing them through the year is a 
matter of accounting in the books. However, it all belongs in the cost of 
mining. It is not capital and you are only fooling yourself if you try to 
put your operating expense in with the cost of development. 


Epwin Luptow,* New York, N. Y.—How would you handle the 
question of a slope that has gone down to the limit of the engine that 
operates that hoist, so that it is necessary, in order to maintain the 
output of that mine, that a new and larger engine should be placed 
there to work deeper levels. Should that engine be charged to operation 
or accounting? 


J. H. Attrporr.—It should be charged to operation. If a property 
containing 5,000,000 tons of coal costs $1,000,000 to develop it to a 
capacity of 1000 tons a day, the amortization of the coal and of plant 
equipment is the million dollars. The amortization over the period 
of life would be the million dollars divided by the 5,000,000 tons. Any 
cost after that time to maintain tonnage is a cost of production. You 
could enter it on books as a deferred charge to operation and distribute 
its cost over a period of months or years, if you preferred to do so. 

That, in particular, was one of the questions that was changed in the 
regulations of the Treasury Department. One of the first regulations 
was that all major items were chargeable to the cost of productions where 
made to maintain tonnage. They have since ruled so that they cut out 
locomotives, hoisting engines, and other seemingly large expenditures 
made within the tax year and require that they be capitalized. If they 
are capitalized, their amortization would be during the life of the property; 
but if entered under a deferred account, they would be charged to cost 
of production within a reasonable time. In my judgment, replacements 
and additions to maintain production are operating costs. 


* Consulting Engineer. 
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Care of Rock Drills 


By Howarp R. Druniarp,* Burrs, Mont. 
. 
(Lake Superior Meeting, August, 1920) 


To OBTAIN the best results from hammer drills, close attention must 
be paid to two factors in drill maintenance, which are of equal impor- 
tance; one is lubrication, the other is the shank. 

With the exception of stoping drills, most modern rock drills require 
both oil and grease. The oil ports are in the lubricator, on or behind the 
hammer cylinder; the grease port for the lubrication of the chuck sleeve 
and rotating mechanism is on the chuck end. Ordinary machine oil is not 
adapted to rock drills; a heavier more gelatinous oil such as castor machine 
oil or liquid grease should beused. Thelubricators should be filled once for 
every 12 or 14 ft. (3.5 to 4m.) of hole drilled. Grease guns should be used 
to fill the port in the chuck end once a shift; a medium (No. 3) grease is 
well adapted to this purpose. Hard grease must not be put into the 
lubricators, as it will not flow through that part. Contrary to the 
popular belief, oiling a machine once or twice a shift does not provide 
sufficient lubrication; the drills should be oiled once for every 12 or 14 
ft. of hole drilled. 

The rotating handle of a stoping drill is an oil reservoir and is pro- 
vided with a port for oiling. The rotating handle is packed with wick- 
ing, or similar material, which causes the oil to feed slowly from the handle 
to the other parts of the machine. Stoping drills require oil at least 
twice a shift; lighter oils than castor, such as Arctic Ammonia, may 
be used. 

Drills used in shaft sinking can be oiled satisfactorily by placing a 
good-sized, drop, sight lubricator on the station above the sinking opera- 
tions and connecting it with the air-line supplying the sinking drills. If 
this lubricator is properly filled and adjusted, a uniform oiling of the 
sinking machines will be effected without the necessity of oiling the drills 
individually. The grease end should be filled at the station or surface 
before each drilling period. The shift boss should see that the ma- 
chines are greased and also that the lubricators at the station function 
properly. The life of the air-drill hose is somewhat shortened by this 
method, as oil attacks the inner tube; but as some oil is always present 
in the compressed air, this is not a serious objection to the method. 


* District Manager, Denver Rock Drill Mfg. Co. 
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When operating wet drills, the water valve should always be closed 
before the air is shut off from the machine so that any water leaking from 
the water tube will be exhausted from the machine. After drilling is 
finished, the machines should not be carelessly thrown aside, but should 
be carried well back from the face and placed in a clean dry place. Many 
experienced drill runners stand the drifting and sinking machines chuck 
end up and pour a liberal quantity of oil into the chuck end. This pre- 
vents rusting if there is moisture in the machine; also, the oil finds its 
way into the small parts, such as the rotating mechanism. 

Stoping drills are often stood up in the opposite manner, that is to 
say, with the chuck end down. Oil is then poured around the air-feed 
piston, often called the “feed bar.”’ ‘The oil flows down the piston into 
the air-feed cylinder, keeps the cup leathers soft and pliable and, if the 
leathers are somewhat worn, passes on into the other parts of the drill. 

When machines have been in service for some time without being 
repaired, they should be sent to the surface to be cleaned and oiled. 
If this is not practicable, good results can be obtained by pouring 5 or 
6 oz. of coal oil into the air hose, connecting it to the machine, and then 
running the drill for a minute or two. This will usually clean a drill 
quite thoroughly, but care must be taken to keep all lights away from the 
face for a few moments for, as the oil breaks up into very fine particles 
as it is exhausted from the machine, it forms an explosive mixture, which 
has been known to flash and burn the hands and face of the drill runner. 
After the machine has been thus cleaned, the lubricators filled, and several 
ounces of oil poured in the drill hose, the machine will be found to operate 
much more freely than before cleaning. 


DRILL SHANKS 


The method of forming drill shanks on a standard drill sharpener 
is very simple and quite generally understood. The shanks, however, 
must be accurately made and maintained to the dimensions shown in 
the accompanying figure, a variance of 14 in. (6 mm.) in length, will 
often reduce the drilling speed of the machine 25 per cent. 

Close attention must also be paid to the shape and location of the hole 
made to accommodate the water tube. To avoid excessive breakage 
of water tubes, this hole must be 54¢ in. (7.9 mm.) in diameter and 
punched to the depth of at least 3 in. (7.5 em.) It must be in the center 
of the steel and, after punching, should be counterpunched slightly to 
prevent a sharp edge forming that will cut off the water tube. The 
shank, of course, should present a smooth striking face. 

The shank, when properly formed, is hardened. Sometimes this 
process is not thoroughly understood. The operation is simple, involves 
no delicate judgment of temperatures or high mechanical skill, can be 
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learned by any intelligent blacksmith in a few moments, and makes a 
- shank that will not batter, break, or damage the piston hammers of the 
rock drills. | 

The proper treatment of the shank begins in the forging. The steel 
must not be overheated, that is it must not approach a white heat. The 
work of forming the shank should begin as soon as the steel attains a 
bright red heat: The steel must not be allowed to “soak” in the fire, 
as this causes scaling; an unduly high air pressure in blowing the forge 
will also cause the steel to scale, and a scaled shank will not respond 
properly to the hardening process. After forming, the shanks should 
be annealed by being cooled gradually; preferably they should be covered 
with lime or ashes and allowed to cool. 


Fig. 1.—a. HotLow ROUND LUGGED DRILL STEEL, 114 1n. 6b. HEXAGON COLLARED 
DRILL STEEL, 7% IN. 


Either fish or linseed oil is satisfactory for hardening, although other 
light oils are at times used. The quantity required is proportionate to 
the number of shanks to be hardened at one time, 5 gal. will suffice for 
the hardening of three or four shanks, but if considerable steel is being 
worked, 45 or 50 gal. are advisable. : 

A rectangular tank in which the steel can be stood up conveniently is 
generally used. A heavy screen should be placed 4 or 5 in. from the bot- 
tom in order to hold the steel above any water or dirt that may collect 
in the bottom of the tank. The oil must be kept free from any foreign 
matter, particularly water, for water collecting below the oil will over- 
harden any hot steel that comes into contact with it. 

The shank should be heated to a cherry red at the striking end with 
the heat graduated to a dull red just beyond the collars, or lugs ; or in 
the case of the shankless stoping steel, to a point about 4 in. from 
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the end. The shank is then plunged into the oil and allowed to cool 
thoroughly; the 6peration is then finished except for testing. 

One thing must be borne in mind: each and every shank must be so 
hardened that it can be readily cut with a file. The shanks must be 
softer than the piston hammers or damage to both will result. It is 
obvious that if two pieces of steel of approximately the same hardness 
are brought violently together, one or both will be damaged. If any 
piece cannot be readily cut with a file, it should be rejected and re- 
hardened and the oil tested for water. 

Care must be taken that too many shanks are not treated at one time 
and the oil overheated; if the oil becomes hot, soft shanks will result. 

The often-used draw-temper water method requires an extremely fine 
knowledge of color values, is seldom accurate, and is much slower than 
the oil method, therefore it should not be used. If the shanks are prop- 
erly hardened, any well-made piston hammer will take care of itself. 
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Handling and Treatment of Rock-drill Steel at 
Copper Range Mines 


By H. T. Mercer,* E. M., anv A. C. Dewert PAINESDALE, Micu. 


(Lake Superior Meeting, August, 1920) 


THE composition of steel and the theory of its heat treatment have 
been so ably discussed elsewhere that it is unnecessary to go into the 
subject here. The purpose of this paper is to describe briefly the method 
of treating drill steel at the Copper Range mines, giving some of the 
troubles encountered and the manner in which they were overcome or 
corrected. 

To study the matter properly, it was necessary to devise a system 
of records that would show the actual underground performance of the 
drills. To illustrate this system, the records of the Champion mine are 
used, as it is at this mine that most of the work along these lines has been 
done. Reports from each drill machine are made daily by the shop and 
mine, and tables compiled from these reports show the footage drilled, 
steel broken, drills received and sent out at the shop, drills sharpened, 
and bits cut off. These data show what each machine or party is doing 
and whether the miners’ supply of drills is kept up to date. There have 
been times when the supply of drills has been short and time lost by the 
miner in looking for drills. The daily records show the number and.con- 
dition of drills on hand at all times. 

Under the old method of sharpening, the drills were heated in a coke 
furnace, the proper degree of heat being judged by color. Then they were 
sharpened in a machine, reheated in a second coke furnace where 
the proper heat was again determined by color, and quenched in water. 
While this method was fairly successful in the hands of a careful 
workman and for the solid steel used in the old piston drill 
machine, the introduction of the faster water machine, using hollow 
steel, produced changes both underground and in the shop. Much more 
was expected of the hollow-steel and hammer-type machine, with its 
improved method of rotation, but troubles due to breakage, burnt bits, 


uneven tempering, etc., at once appeared. 
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First Dritt Bits UsEep 


The drill formerly used had a cross bit, having a straight taper from 
the cutting edge, the ends of the wings being straight or square cornered. 
The cutting edge angle was 90°. With this bit as soon as the corners 
became worn the gage was rapidly reduced; consequently, the hole gradu- 
ally decreased in diameter, causing the following drill to stick, unless 
a lé-in. (3.18 mm.) reduction in gage for every 2-ft. (0.61 m.) run of 
drill was maintained. This meant that the starter must have a gage of 
134 in. (44.45 mm.) if the 8-ft. (2.44 m.) drill was to have a bit diameter 
of 13g in. (34.93 mm.). The sticking also made necessary the use of 
lugs, which meant more shop work. ~ 

The Carr bit was next tried. The reason for using this bit instead 
of applying its principle to the cross bit was that the gaging dies for 
shaping the ends of the wings had not at that time been perfected for the 
cross bit. At this time, hexagon steel was used for all single-bit drills, 
owing to the difficulty in centering the round steel in the gaging block 
as the device was then constructed. 

The Carr bit made possible the use of lugless steel, owing to its free 
drilling qualities, because all points along the reaming edges lie in’ the 
circumference of a true circle, so that the gage is maintained even after 
the corners of the wings are worn. This permitted us to reduce the gage 
difference from 1¢ in. to }¥g¢ in. for the successive drills. A comparison 
of the old and new gage diameter is as follows: 


Dritu Op, New, REDUCTION, 
INcHES INCHES IncH 
Starters 64. hs. Sa Se 134 1% y 
4-f¢idrill, 25h eee asec. 1% 1Ke He 
Gab ri A. aft ceeredicy calemyait 1% 13 \ 
Str drill casaen Meciear ak 13g 1546 7, 


From drilling experiments, it was found that a reduction of gage of 
146 in. increased the drilling speed about 10 per cent.; therefore, by re- 
ducing the gage as shown, a total gain of about 25 per cent. was made 
in the drilling speed. On the other hand, the breakage of steel and the 
number of bits cut off in the shop was very much more for the Carr bit 
than for the cross bit, as shown in Table 1. This is partly due to the 
wear coming on a shorter cutting edge, but mostly to the difficulty in 
maintaining the gage and hole in the single bit. In other words, the 
“punishment” during the sharpening of the single bit comes mostly in 
one direction, which tends to flatten the hole, and the process of alter- 
nately flattening and reforming tends to strain or split the bit along the 
cutting edge. This tendency is not so great in the cross bit, because 
the sharpening blows are more evenly distributed. 

The following experiment was then tried: The hole in the end of the 
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_ single bit was plugged and another hole drilled at a slight angle so as to 
. emerge at one side in the slope or face of the bit, thus giving a continuous 
cutting edge. This, however, did not lessen the troubles. 
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TABLE 1.—Comparison of Carr Bits and Cross Bits 


Carr Bit Cross Bit 
1918 : , 
Month Number of Bits Per Cent. aches of Bits Per Cent. 
Bits Cut off | Sharpened Cut off Bits Cut off | Sharpened Cut off 
| } ; 1 ve 
ate eG sis. | + 1,943. | 12,392 15.6 ° 421 9,461 4.4 
Hebe ener as 2,690 | 10,732 25.0 375 8,613 4.3 
TAU Sie ewes cae ee 2,937 11,325 25.9 494 7,360 6.7 
PND see bas fhssh «hikes 3,105 | 10,675 23.5 358 5,509 6.6 
DMA Yoncte. ee 3,289 12,058 27.2 418 5,854 7.0 
UDC K comoths aoe 2,614 11,277 23.0 404 5,753 7.0 
TWIN fectette eae e 813 10,048 8.0 148 5,652 2.6 
PAN Pee eas tea LISSA 8,196 14.0 285 4,368 6.5 
BenieGe dass <: | 1,041 6,339 164.) . 107 2,859 ony, 
Pitta a towet (2,450. | . 5,314 2h. 2 223 5,169 4.3 
INOW enc 538 7,339 7.3 
1D aa eeere ace 418 9,153 4.5 
otal ees.) 21,037 98,356 21.4 4,189 77,090 5.48 
Prverage per Cent. GUtiOllel Or 1 9L9 Ws 7. a2 es cial tee oe ely nica oo ele ledeiaws Sos | 3.98 


TasBLeE 2.—Consumption of Drill Steel at Champion Mine 


Pounds Steel : Tons Broken 
8 “Pounds. en ‘Sharpened eae 
| | | 
Th ie ae arte 92,875 | 0.128 | No record 
OLA ee | 144,404 0.142 | No record 
POLS ce «cts | 136,289 0.067 | No record 
E916 Pe eee ¢ | 107,684 | 0.054 | 353,421 5.67 
HOLTON 55. 92,504 | 0.054 289,072 5.89 
$9185 cre 63,960 | 0.050 177,142 7.24 
OTRON sagen 71,077 | 0.061 154,276 | 7.47 


While the drilling speed of the single bit is somewhat greater than that 
of the cross bit, this is more than offset by the difficulties above men- 
tioned. It was also found that the Carr bit was more liable to become 
wedged in a fissure in the rock. ; 

Gaging blocks were finally perfectea for shaping the cross bit on the 
Carr bit principle, viz., keeping the reaming edges on a true circle, thus 
allowing the same reduction in gage to be maintained, and at the same 
time employing the double cutting edge. 

The consumption of drill steel at the Champion mine for the years 
1913 to 1919, inclusive, is given in Table 2, which shows that the con- 
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sumption has been reduced and the efficiency of the drills increased. In 
1918, the average number of bits sharpened per ton of rock broken for 
January was 0.172; and for December, 0.103. During 1919, a record was 
kept of the total rock broken and the pounds of steel per ton broken for 
that year are obtained from this record. Previous to 1919 no such 
record was kept, so that the steel per ton broken for those years had to 
be approximated. 

The rock shipped, or stamped, cannot always be used as a basis for 
determining the actual tons broken, as it will be greatly affected by the 
degree of selection or rejection. During the later years, the rejection 
(also the yield) has been higher, so that the tons stamped during these 
years would represent a much higher tonnage broken than in the previous 
years. This has been taken into account in approximating the tons 
broken for the various years. 


DimENnsIONS OF DriLL ADOPTED 


Details of the drill now used are given in Fig. 1. The shank is 
formed in a bulldozing machine, a pin 5 in. long being first inserted 


Collar on Jackhamer Ce 
Drills only, 


Fig. 1—DIMENSIONS OF DRILLS. 


GAGE 


NAME LYNG@TH As 7g-1n. Sree, 1-1n. Steen 
Mavpz INCHES InNcHES — 
STON Geer omrihtonign eta ae soca Vank lKe 14 
4-ft,, drill. prea aein 4 ft. 10 in. 13¢ Lie 
6-fb; drill. eet) a 6ft. 6 in. 1546 134 
Sit, UM > sens sees un Noe See alle 1% 1546 
LO att. Grill Sy cp ae aes 10 ft. 2 in. 1346 1y4 


in the hole to maintain it. After the shank is formed, the pin is re- 
moved and the shank reheated and quenched in oil. A 1,-in. 
(0.4 mm.) clearance is allowed between the shank and drill chuck. 
All shanks’ are made without lugs, except in a few cases where the 
drills are to be used in loose or “‘fitchering” ground. Collars are 
formed on the jackhammer steel only. 

The bit is formed in a sharpening machine by means of a dolly, a 
fullering die, and a gaging block, supplemented by a gaging ring. The 
cutting edge and surfaces A are formed by the dolly, which also has a 
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pin for maintaining the hole. Surfaces B are formed by the fullering 
_ die, and the surface C by the gaging block. The taper D is shaped by the 
clamp that holds the drill against the blows of the dolly. The reaming 
edges and ends of the wings C are formed to a true circle; that is, if a 
cross-section is taken at right angles to the axis of the drill at any point 
along the 7° taper, the diameters in all directions will be the same. This 
is an application of the Carr bit principle anq facilitates the drilling of 
true holes. Considerable trouble was experienced with “‘rifled’’ holes 
when using the old type of cross bit. The new type, however, has 
absolutely eliminated this trouble. ~~. af 
While working with the Carr bit, various heat-treating experiments 
were made. The drills were suspended in a chloride bath and the heat 
regulated by a pyrometer. They were then quenched in tempering oil, 
a 10 per cent. solution of brine, or water, and tests run on each in the 
mine under uniform conditions. Other tests were made with a further 
treatment by tempering or drawing. For example, after the hardening 
process the drills were again heated in oil to different degrees of tempera- 
ture for drawing the temper. These experiments proved that nothing 
was to be gained by an additional treatment after the hardening process, 
and that there was no practical difference between heating in a chloride 
bath or in a coke furnace, provided temperature regulation was main- 
tained equally as well in both cases. It was also found that water at a 
temperature of 80 to 100° F. (27 to 38°C.) made the best quenching 
medium for our conditions. 
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PRACTICE OF CHAMPION SHOP 


The present practice of the Champion shop is as follows: The drills 
are received at the shop in:iron baskets, those from each party of miners 
being ringed in separate bundles and each drill stamped with the serial 
number of the party. The baskets are lifted from the wagon or truck 
by an air lift supported by an overhead trolley, and run onto the sorting 
platform. Here they are sorted and records taken showing the number 
returned by each party. Drills needing repairs are placed on a rack 
from which they go to the repair forges. The rest are placed onthe rack 
at the heating furnace, which is at present fired with coke, although one 
using oil with pyrometer control will be installed in the near future. The 
bits are heated to about 1900° F. (1038° C.), the proper degree of heat 
being judged by color, and then go to the sharpeners. Incorporated on 
the sharpener is a quick-acting air cylinder operating a long pin used to 
clear the hole in the steel, should this be found necessary. 

In sharpening, care is taken to pull out the corners that have become 
rounded from use. ‘The device for doing this is a part of the fullering 
die and consists of a pair of inclined planes set at an angle of 100°. Care 
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is also taken that each operation in the sharpener is not carried too far. 
In other words, the bit receives a few blows from the fullering die, then 
a few from the dolly; it then goes to the gaging block, then back to the 
dolly or fullering die, and so on, until the proper shape is obtained. 

After sharpening, the bit is tested by the gaging ring and the drill 
placed on an inclined rack, which delivers it to the reheating or hardening 
furnace. This was formerly a coke furnace, but an oil furnace with 
signaling pyrometer control is now used. 

This oil furnace was built at the mine from designs worked up by 
Mr. Paulson, to whom is due also credit for much of the work connected 
with the development of our present system. The construction of the 
furnace, with its conveyor, is illustrated in Fig. 2. 

The drills are carried through the furnace by the conveyor, which 
delivers a drill every 35 sec., heated to a temperature of from 1450° to 
1500° F. (788° to 816° C.), the heat being controlled by a Taylor signaling 
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Fre. 2.—TEMPERING FURNACE AND CONVEYOR. 


pyrometer. The conveyor is moved by a ratchet wheel and dog, oper- 
ated by an air cylinder and weight. In dropping, the large weight W 
causes the ratchet wheel to make part of a turn through a system of 
levers, the rate of dropping being controlled by means of the compression 
release cock c. This ratchet wheel, being keyed to the sprocket-wheel 
shaft, moves the conveyor chains. Upon reaching its lowest position, 
the pin p releases the latch L, allowing the smaller weight w to drop. 
This weight, through its arm a, opens the air valve V, admitting air to 
the underside of the piston P. This air raises the large weight W and 
its arm A, which in turn, by means of the pin p’, raises the smaller weight 
w and arm a, closing the air valve. The operation is then repeated. 
This device furnishes a simple means of operating the conveyor, the 
speed of which is extremely slow, without introducing a complicated sys- 
tem of gears or pulleys. As the drills are carried through the furnace, 


they are turned, or rotated, by striking the small lugs J on the stationary 
cross members of the conveyor. 


Sa —— 
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The furnace confines the heat to the point of the bit and prevents its 
being heated too far back by having the vertical, or flame, opening narrow, 
and by drawing in cold air through the horizontal opening under the 
drills, causing it to strike the water-cooled jacket and pass up just back 
of the points, as shown by the arrow. The brow, or overhang, of the 
furnace is kept short, which also prevents the heat from being radiated 
too far back on the steel. - 

After passing through the oil furnace the bits are tested by a magnet 
hung on a cord to determine whether they have reached the critical, or 
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Fig. 3.—PROPOSED DRILL SHOP, CHAMPION MINE. 


decalescent, point. If the magnet attracts the bit the steel has not 
reached the proper heat showing that the conveyor is moving too 
fast. The speed can easily be regulated by means of the compression 
release cock c. 

There are thus two positive means of indicating whether the steel 
has been properly heated; the magnet test prevents underheating and 
the pyrometer prevents overheating. If the heat is right, the bits are 
quenched in a tank of water at a temperature of from 80" to 100° F. 
This quenching tank is a wooden box 3 ft. by 6 ft. by 2 ft. 6 in. (0.91 m. 
by 1.83 m. by 0.76 m.), with a false bottom, consisting of a perforated 
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iron plate, placed about 4 in. (10.16 cm.) from the bottom of the tank. 
This plate serves to keep the bits off the tank bottom, where dirt or 
sediment may have collected, and insures thorough quenching. While 
the drills are in the water, the shanks are inspected and the holes tested 
by a jet of air to see if they are clear. The bits are then inspected and 
the drills placed on the ringing stand, where they are bundled by number 
and returned to the mine. 

At present, the drills are handled in the shop almost entirely by hand. 
It is intended, however, to introduce mechanical handling, with con- 
veyors for delivering the steel to the various operators. The proposed 
layout is illustrated by Fig. 3. The various units are so placed with 
relation to one another as to reduce to a minimum all handling of the 
steels, thereby increasing the efficiency of the sharpening units, on which 
depends the capacity of the system. 

The drills will be brought in by the overhead trolley 7 to the sorting 
platform. Those requiring repairs will be passed on by the trolley to 
the repair forges, and thence around to the heating rack. The rest go 
direct to the heating rack on the trolley JT.’ They will then be passed 
through an oil-fired, heating furnace by means of a conveyor, thence to 
the sharpeners on top of one of the three longitudinal conveyors, by 
which they will be delivered conveniently at the left hand of the operator. 
After sharpening, they are dropped, by means of an incline, on to the 
lower, or returning, part of the conveyor, and carried back to a trip 
from which, by means of an incline, they will be delivered to the con- 
veyor at the hardening furnace. From this furnace they go to the 
quenching tank, thence to the ringing platform, and out by means of 
the trolley. 


DISCUSSION 


Harrison SouDER, * Cornwall, Pa.—We are making some experiments 
with the Carr, cross, and X bits; while they are not complete, the X 
bit seems to be doing much better work than either of the others. 


H. T. Mrercer.—While I think the X bit was tried, I do not know 
what the results were as I did not have charge of the experiments. 


W. H. Scuacut,} Painesdale, Mich.—The X bit, like the Carr bit 
may have better cutting qualities than the four-point or cross bit (by 
that I mean a bit made with 5° taper on the wings and a cutting edge of 
100°). There are, however, disadvantages inherent with the former that 
more than offset their better cutting qualities. This cross bit is less 


* General Manager, Cornwall Ore Bank Co. 
{ General Manager, Copper Range Co. 
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susceptible to rifling, and provides a greater reaming surface at the 


- extremity of the wings, obtaining, therefore, a greater depth of hole 


drilled for the same gage reduction. 

In sharpening, the cross bit permits uniform and equal working of 
the steel from four sides; whereas with the Carr bit, most of the hammer- 
ing and drawing must be done principally in one direction, which results 
in the splitting of the drill bit. The loss of steel due to the necessity of 
cutting off the split bits is considerable; we have found this to be four to 
five times as great as with the cross bit. .The loss may not be so great 
with the X bit; but I believe this loss would be greater with this bit than 
with the cross bit. The shape of the cross bit lends itself to more uniform 
tempering of both cutting and reaming edges than that of the X bit, 
because the wings are more bulky. 


CLARENCE M. Hataut, Franklin, N. J. (written discussion).—The 
methods by which the records of footage drilled, steels broken, steels 
in and out of the shop, steels sharpened, and bits cut off were obtained 
would be worth describing. At one plant where this has been attempted 
the amount of labor involved to obtain the information was considerable. 

The bits with the double taper and circular section are far superior 
to the old-style ones with the straight taper, and with the present mechan- 
ical sharpeners are no more trouble to form than the old ones. Has the 
double-are bit! been tried at the Champion? In one class of ground it 
gave about the same results as the cross bit; it might be superior in other 
ground. 

Since a part of the operation is to be controlled by pyrometers why 
not have all parts so controlled? There is a chance for an inexperienced 


* man to burn steels on the first heat, or for a skilled man to do so should 


he attempt to get his heat in a shorter period of time through using a 
hotter furnace. If the furnace is not allowed to get above 1900° this 
cannot happen. With the installation described, the tendency to heat 
the steels for hardening before they are thoroughly cooled from forging 
may occur. With three machines sending drills to the hardening furnace, 
the drills might be put into the furnace too soon in order to prevent the 
steels from piling up. This results in the bit breaking off from }4 to 1 in. 
back from the cutting edge. This condition occurred in a shop where 
the steels were hardened by a second crew. 

Some bits need more hammering than others; should several of these 
follow each other, some of the steels deposited at the sharpener by the 
conveyor might get too cold to work and will need reheating; apparently 
there is no arrangement for returning those steels to the first heating 


furnace. 


1 Described by Geo. Gilman: Eng. & Min. Jnl. (July 28, 1917) 104, 156. 
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Many shops are so situated that there is not room for conveyor 
systems or track systems to be installed, but where a modification of this 
system may be used. This modified system was installed to facilitate 
work in a shop where the steels were sharpened and then hardened at the 
same furnace and by the same men. At first, after sharpening, the 
steels were thrown on the floor until all of that gage were finished; they 
were then picked up, a few at a time, and placed in the furnace for the 
hardening heat. Two trucks, supporting a 30 by 60 in. (76 by 152 cm.) 
steel plate, horizontally, about 3 ft. above the floor, were therefore made. 
One of these is loaded at the dull steel racks and then placed in position 
at the furnace. The empty truck is placed beside the sharpener, and as 
the steels are finished they are placed upon it. This truck is then 
moved to the furnace and the first one, now empty, takes its place 
beside the quenching tank so that the hardened steels may be placed on 
it ready to be rolled to the sharp steel racks. When a separate hardening 
furnace was installed, only a few more stands were needed to give a very 
flexible system. 
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Relation of Air Pressure to Drilling Speeds of 
Hammer Drills 


By H. W. Seamon,* Jnromn, -ARiz. 
(New York Meeting, February, 1921) 


TuE data here given were obtained by 1500 tests made by the United 
Verde Copper Co. to determine the most economical air pressure for the 
operation of hammer drills under the varying conditions of use, and to 
investigate the variation in drilling speed at different air pressures. 
Twelve models of drills were used at gage pressures ranging from 40 to 
130 1b. No effort was made to harmonize theory and practice; but rather 
to formulate empiric rules that would cover the average variation of the 
results obtained. These rules on the performance of hammer drills, 
based on the air pressure as the main variable, however, are not neces- 
sarily of universal application, but they apparently satisfy the results ob- 
tained in this series of tests. 

The drilling conditions at this property vary widely; an average of 
twenty-one machine shifts to a 3-ft. (0.9-m.) round has been found 

~ necessary in some of the development work, while an advance of 56 ft. 
has been made in seven shifts in the “oxide” ground. This range pre- 
cludes the adoption of one type of drill as a standard; consequently 
almost every kind of hammer drill sold in this country has been tested. 
At present, sixteen models are in use, of which two types of the heavy 
(150 to 160 lb.) mounted drills, one of the light mounted drill, one 
stoper, and two hand plugging drills are considered as standard. 


Metuop or Conpucting TESTS 


All machines were of the wet type, and were selected as being repre- 
sentative of the several types in use at this property; all had been in use 
from two to four months except the Waugh 66 and the Sullivan DX61, 
which were new. All machines were thoroughly overhauled before they 
were sent to the testing ground. Tests were made on the following 
machines: Ingersoll-Rand, No. 248 Leyner-Ingersoll, No. 18 Leyner- 
Ingersoll, No. 26 Baby Leyner, BCRW430 Jackhamer, and CCW11 


* Mine Efficiency Engineer, United Verde Copper Co. 


744. RELATION OF AIR PRESSURE TO DRILLING SPEEDS OF HAMMER DRILLS 


Stopehamer; Sullivan, DR6, DX61, DP33 Rotator, and DT44 Stoper; 
Waugh No. 66 Super-Dreadnaught, No. 60 Dreadnaught, and No. 21V 
Turbro. 

The shop tests to determine the power of the drills were made on a 
Paynter rock drill tester, which records the number of blows per minute 
and the strength of blow, in foot-pounds. This machine is not an instru- 
ment of precision but it will give consistent results, if used with care and 
calibrated at short intervals. 

The drilling was done in massive sulfide ore of uniform hardness, the 
same face being used for all tests. Horizontal holes were drilled with the 
mounted machines and vertical holes with the stopers. All tests were 
made with the same 40-ft. (12 m.) length of 34-in. (19. mm.) air-drill hose. 
The steel used in the tests had the following dimensions: Large mounted 
machines, 1)4-in. round; jackhammer type, 7-in. quarter octagon; 
stopers, 7Z-in. quarter octagon; length of steel, 24-in. average; type of 
bit, double-taper cross; diameter of bit, 17g in.; angle between cutting 
faces, 90°. 

The higher air pressures were obtained by filling a receiver, of approxi- 
mately 200 cu. ft. (5.6 cu. m.) capacity, with air at the pressure of the 
mains, usually 90 lb. (40 kg.) and then pumping water into the receiver 
until the required pressure was reached. The duration of the runs of 
the Paynter tester was 5 sec., with no appreciable drop in pressure; in the 
drilling tests, the time ranged from 10 sec. at the highest pressure to 30 
sec. at 100 lb. These short runs were necessary to avoid too great a 
pressure drop while the test was being made and to eliminate errors 
caused by the rapid dulling of the steel, particularly at pressures above 
100 Ib. The consumption was measured with a New Jersey “Drillo- 
meter,’’ which records the rate of flow and is, therefore, well adapted for 
obtaining readings at short time intervals. Special effort was made to 
have all the conditions uniform; the only variables were the air pressure, 
with the corresponding change in the number and strength of blows, and 
the air consumption. 

It was assumed that the number of blows per minute and the strength 
of blow, in foot-pounds, were the same when drilling in the testing ground 
as the results shown by the Paynter tester under the same gage pressures. 
This would be true if the penetration of the drill bit in the rock and the 
resistance to rotation were exactly equal to the “give” in the striking 
piston of the tester. The figures for the air consumption of the under- 
ground tests, when corrected for the change of altitude, showed an average 
increase of 5 per cent. over those of the shop tests at the same pressure, 
indicating that there was a difference, the amount of which could not be 
determined. An increase in air consumption tends to increase the num- 
ber of blows and the strength of blow, but in this case it was apparently 
required to overcome the greater resistance to rotation, a variable quan- 
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tity which tends to decrease the number of blows without affecting the 
strength of blow to any great extent. The error appears to be approxi- 
mately constant and within the limits of accuracy of tests of this kind. 


ANALYsIS AND Discussion or RESULTS 


- For purposes of comparison, the results are shown in Tables 1 to 9. 
The drills are listed in three groups representihg, respectively, the larger 
mounted machines, the jackhammer type, and the stopers. 

Table 1 shows the number of blows per minute for each type of drill 
tested at the various pressures. Weston! states that the number of 
blows in a piston drill increases as the square root of the pressure, pre- 
sumably gage pressure, and that the work done in drilling varies as the 
square of the velocity of the piston and this varies as the pressure. Table 
1 shows that the average variation in the number of blows per minute, 
in terms of percentage, approximates very closely the assumption that 
the number of blows varies directly as the square root of the absolute 
pressure, rather than the gage pressure. This ratio, arbitrarily termed 
theoretical, is shown at the bottom of the table. 


TaBLe 1.—Comparative Blows Per Minute 


Air Pressure, Pounds 
Type of 3 a ae: ote —_ 
Machine | | | 
40 | 50 | 60 70 | 80 | O0eale 1008 ALO |) 120 130 
| | | | 
| ee 1 | 
M1 1200 | 1310 1390 | 1465 1540 1600 1670 1738 | 1790 | 1842 
M2 852 | 924 984 1056 1116 1176 | 1208 1257 | 1300, 1856 
M3 816 | 870 920 | 960 996 | 1032 1086 | 1140 | 1164 | 1188 
M4 | 1080} 1170 | 1250) 1330 1404 1470| 1510 1568 | 1632 | 1704 
M5 1170 | 1270 1370 1455 1542 1620 | 1690 | 1754 | 1810 | 1860 
M6 1400 | 1504 1603 | 1704 1798 1886 | 1970 | 2038 | 2088 2142 
M7 1264 | 1368 1464 1542 1620 | 1720 | 1800} 1870] 1928 | 1968 
| | | | | | 
J1 1330 | 1488 | 1704 | 1906 | 2115 | 2270 | 2410 | 2520 | 2600 | 2726 
J2 1480 | 1592 | 1716 | 1875 | 2094 | 2340 | 2508 | 2632 | 2720 2800 
J3 1296 | 1386 | 1476 1512 | 1596 1688 | 1752 | 1812 | 1848 1960 
$1 | 1470 | 1610 | 1750) 1855 | 1965 2044 2120) 2195 | 2270 2320 
$2 1620 | 1800 1955 2095 2210 2330 2435 | 2540 | 2630 2695 
Percentages, taking 80 lb. as normal 
t 4 7 F- 7 | | hae 
| | | ke 
ist group...... 78 | 84 | 90 | 95 100 105 | 109 113 slate al 
2d group....... 72 | 78 | 85 | 92 100 108 | 1415 120 123) 129 
8d) grouper «+s << 74 | 82 | 89 95 | 100 105 | 109 114 118 120 
All machines... 76 | 82 | 89 94 100 fide Yr pti}. 3116 119 122 
Theoretical..... 75 | 82.2) 88.5/ 94.4) 100 | 105.5 110.4 | 115.1 | 119.8 | 124.2 
i | 


1 Eustace M. Weston: ‘‘Rock Drills, Design, Construction, and Use.” N. Y., 1910. 
McGraw-Hill Book Co. 
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TABLE 2.—Comparative Strength of Blow 


: Air Pressure, Pounds 


Type of 
iachine 40 50 60 | 70 | 80 | 90 100 | 110 | 120 | 130 
Foot-pounds per Blow 
hed ee ee ee eee 
M1 26 34 45 57 68 77 84 91 98 104 
M2 22 26 29 32 36 43 48 57 65 72 
M3 25 33 45 56 vet 83 93 102 109 120 
M4 28 46 63 78 91 101 110 117 122 125 
M5 24 31 36 43 51 60 67 74 80 86 
M6 23 28 33 37 40 44 49 56 67 79 
M7 1614 23 31 37 43 50 56 63 66 70 
Ji 1314 15 1614 18 19 2034 21 2144 22 23 
J2 10 1214 14 16 17 18 19146 2014 21 22 
J3 12 15 18 20 22 24 27 30 33 36 
81 12 15 18 23 28 33 39 47 53 52 q 
S2 12 17 20 23 26 29 33 37 38 34 ; 
Percentages, taking 80 lb. as normal 9 
| 
Tat sZTOUD amet. 44 57 72 86 100 | 115 128 142 156 170 4 
2d group....... 62 74 84 93 100 108 | 116 | 124 130 138 
3d group....... 45 60 71 85 100 115 133 | 155 168 | 159 
All machines...) 49 62 75 88 100 113 | 125 | 140 151 | 160 7 
Theoretical....| 50 | 62.5 75 87.5 | 100 112.5 | 125 PulszZeom) aloo 162.5 
| | 
TaBLE 3.—Comparative Horsepower of Drills 
Air Pressure, Pounds 
Type of o == = ae et = = eee 
Machine | | | | | 
40 50 60 70 80 90 100 | 110 120 130 
1 ae | | 1 
Mi 0.94 1.35 1.89 | 2.53 gil Ee Salas) 4.25 4.78 5.30 5.79 
M2 0.57 0.73 0.86 1.02 | 1.22 1.53 1.75 2.17 2.56 2.95 
= Me 0.62 0.87 1.25 | 1.63 | 2:14 | 2.59 3.06 3.52 3.84 4.31 
M4 0.92 1.63 2.38 | 3.14 3.87 4.50 5.02 5.55 6.03 6.45 
M5 0.85 flog 83) 1.49 | 1.89°) 2.38 2.94 3.43 3.93 4.38 4.84 
M6 0.97 1.28 1.60 UL 2.18 2.51 2.92 3.46 4.23 5.12 
M7 0.63 0.95 1.38 i We | 2.60 3.004 ..3,50 3.85 4.16 
J1 0.54 0.68 0.85 | 1.04 | 1.22 1.41 1.53 1.64 1.73 1.90 
J2 0.45 0.60 0.78 | 0.91 | 1,08 1.27 L453 te 6S 1.73 1.87 
J3 0.47 0.63 0.80 0.92 1.06 1.23 1.43 1.65 1.85 2.14 
$1 0.53 0.73 0.95 f ZO 1267 2.04 2.51 3.13 3.64 3.65 
$2 0.59 0.93 1.18 1.46 | 1.74 2.05 2.44 2.85 3.03 2.78 
| 
Percentages, taking 80 lb. as normal 
| 
1st group...... 34 | 49 65 | 82 100 120 139 161 182 204 
2d group....... 43 | 57 71 85 100 117 133 147 159 177 
3d group....... 33 | 49 63 81 100 120 145 176 196 189 
All machines... 36 51 66 82 100 119 | 
Theoretical... | 37.6 | 


51.3 66.3 82.6 | 100 118 .6 | 
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TABLE 4.—Comparative Drilling Speed 


Air Pressure, Pounds 


Type of 
Machine 40 | 50 | 60 | 70 | 80 | 90 | 100 110 120 130 
Inches per Minute 
* . 
Mi 1.4 2.41 3.43 4.6 5.7 6.9 8.05 9.4 10.8 12.4 
M7 1,42 2.1 2.84 3.48 4.24 5,2 6.1 WLS 8.4 9.6 
M2 0.97 1.42 1.85 2.4 2.9 - 3.4.4 3.9 4.5 5.0 5.5 
M3 er 4 2.4 3.2 3.9 aXe iy 23e | Gal 6.8 7.9 9.2 
M4 a rg 2.5 3.4 4.62 5.9 7 fe! 8.5 10.2 1155 12.7 
M5 1.62 2.3 3.1 3.95 5.0 6.15 7.4 8.6 9.8 10.95 
M6 1.42 2.21 3.0 3.92 4.8 5.8 6.9 Srl 9.5 10.85 
Ji 0.56 iWea! 64 2.16 2.54 2.9 3.18 3.4 3.62 3.8 
J2 0.7 tas 5 1.97 2.43 2.85 3. 3.5 3.67 3.9 
J3 0.75 (Get .55 1.9 2.23 2.65 3.1 3.4 3.7 4.0 
s1 1.0 1.6 2.17 2.9 Siw 4.7 ads 6.6 7.4 8.25 
$2 1.4 2.15 2.7 3.25 3.72 4.3 liga eg 5.8 6.50 6.40 
Percentages, taking 80 lb. as normal 
datgroupis.. 3 32 47 63 81 100 120 141 165 189 214 
2d RTOUD..sii-cice « 28 46 66 84 100 117 132 144 153 163 
3G LOUD. csi sles 32 | 50 65 82 100 121 145 166 186 196 
All machines... 31 47 64 82 100 119 140 160 180 198 
Theoretical..... | 37.6 51.3 66.3 82.6 100 | 118.6 138 158.2 180 201.8 
oe Se eel ee ee) (eae ee a Sa Se 


TaBLE 5.—Comparative Air Consumption 


Air Pressure, Pounds 


Type of | 
Machine 40 50 60 70 80 90 100 110 120 130 


Cubic Feet of Free Air per Minute 


M1 58 74 95 113 133 150 170 189 209 227 
M2 65 72 80 90 105 | 115 128 140 | 153 165 
M3 58 75 85 100 112 125 140 148 156 165 
M4 60 77 96 115 132 | 150 164 180 193 205 
M5 65 86 105 125 145 | 165 184 | 203 220 237 
M6 64 88 112 134 156 180 202 223 240 256 
M7 60 77 92 105 120 137 148 | 168 182 197, 
J1 40 47 56 64 73 80 91 100 108 118 
J2 47 56 66 77 88 100 110 = 220 130 140 
J3 50 62 75 85 95 | 107 120 133 144 154 
s1 35 53 65 76 84 92 101 111 120 125 


§2 55 70 85 100 116 130 143 155 165 174 


Percentages, taking 80 Ib. as normal 
! | 
75 87 100 113 125 137 148 156 

75 87.5 100 112.5 125 137.5 150 162.5 


All machines... 49 62 
Theoretical. .... 
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TasLe 6.—Comparative Efficiencies 


Air Pressure, Pounds 


Type of § 
KMaching 40 50 60 70 80 90 100 110 120 | 130 
Per Cent 
M1 39.6 42.6 44.9 49.2 51.5 53.0 52.6 52.7 52.4 | 52.4 
M2 21.5 24.0 24.2 24.9 25.1 | 28.4 28.8 | 32.4 34.6 36.7 
M3 26.1 Zia 33.1 35.9 41.2 | 44.2 46.0 49.6 50.8 53.5 
M4 37.5 49.5 55.7 60.1 63.3 64.0 64.5 64.4 64.5 64.5 
M5 31.9 32.3 32.0 33.3 33.5 | 38.1 39.3 40.5 41.2 41.9 
M6 87.1 34.0 32.3 31.5 30.3 29.8 30.5 32.3 36.5 41.0 
M7 PARTE 28.8 33.7 36.3 38.0 40.5 43.3 44.3 43.7 43.3 
J1 33.1 33.6 34.1 35.7 36.1 37.6 35.4 34.2 33.1 33.0 
J2 23.4 25.0 | 24.9 26.0 | 26.5 27.0 28.3 28.1 27.5 27.4 
J3 23.1 23.7 24.0 23.8 24.1 24.5 254 | 2529 26.6 28 
S1 Olen 32.2 33.0 27.4 | 45.0 47.3 | - 52.3 58.8 | 62.6 63.4 
$2 26.2 31.0 31.3 $2.12) $324 |) 38M ol 3620 38.4 | 38.0 32.8 
| | 


TaBLE 7.—Comparison of Distance Drilled per Air Indicated 
Horsepower 


Air Pressure, Pounds 


Wackine 40 50 | 60 70 80 90 100 110 120 130 
Distance, in Inches ’ 
ee : = ; Zz 2 q 
Mi 0.59 0.76 | 0.81 0.89 0.93 | 0.97 1.0 1.04 | 1.07 Led2 3 
M2 0.37 0.47 | 0.52 0.59 0.60 0.63 0.64 0.67 0.68 0.68 : 
M3 0.72 0.75 | 0.85 0.86 0.89 | 0.91 | 0.92 | 0.96 1.05 1.14 ‘ 
M4 0.69 0.76 | 0.80 0.88 0.97 1.01 | 1.09 1.19 1.23 127 : 
M5 0.61 0.62 0.67 | 0.70 | 0.75 | 0.80 | 0.85 0.89 0.92 0.95 7 
M6 0.54 0.58 | 0.60 0.65 | 0.67 | 0.69 0.72 | 0.76 0.82 0.87 q 
M7 0.58 0.64 0.69 | 0.73 | 0.76 0.81 | 0.87 0.89 0.95 1.0 2 
| | | | | | Fp % 

| 

J1 0.34 0.54 | 0.66 O574 i) Ono ORry WS Onv4 le Obed 0.69 0.66 

ip 0.37 0.46 | 0.51 0.56 0.60 | 0.61 | 0.61 0.60 0.58 0.57 
a3 0.37 0.41 | 0.47 | 0.49 | 0.51 | 0.53 | 0.54 0.53 0.53 0.53 
| | | 
$1 0.70 a7 1s OR 0.84 0.97 109 |, “hel'S 1.24 Pas 1.35 _ 
$2 0.62 0.72 0.72 0.72 0.69 0.71 | 0.76 0.78 0.82 0.76 


Table 2 shows the comparative strength of blow in the same form. 
There is a greater variation in the results but the average of all machines 
seems to indicate that the strength of blow varies directly as the gage 


pressure. 


Table 3 shows the comparative horsepower of the several drills. | 
Inasmuch as the horsepower is the product of the number of blows and 
strength of blow, divided by the constant 33,000, it may be assumed that 


——— 
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the variation in horsepower is as the product of the ratios shown in 
Tables 1 and 2, or as the gage pressure times the square root of the 
absolute pressure. This ratio is shown at the bottom of the table. 

The comparative drilling speed is shown in Table 4. The drilling 
speed apparently varies directly as the power of the drill, the ratio shown 
in Table 3 should approximate the variation in drilling speed for the differ- 
ent pressures. With the exception of the Iswer pressures, this is the 
case, as is shown by the comparison of the averages for all machines and 
the theoretical ratio. ? 

The comparative air consumption for the different pressures is shown 
in Table 5. This apparently varies directly as the gage pressure, that 
being the ratio shown. 

Table 6 shows the relation between the horsepower of the drill, as 
given by the Paynter tester, and the horsepower as calculated from the 
air consumption and pressure by the following formula: ? 

W, = 144(P; — P.)V: ft.-lb. 

in which W, = network, P: and P. = absolute pressure of initial and 
back pressure, and V; = volume of compressed air. This formula gives 
the theoretical net work that a volume of air is capable of performing 
when used non-expansively. The use of the figures obtained is open 
to the objection that the average hammer drills used air expansively, 
and that the back pressure could not be recorded. This back pressure 
was assumed to be the same as the atmospheric pressure, 12.15 lb., 
the altitude being 5000 ft. The table shows the ratios, in terms of per 
cent., between the theoretical power, as calculated by the formula, and 
the observed power, as given by the tester. This may be taken as the 
mechanical efficiency of the drill. 

Table 7 shows the relation between the power input and the meas- 
ure of useful work done; that is, the rate of drilling, in inches per 
minute, per indicated horsepower, as calculated above. This may be 
considered as representing the gross efficiency, for comparison of drills 
of different types. 

Table 8 is a comparison of the distance drilled, per horsepower, for 
each type of drill. This figure, which may be termed the ground 
factor, multiplied by the horsepower of the drill, as determined by the 
Paynter tester, gives the drilling speed in inches per minute. In view 
of the small variation under the different conditions, it would seem that 
the rate of drilling varies directly as the power of the drill; the rate may 

d by the formula: 
be expressed by Pati 
where S = drilling speed, in inches per minute; P = power of drill as 


2Theodore Simons: Efficiency of Compressed-Air Installations. Hng. & Min 
Jnl. (Dec. 16, 1916). 
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TaBLE 8.—Comparison of Distance Drilled per Machine Horsepower 


eas Le eS 


Air Pressure, Pounds 


Type of 
ifachine 40 50 60 70 80 90 100 110 120 | 130 
Distance, in Inches 

M1 1.49 1.79 1.81 1.82 1.80 1.85 1.90 1.97 2.04 2.14 
M2 1.70 1.95 | 2.15 | 2.35 2.388 | 2.23 2.23 2.08 1.96 1.87 
M3 2.74 2.76 | 2.55 | 2.39 Zeiss 2.05 2.00 1.93 2.06 | 2.18 
M4 1.85 1.53 1.43 1.47 1.53 1.58 1.69 | 1.84 1.91 1.97 
M5 1.91 1.93 | 2.08 | 2.09 2.10 | 2.09 2.16 2.19 2.24 2.27 
M6 1.46 1.73 1.87 | 2.05 2.21 2.31 2.36 | 2.34 2.25 2.12 
M7 2.25 2.22 2.06 | 2.02 2-01 2.00 2.01 2.01 2.18 2.31 
Ji 1.04 1.61 1.93 2.08 2.08 2.06 | 2.08 | 2.07 2.09 2.00 
J2 1.55 1.83 | 2.06 2.16 2.25 2.25 2.16 2.15 2.12 2.12 
J3 1.59 1.74 1.94 2.06 | 2.11 2.16 DAT 2.06 2.00 1.87 
81 1.89 | 2.19 2.28 2.24 2.25 2.31 2.27 2.11 2.03 2.14 
$2 2.37 2530 2.29 2.22 | 214 2.10 2.12 2.04 2.15 2.31 

Average ...... 1.82 1.96 | 2.04 2.08 2.08 2.08 2.09 2.07 2.09 2.10 

EE I 


TaBLE 9.—Comparison of Air Used per Inch Drilled 


Air Pressure, Pounds 


T f | | | 
AMcohine 40 | 50 | 60 | 70 80 | 90 | 100 | 110 | 120 130 : 
a = 1 

Cubic Feet of Free Air 4 
Mi 42.5 30.7 27.7 24.5 23.3 21.8 21.1 20.1 19.3 18.3 
M2 67.0 50.6 43.4 37.5 36.2 33.8 32.9 | 31.1 30.6 30.0 
M3 34.2 31.3 26.6 25.6 24.3 23.6 22.9 21.7 19.7 17.9 
M4 35.3 30.7 28:2 24.9 22.3 21.1 19.3 17.6 16.8 16.1 
M5 40.0 37.4 32.8 31.6 29.0 26.8 24.9 23.6 22.4 21,7 
M6 45.0 39.8 3.0 34.2 32.4 31.1 29.3 27.5 25 .2 23.6 
M7 42.3 36.7 32.4 30.2 28.3 26.3 24.3 23.4 21.7 20.5 
J1 71.4 42.8 34.2 29.6 28.7 27.6 28.6 29.4 29.8 31.0 
J2 67.1 50.9 44.0 39.1 36.2 35.1 34.3 34.5 35.4 35.9 
J3 66.5 56.4 48 .4 44.7 42.5 40.4 38.7 39.1 38.9 38.5 
81 35.0 33.2 30.0 26.2 22.4 19.6 | le ae 16.8 16.2 15.1 
82 39.3 32.6 31.5 30.8 31.2 30.2 27 .6 26.7 25.4 27.2 
ee a Se See Ee ee ss ee ee ee ee 


given by tester for same gage pressure; and k = coefficient depending on 
hardness of rock and on length and gage of steel. In this series of tests 
the factor k varies directly as the hardness of rock, as the length and pare 
of steel remained constant. 

Table 9 is a comparison of the air used per inch drilled. The smaller 
air consumption at the higher pressures tends to compensate for the 
increased cost of compression so that, generally speaking, the power 
needed to compress the air required for drilling 1 in., or any other linear 


- 


unit, is approximately constant regardless of the pressure used. This 
Seems to indicate that the rate of drilling varies as the power re- 
quired to compress and deliver an amount of air equivalent to the con- 
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* Catalog of the Sullivan Machinery Co. 


TaBLE 10 

Two-stage Compression * = 

G - VG 
Pp eae | f 5 Ratio, 
ressure Horse- Tet Ratio,’ / Per Cent. 

power Per Cent. 

70 0.135 ET 93.6 
~ 80 0.144 100.0 100.0 
90 0.153 106.3 106.2 
100 0.161 111.8 let) 
110 0.168 PGE a 117.4 
120 0:175 a OF leds} 12205 
130 0.181 12507 127.5 


TasLe 11.—Variation in Drilling Speed for Pressures Less Than 120 Lb. 


Ratio 

Gage e : ‘ - 
Pressure /G3, Drilling Speed, GvV/P, 
Per Cent. Per Cent. Per Cent. 
40 | 35.3 31 37.6 
50 49.3 47 61.3 
60 65.0 64 66.3 
70 82.0 82 82.6 
80 100.0 100 100.0 
90 119.0 119 118.6 
100 140.0 140 138.0 
110 161.0 160 158.2 
120 183.0 180 180.0 
130 | 207.0 198 201.8 

eee 


sumption of the drill at the various gage pressures; since the rate of 
drilling may be expressed, conversely, as the consumption of the drill, 
in cubic feet, of free air per minute, divided by the amount of air required 
to drill 1 in. in depth. 

The horsepower developed in two-stage compression, with allowance 
for usual losses, in compressing 1 cu. ft. of free air from atmospheric to 
various pressures, varies apparently as the square root of the gage pres- 
sure, as indicated in Table 10. 
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Since the comparative air consumption at the different pressures varies 
directly as the gage pressure, Table 5, and the power required for com- 
pressing 1 cu. ft. of air varies as the square root of the gage pressure, the 
power developed in compressing and delivering an amount of air equal 
to the consumption of the drill should vary directly as the product of 
these ratios, or as the square root of the cube of the gage pressure or as 
G™*, This ratio, the average drilling speed of all machines, and the ratio 
for the variation in the drilling speed as determined from the number and 
strength of blows, Table 4, are shown, in terms of percentage, in Table 11. 
This assumption more nearly approximates the variation in drilling speed 
for pressures less than 120 Ib., than the one shown in Table 4. 

Table 12 gives the comparative thermal efficiencies, or thé work 
delivered by the drill for the quantity of air used, divided by the work 
required to compress and deliver the same quantity. This table is 
calculated on the assumption that there is a 20-lb. loss in pressure be- 
tween the compressor and the working place; the pressures given being 
those at the drill, or the delivery pressure. 


Factor oF DESIRABILITY 


Tillson® states that ‘“‘in determining the relative merits of rock drills, 
whether of the reciprocating or hammer type, the logical basis is one of 
cost. Therefore, the drill which bores a foot of drill hole of standard 
cross-section at the lowest cost rate for drilling labor, power and mainte- 


TaBLE 12.—Comparative Thermal Efficiencies 


| Air Pressure, Pounds 


Type of Aeyalad 
Machine | 40 | 50 60 70 80 90 100 ©1110 | 120 | 130 
Per Cent. 
M1 12.0| 12.4] 12.6| 13.4] 13.5} 13.4] 18.0] 12.7] 12.24 11.9 
M2 6.5 6.9 6.8 6.8 6.6 7.2 TAN) OFlT A feca We eeee 
M3 7.9| 7.91 9.3| 9:8] 10.9} 112} 1.8) i091) Ino) wes 
M4 11.8| 14.4| 15.7] 16.31 16.7] 16.2|-15.9] 15.4} 15.11 - 44-7 
M5 9.7| 941 9.01 9.2) 987 “OF 1 ey 4eo 74) en eo eege 
M6 11.2] 9.9] 8.0 | 78:81 7.0) 7.6) S76) ore eae 
M7 7.8| 8.4 | 9.5| 9:9| 10.0| 10.3| 10.7] 10.6] 10.2] 99 
: 
Al 10.0.| 9.8| 9.6 | »9.7)|enbrl't%9.5) MesShie as3 pare bee 
J2 TL} 2.8.) iT Oel hy Tak Ne oT oe BB Le ary De ace ct ea aie er 
J3 6.9| 6.0) “67 _6el” Sat 621) ee) eee | 6.5 
| | | | | : 
S1 11.2} 9.3 | 9.2.| 10,2) 31°34 39.94 49-61) a pu gee 
: : Re Ses 13.6 
$2 7.9 9.0 S8 SF 8.5 8.5 3.9 1 92 8.9") 735 
a i eee 


* Benjamin F. Tillson: Testing and Application of Hammer Drills. Eng. & Min 
Jnl. (Apr. 7, 1917) 103, 584. 


gle eats eh ee te he eS ae le 
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nance (including amortization) would have the highest ‘factor of desira- 
bility,’ and a formula to express this may be developed as follows: 


factor of desirability; 

= cost of drilling labor per foot of hole; 
= cost of power per foot of hole; 

cost of maintenance per foot of hole; 


evOs 


then 
ent nla shes 
D+P4+M~— 
The labor cost of drilling 1 ft. of hole is equal to the daily wage rate 
divided by the total footage drilled per shift, or rather, for our purpose, 


TaBLE 13.—Factor of Desirability 


Air Pressure, Pounds 


Type of 
Machine 
40 50 | 60 70 80 90 100 110 120 130 
; 7 ) 
M1 1.84 | 3.01| 4.08] 5.26| 6.22) 7.15| 7.90] 8.73 | 9.46 | 10.30 
M2 1.28 1.80 | 2.27 2.85 3.32 3.73 4.14 4.54 4.78 5.04 
M3 | 2.167)" 2:93") 8.76 | 4.85 | 4.88] -5.31 | “6:75 | 6.05 | 6.64 | 7:23 
M4 2.16) 3.05 | 3.96} 5.10| 6.18 | 7.00 | 7.86 | 8.92) 9.45 | 9.72 
M5 2.07 | 2.83| 3.66| 4.42] 5.25| 6.18| 7.01| 7.71| 8.30| 8.75 
M6 P85 i 2-785|) 38-65) (£759) 5-89) 6.21 | 7-04 | 7.88) 8.85) | 9.67 
M7 1.82 | 2.63 | 3.36 | 3.95 | 4.53 | 5.31] 5.92 | 6.58] 7.26) 7.85 
| | 
J1 0.75 | 1.46| 2.15| 2.79 | 3.22| 3.61] 3.84| 4.06| 4.23 | 4.35 
J2 0.93 1,44 1.93 2.48 2.98 3.41 3.75 3.97 4.04 4.17 
J3 1.00 44} 1.99 | 2.38 | 2.73 | 3.16 5 3.82 0 4,25 
§1 1.34 | 2.12 | 2.82} 3.68 | 4.67] 5.75| 6.81 | 7.68] 8.43} 9.20 
$2 183 eoe720 ao 2528|) 3sa80)) 4.28 | °4270' || B.890) 5.79 |) 6.32)! "5.86 


the average footage. The footage per shift may be expressed by the 
relation x times the drilling speed, in inches per minute, divided by twelve; 
where x equals, what may be termed, the “average equivalent running 
time” in minutes. This factor has been determined for the several 
machines and the different classes of drilling, by connecting a Clark air 
meter to the line and observing the total amount of air used per shift, and 
then dividing this figure by the amount of air used per minute, as re- 
corded by the meter, when the drill is running with full head of air. 
This figure is not the actual net reciprocating time, for the throttle is 
open when backing out of a hole and in forcing the following steel to the 
bottom, it is rather the average equivalent running time. ‘This quantity 
has been found to average approximately 100 for all types of machines, 
except hand pluggers, and for every class of ground; in other words, the 
average shift of a miner consists of about 1) hr. drilling. 
VOL. Lxvi.—48. 
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If « = 100 and s = drilling speed, in inches per minute, the total 


footage per drill shift is y = 100s + 12 = 8.3s. For a wage scale of 
$6.10 per drill shift, D =9 = labor cost per foot drilled. 

Assuming that the cost of compressing and delivering air to the work- 
ing place, at a gage pressure of 80 Ib. is 5c. per 1000 cu. ft. of free air; for 
an interval of 100 times the normal consumption per minute, the total 
power cost is 0.005kV, in which V = consumption of free air per minute, 
and k = coefficient depending on the pressure at which the air is used at 
the machine, and which varies approximately as the square root of the 
gage pressure. This coefficient is assumed as unity for the normal gage 
pressure of 80 lb. 

Taking the average footage per drill shift as before, equal to 8.3s, 


0.005kV d 
= yg gaan Done cost per foot drilled. 
TaBLe 14.—Results of Tests of Drilling in Porphyry 
he Drilling Air Con- | Cubic Feet | Distance | Distance 
ive on Pressure : iS) ood, Sa area | of oe Drilled Drilled 
‘ac : ne er i 
Pounds | “"Minute | per Minute Sprite, Wel tea. te ee a 
M1 40 11.3 61 5.4 | 4.53 12.0 
50 | 16.0 78 4.05 Tha oe 11.9 
60 21.2 100 4.7 4.79 11.2 
70 25.0 116 4.6 4.76 9.9 
80 31.0 135 4.4 | 4,86 9.8 
90 36.5 158 4.3 | 4.93 9.8 
| | | | 
M2 40 5.4 of 7 10ers e233. | 9.5 
50 7.4 70 Siam) Peace tye TORT 
60 9.5 aa am I (me 3 11.0 
70 12.5 95 ~~] eG 2.89 12.2 
80 15.0 109:2e}) eR 3 2.98 12.3 
90 LW ef 125 | ffl 3.03 11.6 
M7 40 6.2 62 10.0 2.44 9.8 
50 9.3 75 J a |) 9.8 
60 12.5 90 Cel ee ORL 9.1 
70 | 16.0 105 6.5 3.35 9.2 
80 20.2 122 6.0 3.52 9.6 
90 22.5 135 6.0 3.56 8.6 
Jl 40 4.2 35 8.3 2.94 7.8 
50 6.3 43 6.8 3.42 9.3 
60 8.0 53 6.6 3.40 9.4 
70 10.5 64 6.1 3.60 10.1 
80 12.5 15 6.0 3.61 10.2 
90 15.0 85 5.7 3.76 10.6 
| 
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The maintenance, or upkeep cost, should increase as the pressure 


~ increases but the rate of increase could not be determined during the 


comparatively short time the high-pressure tests were being conducted. 
It is arbitrarily assumed to be directly as the square of the gage pressure; 
and the cost per shift is taken from the upkeep cost records. 

With the same average footage per drill shift, the cost per shift for 
maintenance equals k’U, in which k’ is a coefficient depending on the 
gage pressure and is equal to unity for a pressure of 65 Ib., the average 
pressure at the drills, in this case; and which varies as the square of the 
gage pressure. U is the upkeep cost per drill shift. 

Then, 

k’U 4 L 
M= $35 maintenance cost per foot drilled 


and combining, 


FP 1 
~ 6.10 , 0.005kKV | kU 
8.3s i 8.3s 8.38 

8.38 


~ 6.10 + 0.005kV + k’U 
in which, the coefficients k and k’ may be omitted where a comparison 
at different pressures is not desired. 

The factors calculated by this formula are applicable only to the 
drilling conditions existing at this property. Other conditions, such as 
smaller air consumption at lower altitudes or a smaller upkeep cost due 
to easier drilling ground, would give different results and might change the 
comparative standing of the machines, as given in Table 13, where the 
factors for the several types and at the various air pressures, are shown. 
For the purpose of calculation, the upkeep cost of the new machines, the 
Waugh 66 and the Sullivan DX61, was assumed to be the same as 
for the 60 and the DR6, respectively. 


CONCLUSIONS 

1. There is little or no increase in mechanical efficiency of the drills 
above 90 lb. pressure; see Table 6. 

2. The distance drilled per air indicated horsepower, Table 7, is 
greatest for the jackhamer type at 90 lb., and increases at a slow rate 
for the other machines at the higher pressures. 

3. The average thermal efficiency is greatest at about 95 Ib. 

4. The factor of desirability, while increasing as the pressure, shows a 
comparatively slow rate of increase for pressures above 100 lb. 

5. The average drill is made to be used at a pressure of 80 lb., or less; 
using pressures much exceeding this will invalidate the present replace- 
ment agreements with the manufacturers, thereby increasing the 


upkeep cost. 
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6. The increased breakage at the higher pressures, with the conse- 
quent greater loss of time of the drill runner in changing or repairing the 
machine, would tend to reduce the factor of desirability, as shown in 
Table 13, as this item of expense is not included therein. 

7. The increased breakage of drill steel would tend to limit the pres- 
sure; although there are not sufficient data on this point to determine the 
maximum. 

From the foregoing, it would seem that the most economical gage 
pressure, under the conditions obtaining at this property, is about 95 lb. 
at the drill. 

In order to verify the conclusions drawn from these tests, additional 
tests were made in easier drilling ground, with a few of the machines. 
The conditions were the same as before, except that the pressures ranged 
from 40 to 90 Ib., a range sufficient to demonstrate the applicability of 
the theoretical ratios. These results are shown in Table 14. The 
variation approximates closely the ratios obtained when drilling in the 
harder ground, which seems to indicate that the comparative perform- 
ance of any type of drill, for any class of rock where the ground factor is 
known, and for any moderate range of air pressure can be predicted from 
the shop tests of the drills. The ground factors, for these two series of 
tests, were two and ten, respectively, as shown in Tables 8 and 14. 


DISCUSSION 


Bens. F. Trtuson, Franklin Furnace, N. J—The New Jersey drillo- 
meter is an instrument for measuring air flow by the means of multiple 
orifices. The meter body may be likened to a globe valve with a per- 
forated tube mounted on the valve seat, and the valve a thin piston that 
can travel through this tube and uncover a variable number of small 
round holes. As it is designed for a certain difference in air pressure 
between the inlet and outlet of the meter, it functions by raising the pis- 
ton a sufficient distance to permit the volume of air demanded by the 
tool connected to it to pass through the orifices uncovered. The indi- 
cating mechanism is a white wooden .stick projecting upwards inside a 
glass tube on which has been calibrated a scale of air flow, in cubic feet 
per minute. This wooden rod is attached to the movable piston. My 
recollection is that there was a discrepancy of about 10 per cent. in the 
readings obtained with this instrument, compared to the volumetric dis- 
placement of water in metering tanks. 

The Clark meter, of which Mr. Seamon later speaks, operates on the 
principle of the displacement of a piston. There is a reciprocating piston 
in the cylinder and the linear travel of the piston is recorded as the total 
volume of displacement. With that type of instrument as developed 
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some few years ago, we were unable to check results by water displacement 
~ methods I do not remember the percentage of difference involved. 

Another thing that should be considered is the extreme difficulty 
under which the author was working to obtain true figures when he was 
running tests over such short periods of time as from 5 to 30 sec., as a 
slight discrepancy in the air pressure or of any of the quantities, such as 
the inches drilled, or the time interval, would cause a disproportionate 
error in the conclusions he reached. It would be of interest to some of 
us if we could study some of the individual test figures. 
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Breakage and Heat Treatment of Rock-drill Steel 


By Brnsamin F. Tinison,* E. M., Franxuin, N. J. 


(New York Meeting, February, 1921) 


To most mine operators, it seems evident that there is a drill-steel 
problem, although under certain conditions the amount of drill-steel 
breakage does not appear serious. What is at fault? It may be one or 
a combination of circumstances. The development of rock drills to the 
hammer-drill type in place of the old reciprocating piston drill, probably 
is one important cause for the greater steel breakage. Perhaps the 
manufacturers of drill steel have failed to realize what alloys are needed 
for this new service or have overlooked the changes in the art of rock 
drilling. Although suitable alloys are provided, they may not be so 
handled in the manufacturing process as to be in the best condition to 
withstand the demands of rock drilling. The mine operator may be at 
fault in desiring to use the smallest possible drill-steel section in order 
that the gage of the drill bits may be correspondingly small and the 
amount of footage drilled per unit of labor may be greater; or the black- 
smithshop practice at the mines may need improvement. The miner 
who uses the drill steel may also require more intensive supervision and 
education. Again, the manufacturer of rock drills may have failed to 
study the types of blows the steel alloys will withstand satisfactorily 
and which their tools are delivering and so he may not know whether or 
not a different design of rock drill would equal or excel their present 
drilling speeds without treating the drill steel so severely. All of these 
hypotheses probably have their supporters. 

On the other hand, perhaps we are seeking too much service from 
drill steel and we need a fuller realization of the fatigue strains developed 
and should prepare to relieve these by a periodic heat treatment of the 
steels. However, we do not find any proof that any of these suppositions 
may be held responsible for the drill-steel breakage attendant to mining. 

The proposed investigation of this matter by the U. 8. Bureau of 
Mines is fully warranted in the promotion of the conservation of labor 
and material, and the safety of the workmen. The great range of field 
conditions, as well as the scope of the research, requires the energetic 
coéperative support of many interests. Various manufacturers of steel, 


*Assistant Superintendent, New Jersey Zinc Co. 
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makers of rock drills, mine operators, metallurgists, scientists, and 
engineering organizations (who thereby bring a codrdinated interest of 


-. certain professions) must work in harmony with such agencies as the 


U.S. Bureau of Mines and the U.S. Bureau of Standards, whose interest 
would be free from any hobby or commercial bias. 

In order to direct our attention to what are thought to be some of 
the salient features of this research, the following preliminary outline 
has been prepared: 


U. S. Bureau or Mines INVESTIGATION OF BREAKAGE AND HEAT 
TREATMENT OF STEEL FOR Drittinc Rock 


1. Study of steels that give the greatest service before failure by 
breakage of drill steel: (a) Nature of sections; (b) composition; (c) 
methods of manufacture. 

2. Maximum service that might be expected: (a) Life of steel; 
(b) methods of heat treatment; (c) standard methods for recording 
service. 

3. Mechanics of failure: (a@) Micro-analysis; (6) nature of stresses; 
(c) detection of incipient failure: magnetic analysis, other methods 
not destructive of bar of steel; (d) is failure due to fatigue of metal? 

4. Methods and machine development for accelerated tests: (a) 
Nature of forces involved: Impact; vibratory compressional waves; 
combined bending, vibratory, shearing, and torsional. 

5. Correlation of field tests with accelerated laboratory tests. 

6. Reclamation of depreciated drill steels: (a) Before failure; (b) 
after failure; (c) methods of heating: oil-fired furnaces, electric fur- 
naces: resistance (carbon or nichrome), induction (high-frequency or low- 
frequency), ohmic resistance methods; (d) welding of fractured _ steel: 
electric, forge. 

We should also build the foundations for the necessary codperative 
support to permit the speedy solution of this problem in its entirety. 
Many of the items that have an application to this problem have an 
equally or more important bearing on other arts and in themselves 
require considerable research. However, if we share these responsi- 
bilities and assume a definite task it will be possible for us to benefit more 
quickly by a completed research. For instance, the Committee on 
Fatigue of Metals of the Engineering Foundation has done some very 
important work but so far has considered chiefly non-impact repetition of 
Sie The U. 8. Navy Engineering Division is interested from the 
correlation of the impacts in drill steels to those in propeller shafts. 
The application of magnetic testing to a survey of the condition of 
stressed steel, the study of methods of welding such steel, as well as 
special methods of heat treatment, should prove of vital interest to 
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various engineering bodies and commercial interests outside of those 
restricted to mining; and we should hope for support from them. 


Kinps or DriLtLt STEELS 


Probably the so-called straight 0.90 per cent. carbon steel, of similar 
analysis to those usually produced in crucibles, is the most favored 
drill steel. The analyses are as follows: 


Per CENT. 
Carboni. 2s: acouckh rine. ere. eee toe ere 0.90 to 1.00 
Man PaNes6 sar Fei sua caste elec area at di woes it Od AED 
Silicon Sacer eerste rae ane aero seate ae ee eae 0.05 to 0.30 
SulfUrs fee fee thc cae ak cn nao iat eee ae ee ac 0.02 to 0.04 
Phosphorus: sccv ese waned es 3s). ie see es Nc ee 0.005 to 0.09 
Tron ee bei RS ieee see scale Piet hee eee ete the balance 


Other steels, some containing vanadium, others a small amount 
(about 0.05 per cent.) of nickel, and carbon steels ranging, by 0.1 per cent., 
from 0.60 to 1.40 per cent. carbon have been tried. However, few of 
the tests were complete. Chrome-vanadium, chrome, and nickel steels 
should be experimented with; for although their initial cost may be 
greater their use may be justified. 

Various shapes of bars have been used for drill steels. The solid 
octagon was quite common with the old, reciprocating-piston drills and 
the large cruciform was also used. With the development of the hammer 
drills, the solid and hollow hexagon, round, and small cruciform sections 
have been largely used, the dimensions varying from % to 1)4 in. 
(22 to 31.7 mm.); but the “quarter octagon” section is now fast becoming 
popular. This section was probably first adopted for machine drilling 
by the New Jersey Zinc Co. at Franklin, N. J. It had been used for hand 
tools by the granite workers of Vermont, who required a 1.40 per cent. 
carbon steel, so that steel was the first tested. The section proved to 
have the advantage of a longer life of drill chuck bushings, scraping the 
cuttings free for ejection from the drill holes, and ease of forming cross 
bits, but it also showed superior strength to resist the strains of service. 
In many instances a quarter octagon steel would give better service than 
much larger sections of cruciform steel. Round hollow drill steel is 
largely used in big shanked drifting drills, but outside of the convenience 
of forming the proper shanks on the round steel the hollow quarter octa- 
gon would probably prove superior. 

It is important that the hole in the hollow drill steels be smooth, round, 
centrally located, and uniform in size or fractures will start. Any imper- 
fections of the twist drill or punch when the ingot is pierced will remain in 
the bar, no matter how much it is rolled, and will provide a point for the 
localization of the stresses. If the temperature of the hollow bar of steel 
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falls too low, during hammering or rolling, the walls of the hole may 
show fine cracks, or cold shuts, which will prove disasterous. If any 
impurity or segregation of some of the constituents of the steel is con- 
centrated, slip planes, and ultimately cleavage planes, will originate at 
that spot as an origin of failure and the fracture will gradually spread 
in an ever increasing circle until the bar parts, showing what appears 
as a conchoidal fracture at the break. ? 


Lire oF Dri STEELS’ 


It is difficult to say what life or service should be expected from a bar 
of drill steel, as the conditions of field testing have many variables. 
However, within certain limits, we would probably agree to a minimum 
service. For instance, it would probably seem absurd that a %-in. 
(22-mm.) section of steel would not drill with sharp bits over 40 ft. 
(12.2 m.) of 114 in. to 134 in. hole in pure limestone rock, before fractur- 
ing, yet some of the accompanying graphs (Figs. 1 to 4) will indicate 
poorer results. The maximum drilling recorded in these tests was 
about 281 ft. (85.6 m.) of hole. 

Such tests require a good deal of time and supervision for a drill steel 
does not, as a rule, drill many feet of hole in a day; it must take its turn 
with a number of other lengths of steel and at times is away from the 
work being sharpened, so that it may be under constant surveillance for 
many months. Unless one practically lives with such pieces of test steel, 
they may receive some abuse that will be responsible for their failure. 
If identification numbers or nicks are stamped in the steel, a premature 
failure will occur at such points. For some reason, it seems impossible 
to keep paint on the drill long enough to be worth the trouble of using it; 
perhaps some successful method of etching may be developed. Pasters 
or tags will not survive the routine mine handling. 

Recently an accelerated test of a drill steel was made in limestone 
rock. The steel was run in a stoping drill, without having had a bit 
formed, and broke in 37 min. Probably it received about 1500 blows 
per minute or a total of about 55,500 impacts. Should we not expect 
a greater life than this? 

With the realization that their value is doubtful, the amount of drill 
steel used in a large metal mine for two years and the amount of “ground”’ 
broken, shifts of drilling, feet of hole, etc., are given in Tablesland2. Of 
course the nature of the rock or ore, the burden it is possible to blast per 
hole, the number of bars of drill steel kept in service compared to those 
used per day, the rate of drilling speed, the knowledge and industry of 
the drill runners, the types of rock drills used, the method of mounting 
or supporting the rock drills, the direction and inclination of the drill 
holes, the shape and condition of the drill bits when sharpened and when 
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Taste 1.—Record of Work Performed by Various Sections of Drill Steels 
in the Franklin Mine During 1916-1920 


LS 


; ; 4-in. Y6-in. 7-in. | 146-in, All 
Section of Drill Steel ae Rd. ae one mee Rd. Sections 
Drifts: 
Cubic feet of ground broken........ 1,195,138 1,195,138 
Linear feet of holes drilled.......... 788,308 788,308 
Number of drill shifts...........--. 6,488 6,488 
Pounds of steel used up............ 50,083 50,083 
Average: 
Feet drilled per drill shift........... 121.5 121.5 
Feet drilled per pound steel used up. . 15:7 * 15.7* 
Cubic feet ground broken, per pound 
steel USER) Upscale we eslae owls e 6 23.9* 23.9* 4 
Pounds steel used up per drill shift... 7.77 ; lad ; 
Raises: _ 
Cubic feet of ground broken........ 519,784 519,784 ‘ 
Linear feet of holes drilled.......... 554,486 554,486 ; 
Number of drill shifts.........-.... 4,693 4,693 7 
Stopes: ‘ 
Cubic feet of ground broken........ 14,914,000 14,914,000 Z 
Linear feet of holes drilled.......... 2,081,399 292,950 2,374,349 2 
Number of drill shifts.............. 17,646 3,260 20,906 . 
Top slices: y 
Cubic feet of ground broken........ 6,691,000 6,691,000 : 
Linear feet of holes drilled.......... 2,337,676 74,306 2,411,982 
Number of drill shifts.............. 24,286 930 25,216 
Total: 
Cubic feet of ground broken........ 22,124,784 22,124,784 
Linear feet of holes drilled.......... 4,973,561 367,256 5,340,817 
Number of drill shifts.............. 46,625 4,190 50,815 
Pounds of steel used up............ 368,728 106,774 475,502 
Average: 
Feet drilled per drill shift........... 106.6 105.2 
Feet drilled per pound steel used up.. 13. 5t 11, 2F 
Cubic feet ground broken, per pound 
BUEC) USEC ce tetstcre ieee. + eiriereleesieeele 60. OF 46. 5F 
Pounds steel used up per drill shift.. 1.9% 9.4* 
Quarrying: 
Cubic feet of ground broken........ 9,131,002 9,131,002 
Linear feet of holes drilled.......... 186,771 629,321 816,092 
Number of drill shifts.............. 1,716 6,353 8,069 
Pounds of steel used up............ 18,843 108,097 126,940 
Average: 
Feet drilled per drill shift........... 99.0 101.1 
Feet drilled per pound steel used up.. 5.8 6.4 
Cubic feet ground broken, per pound 
steel] sed). «said wore e Aue Chie ont 84.5 71.9 
Pounds steel used up per drill shift... Uy éK0) 15.7 
Grand total: 
Cubic feet of ground broken........ 1,195,188 | 22,124,784 9,131,002 | 32,450,924 
Linear feet of holes drilled.......... 788,308 4,973,561 554,027 629,321 6,945,217 
Number of drill shifts.............. 6,488 46,625 5,906 6,353 65,372 
Pounds of steel used up............ 50,083 368,728 125,617 108,097 652,525 
Grand average: 
Feet drilled per drill shift...........] 121.2 106.6 99.0 106.4 
Feet drilled per pound steel used up.. 15.7 * 13. 5f 5.8 10.6 
Cubic feet ground broken, per pound 
steel used upiceak bakes. gare hares 23.9* 60. 0T 84.5 49.7 
Pounds steel used up per drill shift... Month: eye 17.0 10.0 


—————————————— 


; * Indicates that these figures are low because some undetermined but probably small amount of 1}4- 
in. round hollow steel was used in top slice development but not charged to it. 
t Indicates figures are too high because of the above reasons. 
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TaBLE 2.—Record of Work Performed by Various Sections of Drill Steels 
in Sterling Hill Mine 
co ES a a a 


1919 1920 Total 2 Years 
1}4-in. Hollow Round Drill Steel, Weight 3.81 Lb. 
per Ft. 
Drifts: ¥ 
Cubic feet'ground broken?o-. 220 8. So oS 356,832 402,780 759,612 
Linear feet hole, drilled. ... onc ec scence cede waeccs 213,773 227,988 441,761 
Umber Orit SHittse cee neoaa eects ccedtce cent 1,644 . 1,281 2,925 
Stripping: 4 i 
Cubic feet ground broken.............ceccceece 173,733 188,998 362,731 
Wineseteewarulede oe accniace xs cece tore s sen 20 44,965 46,504 91,469 
INigmbDSrvarilshirts, coos ackic mks cole eth es Cao 400 352 752 
Total: 
COTS 28 2 SRN a ea Se ee 530,565 591,778 1,122,343 
BINeRr esr IHOd ey. 07S aeess cele seen ook 258,738 274,492 533,230 
Poundsrof steel Tsed Wp Sees. «asi. ewlewie hc sams 13,000 10,901 23,901 
Nita errr le BRIGS cera aia m0 aon Resist si ie esesisdeewione 2,044 1,633 3,677 


Average supply of steel to drills per shift: Number 

of pieces and feet 

Average: 

Feet drilled per drill shift 
Feet drilled per pound steel used up 
Cubic feet ground broken per pound of steel used up 
Pounds steel used up per drill shift and feet 
Per cent. depreciation of drill steel per drill shift... 


7-in. Quarter Octagon Solid Drill Steel, Weight 
Equals 2.47 Lb. per Ft. 

Stopes: 
Cubic feet broken 
Linear feet drilled 
Number drill shifts 
Average supply of steel to drills per shift: Number 

of pieces and feet 

Stripping: 
Cubic feet broken 
Linear feet drilled 


Raising: 
Cubic feet broken 
Linear feet drilled 
Number drill shifts 
Average supply of steel to drills per shift: Number 
of pieces and feet 
Total: 
Cubic feet ground broken 
Linear feet drilled 
Pounds steel used 
Number drill shifts 
Average supply of steel to drills per shift: Number 
Of ‘pieces and feeti. a.% 4- enw oes elec online sels 
Average: 
Feet drilled per drill shift 
Feet drilled per pound steel used up 
Cubic feet broken per pound of steel 
Pounds steel used up per drill shift and feet 
Per cent. depreciation of drill steel per drill shift... 


ora mimi a) O03 01,0) 64 01e10)0) 6,6) e1le),0 060 w sia 6.6 


Sislereieisie: pieyeisls\u. s/s ejets.0vv. 6. se 6))s)= 


Bee GOO CaCI) Dat Oi tk) Coe Out Oi 


(25) 1380 ft. 


126.5 
19. 90 
40.81 
6.36 = 1.67 ft. 
1,285 


302,813 
30,484 
375 


(16) 84 ft. 


17,376 
4,809 
52 


41,371 
44,168 
371 


(18) 79 ft. 


361,560 
79,461 
11,460 

798 


(16) 82 ft. 


99.6 
6.93 
31.5 
14. 36=5. 82 ft. 
7.10 


(21) 133 ft. 


168.1 
25.00 
54.28 

6. 68=1, 754 ft. 
1.318 


435,449 
44,439 
584 


(16) 84 ft. 


32,015 
32,784 
248 


(18) 78 ft. 


471,411 
78,475 
12,916 

850 


(16) 82 ft. 


92.3 
6. 07 
36.5 
15. 20=6. 16 ft. 
7.51 


(24) 131 ft. 


145.0 
22. 30 
46.95 
6. 50=1. 706 ft. 
1. 303 


738,262 
74,923 
959 


(16) 84 ft. 


21,323 
6,061 
70 


73,386 
76,952 
619 


(18) 79 ft. 


832,971 
157,936 
24,376 
1,648 


(16) 82 ft. 


95.8 
6.48 
34,20 
14.79 =5.982 ft. 
7.30 
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returned as dull, the gage of the drill bits in relation to the section of the 
steel and force of blows impressed upon it, and various other factors 
influence such figures. They are, however, submitted as a stimulus to 
others to present similar or more precise records of the service they ob- 
tain from drill steel. 

In a large mine the expense necessary to keep track of the amount 
of work performed in any given type of drill and rock conditions 
is not justified. Of course, this statement is premised by the assumption 
that there are many styles of drills, steels, and operating conditions in 
such a property. But in a small mine, where there are not so many 
variables, it should be possible to get accurate service records. There 
should, however, be some standard method for reporting such field-serv- 
ice tests and records. 

One method of indicating the service of drill steel, given in a recent 
report, might lead to very deceptive conclusions. The number of broken 
drills are rated against the number of drills sharpened in a certain period 
of time. With 114-in. hollow steels, this percentage progressively de- 
creased from 4.62 to 2.67 per cent., and with 1-in. hollow hexagon steels, 
it dropped from 0.18 to 0.06 per cent. From these figures the conclusions 
are drawn that the smaller section of steel gives the better service, also 
that there is no progressive fatigue of the metal. The early breakages 
are credited to initially defective steels, and when these are eliminated 
the endurance figures are better on the assumption that a bigger per- 
centage of sound steel remains. It would be necessary to assume con- 
ditions about which we have no knowledge before we can give full credit 
to these conclusions. First, there was no increment of new steel from 
time to time or else it was of a superior quality. Second, the conditions 
of rock and rock drills must have been uniform. Third, the drill steels 
must have been resharpened after having drilled an equal distance in 
each period between sharpening, for if they had been resharpened more 
frequently the rate would automatically be lowered. Fourth, the type 
and conditions of drill bits must have been uniform. Fifth, the stock of 
drill steels in the mine must have been kept constant. Sixth, particular 
care must have been taken that drill steels that broke and were too short 
to be resharpened, were not thrown away in the mine and so did not ap- 
pear on the records. If it is assumed that 4 per cent. broke and that after 
a day’s drilling a steel was sharpened and reurned to work the next day, 
the steel would then give, on the average, only one month’s service; and 
if drilling a 8-ft. (2.4-m.) hole dulled it, the life of the steel would then be 
only 200 ft. (61 m.) of drilling. If these assumptions are not greatly 
contrary to the true conditions, the service shown by this analysis 
would appear to be far less than we should hope for. 

The form shown in Fig. 5 is suggested as a basis for uniform reporting 
of the service tests of rock-drill steels. 
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7, 8th Break 
yf 8pes:118 ft. 
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Number of Times a Piece of Steel Has Broken 
ro" 


36 ft. 48 60 72 84 96 108 120 
Total Number of Feet a Piece Has Drilled when it Breaks 


Fig. 1.—SUMMARY OF SERVICE TESTS ON SEVEN BRANDS OF ROCK DRILL STEEL. 
246 PIECES OUT OF 271 BROKEN DURING TESTS; 25 PIECES AVERAGED 114 FEET 
WITHOUT BREAKING. 
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Fig. 2.—CuMULATIVE CURVES OF DISTANCES DRILLED BEFORE BREAKING BY 7-IN., 
HEXAGON, HOLLOW STEEL, BRAND EH, 
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6th break 


5th break 


4th break 


3rd break 


2nd break 


1st break 


12 24 36 48 60 72 84 96 108 
Distance Drilled - Feet 


Fic. 3.—CUMULATIVE CURVES OF DISTANCES DRILLED BEFORE BREAKING BY {-IN., 
QUARTER-OCTAGON, SOLID STEEL, BRAND D, 


6th break 


5th break 


4th break 


3rd break 


2nd break 


1st break 


36 48 60 72 
Distance Drilled-Feet 


84 96 108 


Fig. 4.—CUMULATIVE CURVES OF DISTANCES DRILLED BEFORE BREAKING BY {-IN., 
QUARTER-OCTAGON, SOLID STEEL, BRAND F, 
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Recorp or Service Test on Rock-prit, Sree, 


BSPTULON Wmeads. en. Cle, oy ee ee pize‘and Section... .....06.e.050 0c. 
Type and Number of Rock Drill Used...... Eaoation of estas. .c.008 AT. 
Character of Grounds... 02.05... 00edeses prewersiiry Drilling,” 44 bees enc ane< 
Standard Drilling Speed in Ground during First Minute with 134-in. Gage Cross Bit.. 
AS EAR ILE yan ey a ae phy pe. OLD milli Shan cee ere eee 
Type of Heat Treatment of Drill Bit............ of Drill Shank 


ee ee 


Distance of Break from Shank 


per 
per 


y 
Mf 


‘Drilling Time, in Minutes and — 


in Feet and Inches 
Distance Drilled in Feet and 


Sharpening 
Length of Steel Lost b 
per Square Inch 


Sharpening 
Length of Steel Lost b 


Inches 
Seconds 
Breakage 
Direction of Hole 


‘Length of Steel at Start of Run, 
End 
Minute 

Average Distance Drilled 


Condition of Bit after Run 


Air Pressure of Drill, in Pounds 


Total Distance Drilled to Date 


Distance of Break from Bit End 
Gage of Drill Bit before Run 


Total Times Sharpened 
Total Drilling Time to Date 
Average Distance Drilled’ 


_Inches per Minute 
Remarks 


Date 


| Average Drilling Speed, in 
Gage of Drill Bit after Run 
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MEcHANICS OF FAILURE 


It is not necessary to mention the various reasons why the microscope 
is invaluable in considering the metallurgy of steel nor the methods 
involved in determining the unusual conditions in composition, grain 
structure, and impurities that may occur in the drill steels. For the 
detection of the stresses that cause incipient failure, it is necessary to 
prepare a polished face along the length of the entire bar of drill steel, to 
protect this face from oxidation with a coating such as amylacetate, and 
to use every care when testing this steel to destruction. Such aprocedure 
permits the detection of the local development of slip planes that occur 
at the surface of the steel, but it seems difficult to detect those originating 


within the bar. 
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In one recent case microscopic analysis showed that the fracture of a 
drill steel was caused by an unsuspected abuse of the steel. The fractured 
surface had a velvety appearance, due to a martensitic structure and 
large crystal growth, distinct boundary lines about the crystals also 
showed that they had been oxidized, but the fracture occurred near the 
center of the bar of steel and the balance of the steel showed a pearlitic 
structure. A careful investigation developed the fact that, during its 
service, the central hole had become plugged with particles of ore, which 
could not be freed by hammering so the blacksmith heated the bar at the 
point of stoppage. 

Any irregularity of form (such as an internal or external nicking or 
scratching), a blowhole, or a fractured zone through a crystal will produce 
a sudden change of section in the drill steel. The intensification of the 
stresses at such a point usually leads to their exceeding the elastic limit 
of the material. These fractures are commonly observed in drill steels, 
and present a conchoidal appearance because of their gradual concentric 
growth from a point of origin, and because of the slight motion between 
the two faces of a fracture plane as the compressional waves of impact 
traverse that section of the steel. 

If there is a segregation of some physically weak compounds within 
the steel, it is reasonable to expect their elastic limit to be reached first 
and that local slip planes and cleavage planes will be developed there 
first. Is it not also possible that the continual transmission of longitu- 
dinal vibrations through the drill steel will tend to orient the crystals 
along an axis and thereby permit any cleavage planes to readily extend 
through one crystal to the next? May not this be responsible for the 
coarse-grained fractures, which are commonly referred to as crystallized 
steel? The appearance of large crystal faces might be supposed to be 
due to the extension of a cleavage plane through a number of small 
crystals. When slip planes have been formed, but actual cleavage planes 
have not been developed, will it not be possible to restore the steel to its 
original condition by a proper heat treatment? 

If it is possible to restore steel in such condition, it is all the more 
important that we develop methods for detecting such incipient failure. 
One method of great promise is based on the detection of the stray mag- 
netic lines of force forced out of their path through the steel by any 
abnormal conditions of composition or structure. 

The belief that the breakage of drill steel is largely due to the so- 
called ‘‘fatigue” of the metal has many proponents, but others contend 
that the problem of fatigue is of no importance and that the steel fails 
through lack of a homogeneous suitable structure and that faulty manu- 
facture or subsequent abuse are responsible. This matter should be 
carefully investigated, for on the conclusions will depend the necessary 
cures. It seems quite probable that both causes are responsible and 
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_ that any gross imperfections of the steel would tend to mask the test 

- results, which would otherwise indicate the influence of fatigue in the 
failures of the metal. Reference has been made here to a published 
report in which it is argued that the data proves that fatigue does not 
enter into the breakage of drill steel. The accompanying graphs (Figs. 
1 to 4) of specific tests of a certain number of bars of drill steel would 
seem to indicate that fatigue does have an influence. In these charts, 
the cumulative footage of holes drilled has been plotted as abscissas and 
the relative intervals at which breaks occur are plotted as ordinates. 
As the slopes of the lines remote from thé origin are, in general, steeper 
than where adjacent to the origin of the chart, the drill steel became less 
resistant as its service was extended. There are intermediate flat slopes 
in some of the curves but these, probably, should be credited to the fact 
that the break to the left occurred prematurely because of an especially 
weak point in the bar. The average of these various tests for a given . 
brand of steel, as indicated by the heavy dash line, strongly indicates a 
tendency for the metal to become fatigued. It would seem that the 
researches of the Engineering Division of the National Research Council 
should be extended to cover the fatigue phenomena that probably exist 
in drill steels, for at least two important issues are at stake. First, the 
development of the proper drill steel that is most resistant to fatigue and 
the determination of the maximum blows it can bear indefinitely without 
failure. Second, the application of this data to the design of rock drills 
so as to limit their blows within this range, and the requirement that 
drill steel of an adequate section be provided for use with such drills. 


Forces Acting Upon Dritu STEEL 


In order to get an idea of the magnitude of the forces acting on a drill 
steel, assume: that a piston weighing 4 lb. (1.8 kg.) makes 1500 strokes 
per minute and travels 4 in. (10.2 cm.) before it strikes the end of the 
drill steel; a drilling speed of 10 in. (25.4 cm.) per min. advance of the 
drill steel in the rock, and a cross bit of 134 in. gage formed on the drill 
steel to cut the rock and rotated halfway around in an oscillating motion 
50 times per minute, the cutting edges of the drill bit are formed by 
planes meeting at 90° and presenting a surface 0.005 in. wide when sharp. 
Then the penetration of the drill steel in the rock will be about 0.1 in. 
per blow. The kinetic energy of the piston is about 69 ft.-lb. (9.5 m.-kg.) 
and the total average pressure on the rock will be about 8300 lb. (8764.8 
kg.) if the compressibility of the piston, the drill steel, and the rock are 
ignored as relatively small factors when compared with the depth of pene- 
tration in the rock. The crushing strength of granite is estimated from 
12,000 to 20,000 Ib. per sq. in. (843.7 to 1406.2 kg. per sq. cm.), we will use 
14,300 lb. persq.in. Ifthe initial pressure of contact of the steel against 
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the rock equals this value, the final pressure would be 16,350 lb. or 22,800 
lb. per sq. in. of drill bit in contact with the rock at the end of the pene- 
tration. This is about 60 per cent. more than the pressure required to 
crush the rock, so a corresponding portion of the force of the blows does 
no useful work but would be returned as a reaction through the drill 
steel if both bodies were perfectly elastic. The coefficient of restoration 
of steel, however, is ordinarily given as about 56 per cent., so that the 
rock could not return quite all of this excess force as a reaction on 
the steel. 

We must not ignore the evidence that the crushing of the rock is not 
alone responsible for the penetration of the drill bit, as there is also a 
shearing or chipping action as well as a flaking action. It would seem 
that the flaking action is due to the waves of rarefaction (or tension) 
resulting from the reflection of a part of the compressional waves de- 
livered against the rock. When these reflected waves reach the free 
face of the rock, they may cause stresses exceeding the ultimate tensile 
strength of the rock, which thereupon liberates the portion so strained. 

This same phenomenon is indicated where a projectile strikes a plate 
of steel. If the plate is thick enough that a hole is not punched through, 
a depression will be found on the side against which the force is applied 
and a scab of metal will be torn off and projected from the opposite side. 
There is, therefore, reason for believing that a considerable amount of 
energy is reflected back through the drill steel. If it is assumed that this 
steel has a modulus of elasticity equal to 29,000,000 Ib. per sq. in. and a 
density of 489.6 lb. per cu. ft., the velocity of propagation of sound waves 
through it will be 16,550 ft. per sec., and as the time in which the piston 
is delivering its energy to the steel is 0.0005 sec., the wave lengths will 
be about 8.275 feet. 

There seems to be some justification for the belief that a short period 
of contact of the piston and the drill steel produces more effective useful 
work on the rock than a long period and that less energy is then absorbed 
by the drillsteel. Ifthisisso, short wave lengths are preferable to long ones 
so a study of these conditions of operation might produce fruitful results 
for this investigation of the breakage of drill steel. Effective blows pro- 
ducing short waves could be obtained by designing the rock drill so that 
the piston was cushioned very suddenly after it had struck the drill steel, 
and so starting the piston on its back stroke within an extremely short 
time interval. 

The foregoing example does not represent the true conditions existing 
in the operation of a hammer drill, but is an incomplete simplified 
analysis. The complicated nature of the stresses involved is indicated 
by the following description of conditions which more probably exist 
in practice. 

When the shank end of the drill steel is struck by the piston of the 
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hammer drill, the other end (or bit) may be about 0.1 in. from the rock. 

_ The impact of the piston therefore produces two effects. First, a com- 
pressional wave is started through the drill steel from its shank end and 
will, in turn, be reflected with a change of phase from the bit end. Sec- 
ond, the mass of drill steel, as a whole, is given motion toward the rock; 
when the bit end strikes oe rock, its impact starts another compressional 
wave from the bit end, which may in turn be réflected from the shank end 
with a change of phase. In addition, the natural period of vibration of 
the bar of steel itself imposes another series of stationary waves on the 
system. If, however, the frequency of the blows of the piston synchron- 
izes with the impact waves originating at the bit end of the drill, so that 
the piston is in contact with the shank end of the drill steel when such 
waves reach that end, these waves would probably be reflected without 
change of phase. This last condition might indicate that the design of 
the rock drill and the time its piston linger on the drill steel can play an 
important part in the problem of the breakage of drill steel, and also 
greatly affect the cutting speed in the rock. 


Wave TRANSMISSION 


That waves are not only transmitted but are returned from the strik- 
ing end and interfere so as to cause nodes of maximum stress is indicated 
by the fact that it is sometimes possible to detect, with the hand, points 
of increased temperature on a bar of steel when it is drilling ground. 
It seems likely that we must take into account the formation of stationary 
waves, and the natural periods of vibration of the various lengths and 
sections of drill steels may greatly influence not only the speed and effi- 
ciency of drilling but also the amount of energy that reacts on the steels. 

Among the principles that govern the transmission of compressional 
waves are the following: 

1. When a longitudinal or compressional wave passes from one 
medium to another, a part of the energy is reflected and a part trans- 
mitted. The phase of that part reflected is changed one-half of a wave 
length when the reflection occurs in the denser medium. When the 
reflection occurs in the lighter medium the phase of the wave is unaltered. 

2. Two waves of the same length, but differing in phase, combine to 
produce a wave of the same length but different amplitude and phase 
than either of the initial waves. Ati 

3. Two waves of the same period and amplitude, but differing in 
phase by a wave length, combine to produce a wave of the same length 
but double amplitude. twa Ls 

4. Two waves of the same period and amplitude but differing in 
phase by a half wave length mutually annul each other. 

5. Two waves that differ slightly in length combine to produce a 
wave of varying amplitude. Its frequency is one-half the sum of its 
component frequencies. If both initial waves were of the same ampli- 
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tude the amplitude of the resultant wave will vary from zero to twice the 
original amplitudé as many times per second as the difference of their 
frequencies. 

6. When two equal waves traverse in opposite directions, the resulting 
wave remains stationary. The node in the resultant wave occurs half 
way between the similar zero points of the original waves; and the points 
of greatest. amplitude occur one-quarter of a wave length away. There- 
fore nodes occur at distances that are multiples of half wave lengths. 

These principles of wave transmission must be borne inmind when we 
employ mechanisms for measuring the energy of the blows delivered by 
the rock drills, for it is usual to employ oil or other fluid to transmit the 
instantaneous pressures to the indicating and recording mechanism. A 
careful analysis should be made as to whether true readings are being 
obtained; an oil reservoir will influence the results by producing station- 
ary waves of a definite maximum pressure. As an analogy, it may be 
likened to the effect of a condenser in an alternating-current electric 
transmission system. Neither would such a machine seem suitable for 
running the accelerated tests on drill steels, and these tests must be made 
if this investigation is to be pushed to a conclusion within a reasonable 
period of time. It will be necessary for the drill steel to bear against 
rock or something else of equal resilience, and methods should be devised 
for recording the number, force and energy of the blows delivered. -Would 
it be possible to devise a method for measuring the compressibility of the 
drill steel itself while it is being tested and to compute the required data 
from the added information of the physical properties of the steel? 


Stresses Founp IN Dritt STEELS 


In addition to the compressional waves, the drill steels have to undergo 
bending, shearing, and torsional stresses. The bending and contingent 
shearing stresses are most severe in the steels used with air-feed stoping 
drills, for the holes are frequently drilled upwards at an angle of about 50° 
above the horizontal and the heavy (80 to 100 lb.) rock drill hangs upon 
the steel, which has about 4 in. of bearing at the end in the drill chuck 
while the other end is supported in the drill hole. In the hand-rotated 
tool, the steel is oscillated through an are usually less than 180° and 
corresponding alternate bending stresses are produced. It seems quite 
natural that a large percentage of the breakage should occur near the 
point where the steel leaves the drill chuck, for the bending stresses are 
maximum there and the bushing may so dampen the vibrations of the 
steel as to cause a concentration of stresses nearby. A certain amount of 
torsional stress is also involved in the rotation of the drill steels, but this 
should be slight except where there is a tendency for the steel to get stuck 
in the hole. The combined stresses might be rather severe. The con- 


stant rotation in one direction, which enters into the design of block-hole, 

: sinking, and drifting drills, would seem to produce more uniform stresses; 
in general such drills do not punish the drill steels as much as the stoping 
drills. ‘The proportion of the length of the drill steel that bears against 
the sides of the drill hole in the rock and receives the dampening influence 
of this contact also affects the stresses in the steel. 
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Of course the indications resulting from accelerated and laboratory 
tests should be corroborated by the results obtained in various mines, 
but it would seem wise to arrive at conclusions in the laboratory before 
requesting the extensive service from the mines that will be necessary, 
even assuming that the mines do not continue to experiment on their 
own initiative. 


RECLAMATION OF DEPRECIATED DRILL STEELS 


Although the object of this investigation is to overcome the economic 
loss involved in the breakage of drill steel by preventing or lessening that 
breakage, it would be rash to ignore the possibility that this purpose may 
not be obtained in the near future; we should, therefore, at the same 
time consider methods for reclaiming steel that has depreciated from serv- 
ice conditions or has been broken. There are also large quantities of 
short lengths of broken drill steels gathered in scrap heaps, that might 
be welded into serviceable drill steels. The recovery of these short pieces 
of drill steel might also be a considerable economic saving to the mining 
industry. 

Assuming that magnetically, or otherwise, it is possible, on a practical 
operating scale, to determine that a drill steel is so fatigued that breakage 
is imminent, can it by suitable methods of heat treatment be returned to 
its original condition before it is placed in drilling service? Can the 
definite state of strain, or fatigue, from which it can be recovered and in 
excess of which its breakage is inevitable be determined? If so, what 
furnaces are best adapted to the heating of such steels, the length of 
which ordinarily will not exceed 14 ft. and on the average will be much 
less, and what systems of cooling or what quenching mediums should be 
used? Can suitable oil-fired furnaces be built for a moderate-cost and 
can the temperatures of such furnaces be held uniform, and with what 
pyrometric control? The mining industry must be made acquainted 
with the conditions pertaining to these questions if such savings are to be 
hoped for. 

Perhaps some type of electric furnace will be found best suited for 
heating long bars of steel in small quantities. If so, its design must be 
such as to minimize the thermal capacity and radiation of the furnace walls, 
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otherwise the time and electric energy required to heat the furnace in 
order to treat small batches of drill steel, will be disproportionate to the 
small number of heat units actually absorbed by the steel. Would a 
zone of granular or flake graphite serve as a suitable electric-resistance 
heating medium into which the drill steels could be plunged, or would 
it increase the carbon content of the steel or otherwise produce an atmos- 
phere that would not leave the steel in proper condition? 

What difficulties would be involved in the use of a cast-iron tank 
containing a solution of potassium carbonate as one electrode, so that 
when the end of the steel were plunged in the solution and the current 
passed through, the steel would be heated by means of its ohmic resis- 
tance? When it reached the proper temperature, the current could be 
shut off and the steel quenched in a separate quenching solution or it 
might cool in the potassium carbonate, which, of course, would then be 
kept at a uniform temperature by suitable cooling coils for circulating 
water. It would seem that such a method would provide an excellent 
area of contact of the steel with the electrodes so that the heating would 
be uniform and the distance of the heating and the temperature could be 
readily controlled. Of course, mechanisms could be developed for auto- 
matically performing this process and for making a variable submersion 
of the steel when it was being quenched so as to avoid any definite zone 
of demarcation between low and high temperatures. 

While nichrome is generally used as the heating element in muffle 
furnaces, the ribbons are usually supported on the side walls so that the 
radiant heat does not directly impinge on the bars of steel. If the ribbons 
were mounted beneath an arch of proper curvature to distribute evenly 
the direct and reflected radiant heat waves upon the steel, better and 
quicker heating would result. Inductive types of electric furnaces have 
their places in other fields, but it may be unsafe to assume that they 
are equally well suited to the heat treatment of drill steel. 

Perhaps they would produce local magnetic fields in the steel and 
cause localized eddy currents and overheating in spots; and the lack of 
homogeneity in the steel because of impurities, fatigue or uneven heat 
treatment might aggravate these effects. On the other hand, at the 
temperature of recalescence, local differences of temperature in the bar 
of steel may have been eliminated and uniformity of grain structure es- 
tablished. Will the use of a high-frequency alternating current establish 
a molecular state in the steel (by its effect on the orientation of the mole- 
cules) which will produce a superior structure or “normalize” the steel 
at lower temperatures than are usual? Perhaps these queries can be 
answered off-hand but they may need further research and then we 
should give them our attention. 

Another electrical method of heating is to pass a current through the 
steel. H. P. Macdonald has commercially applied such a process to 
the heat treating of 0.35 per cent. carbon, 3.5 per cent. nickel steel tubes 
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used as automobile transmission shafts and finds that in an acceptable 
_ piece of tubing such temperature effects equalize at the critical tempera- 
ture of the steel, while in a faulty piece of steel they are so exaggerated 
as to be an excellent index for the detection of flaws. He has consented 
to codperate by investigating the suitability of this process to the heat 
treatment of bars of drill steel and magnetic surveysand fatigue tests are 
planned for the bars thus treated. The following data has been supplied 
by him as a result of a recent test on a bar of 7g-in. quarter octagon 
solid drill steel 514 ft. long. The bar was heated to the critical temperature 
in about 1 min. by passing through it an alternating, 60 cycle, electric cur- 
rent. It was then quenched in oil and reheated, in a similar manner, in 
about 24 min. to a temperature about 100° F. below the critical tempera- 
ture and allowed to cool in air. The voltage in the primary coils of the 
transformer on open circuit was about 226 volts and the current in them, 
about in the middle of the run, was 625 amp. at 186 volts. The voltage 
between the clamps at the ends of the bar of drill steel was 32 volts on 
open circuit and 14.5 volts on closed circuit; and since the transformation 
ratio was about 7 to 1 and the efficiency probably 90 per cent. the average 
current through the steel was about 4000 amperes. 
Another application of this ohmic resistance method of heating 
90 per cent. carbon drill steel is the possibility of heating the ends of 
the steel for forging and tempering both the bit and shank ends of the 
steel. For this purpose an electric bolt-end heater is being adapted. 
A striking difference in these ohmic or inductive methods of electrical 
heating is that there need not be a temperature gradient from the outside 
of the bar to its interior and it would seem that a more uniform structure 
might be possible than can be obtained from external heating. Of 
course these points of interest in considering the reclamation of the steel 
also apply to the proper heat treatment of the bits and shanks, for the 
perfect condition of these elements is of great importance. 


Exectric Butt WELDING OF BRoKEN DRILL STEEL 


It is evident that where steel breakage occurs the drills are dis- 
proportionately becoming of short length and a considerable loss by 
scrapping will occur unless these short lengths can be welded into longer 
ones. Inso far as solid drill steel is concerned this is not difficult, whether 
done by coke or oil forge heats or electrically. During the past year we 
thought it advisable to investigate the application of the electric butt 
welder for this purpose, as well as to the more difficult welding of hollow 
drill steel, and therefore sent pieces of various solid and hollow sections 
to the Thomson Electric Welding Co. Compressed air was forced 
through the hollow steel, while heating, in order to keep the central hole 
open. The welded bars had a good appearance and the holes were 
maintained through them. ‘Table 3 shows the currents required and the 
service performed by each of these welded steels. 
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7-in. Quarter Octagon Solid Drill Steel 


An 8-ft. length was made, by two welds, from three short pieces of 
drill steel. It drilled 21 ft. of hole in ore without any resharpening but 
then broke through one of the welds. The portion carrying the remaining 
weld was made into a 4-ft. length so as to permit cutting off that por- 
tion near the broken weld; the steel then drilled only 4 ft. of hole before 
it broke about 8 in. from the shank end of the steel, but not near 
the weld which seemed all right. Either a Denver type 16V or an Inger- 
soll-Rand CC-10 stoping drill was used in this test for placing upper holes. 


7-in. Quarter Octagon Hollow Drill Steel 


Two pieces were welded to form a drill steel 7 ft. long, which: 

. Drilled 36 ft. of hole, then resharpened. 

. Drilled 81 ft. of hole, then resharpened. 

. Drilled 18 ft. of hole, was plugged by cuttings, cleaned out and resharpened. 

. Drilled 54 ft. of hole and broke about 3 in. from bit end but remote from weld; 
reformed bit. 

. Drilled 19 ft. of hole, then resharpened. 

. Drilled 12 ft. of hole, then resharpened. 

. Drilled 4 ft. of hole, then resharpened. 

. Drilled 34 ft. of hole, then broke but not near weld. 
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This steel drilled 258 ft. of hole and broke twice but did not fail in 
or near the weld. An Ingersoll-Rand BCR-43 block-holer was used in 
this test for drilling down holes in ore. 


1lg-in. Hollow Round Drill Steel 


Two pieces were welded to form a 7-ft. length: 

1. Drilled 44 ft. of hole, then resharpened. 

2. Drilled 40 ft. of hole and broke 3 in. from bit end but not near weld, bit re- 

formed. 

3. Drilled 48 ft. of hole, then resharpened. 

4, Drilled 44 ft. of hole and broke 3 in. from the bit end but not near weld, bit 
reformed. 

. Drilled 51 ft. of hole, then resharpened 

. Drilled 55 ft. of hole, then resharpened 

. Drilled 46 ft. of hole, then resharpened. 

. Drilled 42 ft. of hole. 
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A resharpening would have caused the heated portion to so nearly 
approach the weld that the test was stopped. This steel drilled a total 
of 370 ft. of hole and broke twice but did not fail in or near the weld. 
An Ingersoll-Rand BCR-53 sinker drill was usedin this test to drill holes 


in limestone. 
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114-in. Hollow Round Drill Steel 


Two pieces were welded to form a 6-ft. length: 


1. Drilled 4 ft. of hole, then resharpened. 

2. Drilled 114 ft. of hole, then resharpened. 

3. Drilled 7 ft. of hole, then resharpened. 

4. Drilled 8 ft. of hole, then resharpened. 

5. Drilled 5 ft. of hole, then resharpened and broke about 8 in. away from lugs 
at shank end but not near weld. 


The process of reshanking would have caused heating and forging 
so close to the weld that the test was stopped with the total drilling of 
25% ft. of hole and one break but not near the weld. A Denver Model 
21 drifter was used in this test with horizontal holes in limestone and 
pegmatite. 

These few tests indicate that it is possible electrically to butt-weld 
drill steel and produce a bar that is equally strong at the weld as the re- 
maining portions of the bar. The tests were stopped as indicated in 
order to avoid any prejudices that might result from the breakage at a 
weld that had also been abused in subsequent blacksmithing. It would 
seem to be a proper practice to heat treat the entire bar after welding in 
order to assure a uniform structure throughout. 


Metruop or EtcHine STEEL 


The following method of etching gives promise of being suitable for 
designating different test steels. Add four parts of glacial acetic acid to 
one part of absolute alcohol and let it stand about 12 hr.; then slowly and 
carefully add one part of nitric acid (sp. gr. 1.28). As nitrous oxide and 
other fumes are evolved this should not be placed in a stoppered bottle 
for several days, or until the reaction is completed. It may, however, 
be used immediately for etching steel. The surface of the steel to be 
etched should first be coated with a film of beeswax, tallow, or some 
similar substance (asphalt dissolved in chloroform has proved excellent) ; 
the symbol or number can be scratched on this coating with a sharp 
stylus. A low dam of beeswax should then be formed around these 
symbols and the etching reagent can be poured within it; 15 min. will be 
ample time to etch as deeply as is necessary. 
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Heat Treatment of Rock-drill Steel 


By George H. Giiman, East Boeron, Mass. 


(New York Meeting, February, 1921) 


THE campaign now being waged to improve the quality of the rock- 
drill bit is the natural outcome of the scientific development of the drill- 
ing machine during the past twenty years. In this development there 
has been a great increase of power output per unit of weight of machine. 
But the development of the rock drilling engine has been seriously ham- 
pered by the need of a drill bit that would withstand, without undue wear 
or breakage, the heavy rapid blows of the improved pneumatic hammer. 
This problem was difficult to solve because an increase in the weight or 
section of the drill-steel bar resulted in decreased cutting speed and 
higher operating costs of both the bit and its actuating engine. The 
solution, therefore, is to make the bit of steel that, for a given weight 
or section, will be more shock and wear resisting. 

In the attempt to meet these requirements, many of the drill-steel 
manufacturers alloyed the steel with vanadium, chromium, nickel, etc. 
on the assumption that such elements would improve the rock-drill 
bit but due to the sensitiveness of such steel to forging and heat treat- 
ment, higher cost, and lack of continuity of effort on the part of the steel 
manufacturer to perfect this product, but little progress has been made 
in the adoption of these steels and the so-called straight carbon steel 
is today recognized as the standard material for all rock-drill bits. 

The first step in improving drill-bit efficiency is the determination 
of the cause of breakage and wear. For this reason, in 1917, certain 
rock-drill manufacturers, in conjunction with some of the larger mining 
interests, conducted exhaustive tests in both the field and the laboratory. 
It was then found that, in the main, the cause of drill-steel troubles is 
not attributable to the duty imposed upon it by the normal operation 
of the drilling engine, but to improper forging and heat treating of the 
bit and to the subjecting of the bit to improper use. The fact that it is 
possible to minimize the troubles attributable to improper heat treatment 
of the drill steel has been demonstrated and it is recommended that such 
knowledge be made available by teaching those interested in the produc- 
tion, use, and up-keep of drill bits the principles on which success in this 
direction may be achieved. 

Unfortunately, but little attention has been given to the education of 
the drill smith. But a few years ago, the instructions given the man 
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responsible for the care and up-keep of rock-drill steel were limited 
to such as, ‘Harden at a cherry red and draw temper to a straw color.” 
Successful methods were secrets known, for the greater part, only by 
men who had made the work of forging and heat treating drill steel a 
life’s task. The foregoing statement does not mean that textbooks 
and the records of many eminent metallurgists were not available, but 
that these publications were of too technical a nature for the ordinary 
drill-steel smith. There are, however, at present available a number of 
excellent books on steel and its heat treatment, a study of which will 
greatly assist the practical workman in acquiring a knowledge of the 
elements of thé subject. The object of this paper is to set forth certain 
facts concerning the metallurgy of the present-day rock-drill steel with 
the hope of assisting both the smith and those seeking to improve the 
facilities for carrying out his work. 

When steel is heated to a high temperature and allowed to cool 
slowly, there results a structure formed of various compositions of iron 
and carbon known as ferrite, cementite, and pearlite; it is the relative 
arrangement, amount, and size of these grains that mainly influences 
the physical properties of the material. Steel that has been allowed to 
cool slowly from a high temperature will, under the microscope, show a 
coarsely granular or crystalline structure, and the size of the grain is 
determined by the time during which it has been kept at the maximum 
temperature and the rate at which it is cooled. In order to refine and 
secure uniformity of structure, the material is worked by hammering 
during the period at which grain formation takes place. Steel that has 
been worked down to the critical temperature will show a finer grain 
and will be stronger than the same steel slowly cooled without being 
worked; it will at the same time show relatively higher ductility. 


INFLUENCE OF HEAT TREATMENT IN DRILL STEEL 


The influence of heat treating on drill steel is shown in Fig. 1, which 
reproduces the fractured surfaces of fourteen pieces of drill steel that 
contained 0.85 per.cent. carbon, 0.23 per cent. manganese, 0.024 per cent. 
phosphorus, and 0.016 per cent. sulfur. These bars, except A and B 
which show the fractured surface of the steel in its original state, before 
fracture were heated to temperatures ranging from 1200° to 2500° F. 
and then quenched in cold water to set the grain. Fractures D, E, and 
F, secured by quenching the pieces at a temperature of from 1400° to 
1500° F., disclose a velvety structure, indicating great density and 
hardness, which results from the steel being quenched when its tempera- 
ture was at the critical range. This condition, D and E, extends from the 
outer portion toward the center of the bar for about 14 in. (3.17 mm.), 
with the balance of the fracture presenting a ragged torn appearance, 
indicating density and toughness. The difference in the physical proper- 
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ties of the outer and inner portions is due to the rapid cooling to which 
the surface of the bar was subjected; while the heat retained in the mass 
lowered the rate of cooling toward its center, resulting in a toughened 
structure of the core, which in practice affords to the cutting and reaming 
edges of the drill-bit shock-resisting qualities that support the more 
brittle but equally dense structure at the surface. The effect of the 
higher temperature is very apparent in fractures FtoL. Fracture M 
shows the effect of quenching the bar before the heat has had time to 
penetrate through the mass. It will be noted that an area at the center 
of the piece discloses a structure identical to that of the entire fracture 


Fiag. 2.—Typican + DRILL BIT wiTH 90° CUTTING EDGES AND 5° REAMING EDGE 
CLEARANCE. 


B; also, that the outer portion of this fracture corresponds to that of 
fracture C, although the penetration is not so great, and that imme- 
diately inside it is the toughened structure in fracture D which extends 
inwardly to the portion that has not been affected by the heat. 

With the object of determining under actual operating conditions the 
relative effect of proper and improper heat treatment accorded to drill 
bits in every day practice, five drill bits of 17¢ in. (47.6 mm.) gage diame- 
ter were forged to the shape of the drill bit shown in Fig. 2. After being 
heat treated in the manner described, each was used to drill a hole 12 
in. (80.5 cm.) deep in Barre granite, the time of every 2 in. (5.1 em.) 
advance being observed to determine the rate of penetration throughout 
the depth of the drill hole. From data thus secured, curves, Fig. 3 
were plotted, which graphically show the rapidity with which sonore 
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wear reduces the speed of penetration. Fig. 4 shows these rock-drill 
bits after each had drilled the 12-in. hole. These steels contained 0.94 
per cent. carbon, 0.34 per cent. manganese, 0.026 per cent. phosphorus, 
and 0.02 per cent. sulfur. 
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Fic. 3.—AVERAGE RESULTS FROM FIVE DRILL BITS, IDENTICAL IN MATERIAL, 
ORIGINAL SHAPE AND METHOD OF OPERATION, BUT VARYING IN PHYSICAL PROPER- 
TIES DUE TO HEAT TREATMENT. 


A B C D E 


Fig. 4.—FIVE DRILL BITS PHOTOGRAPHED AFTER EACH HAD DRILLED AT HOLE 
12 IN. DEEP IN BARRE GRANITE UNDER IDENTICAL OPERATING CONDITIONS. Bits 
WERE OF SAME MATERIAL AND ORIGINAL SHAPE, BUT. WERE SUBJECTED TO 
DIFFERENT HEAT TREATMENTs. A, FORGED AND HEAT TREATED CORRECTLY; B, OVER- 
HEATED PREPARATORY TO FORGING, HEAT TREATED CORRECTLY; C’, FORGED PROPERLY 
BUT HEATED TOO QUICKLY PREPARATORY TO QUENCHING; D, FORGED PROPERLY BUT 
UNDER-HEATED PREPARATORY TO QUENCHING; H, FORGED PROPERLY BUT OVERHEATED 


PREPARATORY TO QUENCHING. 

Drill bit A was forged at a temperature of 1900° F’. and allowed to 
cool after the completion of the forging operation. It was then heated 
by subjecting its end for a distance of 2 in. to a temperature of 1450° 7’. 
for 4 min. and then quenched by suddenly plunging its end to a depth 
of 34 in. in cold running water, at which depth it was allowed to remain 
for 5 sec., and then completely cooled by slowly submerging it until 
after 45 sec. a depth of 4 in. was reached. 
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Drill bit B was forged at a temperature of 2400° F. and allowed to 
cool, after which it was subjected to the heat treatment accorded to drill 
bit A. 

Drill bit C was forged in the same way as drill bit A and allowed to 
cool after the forging operation. Then the entire cutting and reaming 
edges were subjected to a temperature of 1600° F. until the color of the 
bit indicated a temperature of 1400° F., when the bit was removed from 
the furnace and quenched in the same manner as drill bit A. 

Drill bit D was forged in the same way as drill bit A and allowed to 
cool after the forging operation. It was then subjected, for a distance 
of 2 in., to a temperature of 1350° F. for 5 min., after which it 
was quenched in the same manner as drill bit A. 

Drill bit # was forged in the same manner as drill bit A and allowed 
to cool after the forging operation. It was then subjected, for a distance 
of 2 in., to a temperature of 2500° F. for 6 min. and then quenched in the 
same manner as drill bit A. 

Fig. 4 shows that the variation in the wear of the gage was very 
pronounced. Whereas drill bit A was reduced in gage diameter V4 in. 
(0.397 mm.) the reduction of drill bit H was approximately 1¥¢ in.; or, 
in other words, four times as much as that of A, indicating at least 
sixteen times as much wear. 


Factors CoNDUCIVE TO DRILL-STEEL BREAKAGE 


Under ordinary working conditions there are many things conducive 
to drill-steel breakage. Among these are: the common practice in some 
districts of forging the bit with a gage diameter that, in proportion to 
the size of the drill-steel bar, is too great for the rock worked upon; the 
tendency, especially in stoping-drill practice, to allow chuck bushings to 
become badly worn before they are renewed; the tendency of most drill 
runners to operate upon drill-steel shanks that are not properly squared 
or with anvil blocks and hammers that have been worn concave. But 
the principal reason for such breakage is the practice of the drill runner to 
operate his machine upon a drill steel after its cutting end has been 
abnormally dulled in service. Then, the bit loses its ability to penetrate 
the rock when struck, and wear of the gage oftentimes, besides imposing 
a severe duty upon the rotation mechanism, subjects the bit to an ab- 
normal torsional stress. The primary effect is reduced drilling speed, 
but irreparable damage may be done both to the drill steel and its 
engine. A dull drill bit may be caused by overheating preparatory to 
forging, overheating preparatory to quenching, or because it has been 
quenched at too low a heat, but whether or not it has been heat treated 
improperly, the effect of a dull bit is the same. The bit loses its ability 
to penetrate the rock so that the shock is absorbed by the drill steel bar 
or transmitted back to the actuating engine. The effect of continued 
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hammering on a dull bit against hard rock is similar to that of operating 
against an impenetrable substance. 
ee ae in many cases, the effect of the abuse to which the 
jected does not end with the initial fracture. When 
a drill steel breaks in service, the shorter end only is, as a rule, dis- 
carded and the longer piece is either reshanked or resharpened. A 
defective piece of drill steel is thus again put igto service and, oftentimes, 
is again broken without being subjected to an abnormal shock. In 
all cases, it is essential that the rock-drill steel shall be subjected at the 
shank and bit ends to a heat treatment that will provide the required 
hardness and toughness; and as the chemical properties, especially the 
carbon content, vary in different steels, the heat treatment of any par- 
ticular steel may best be determined by analysis of its constituents. 

For the purpose of this discussion, hardness may be defined as the 
property of resisting penetration. With the rock-drill bit, the two forms 
that apply directly are abrasion hardness, which is measured by the 
resistance of the metal to abrasive action, and dynamic hardness, which is 
measured by its resistance to shock. 

Primarily, the operation of hardening rock-drill steel involves heating 
and cooling. The function of the heating is, first, to obtain the best 
‘refinement of the grain and, second, to obtain the formation of the harden- 
ing constituents of the steel. This condition is made permanent by 
rapidly cooling the material, which is ordinarily accomplished by quench- 
ing in water. Steel properly hardened, when fractured, should show no 
trace of the original structure. Quenching, however, subjects the 
material to a severe test because there is set up a condition of stress 
which in the case of the cutting bit, iseven more pronounced due to 
its irregular shape and non-uniformity of section. It is, therefore, es- 
sential that the operation be done correctly, for normally the defect is 
not detected until the steel is put in operation, and not only does the 
transportation of the steel from the shop to the place where it is to be 
used involve considerable expense and effort, but an improperly heat 
treated drill bit, by reason of abnormal wear or breakage of its reaming 
and cutting edges, may cause disaster. 

Heating preparatory to hardening should be done slowly, in order to 
insure uniformity, and the quenching should be done at the lowest 
temperature that will give the desired results. Non-uniformity in 
heating will result in non-uniformity in cooling, which is conducive to 
internal strains and stresses. It is self-evident that when heating a 
large mass of steel, for instance, a bull bit, the temperature of the center 
will lag behind that at the extremities of its cutting and reaming edges. 
Therefore, we may assume that the temperature of the furnace at the 
point from which the steel is removed should, in no case, be maintained 
at a lower temperature than the maximum temperature to which the 
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drill bit itself is to be heated. A rock-drill bit heats, cools, and decarbur- 
izes at its cutting and reaming edges first, but the life of the entire bit is 
no greater than the life of the extremities of its wing. If the drill bit 
is placed in a hot furnace, the extremities are apt to be heated long before 
the massive part of the bit; and if the bit is removed from the furnace 
as soon as the desired color is apparent on the surface, the corners alone 
will be properly heat treated and the center of the mass will not be 
affected. A slow soaking heat is, therefore, necessary in order that uni- 
formity of heat saturation may be secured and overheating of the corners 
avoided. 

Not only is uniform heating of the steel necessary for uniform and 
proper hardening, but the temperature of the case, or outside of the 
piece, must be uniform at the moment of quenching, for a drill steel 
properly heated previous to its withdrawal from the furnace may have a 
great variation of temperature in different parts of the surface at the 
moment of quenching, depending on the time taken to move it from the 
furnace to the quenching tank and also on the influence of external draft 
and the manner in which it is introduced into the quenching fluid. It 
has been found that, in general, the less time required in moving the 
steel from the furnace to the quenching tank, the better will be the result 
secured by the quenching operation. 


FORGING 


When forging, the steel should not be heated to a higher temperature 
than that which, upon being slowly reduced while the material is worked, 
will cause the character and size of grain to be restored to its original 
condition; nor should the steel be worked by hammering or squeezing 
after it has been cooled below the refining temperature. 

When heating the drill bit preparatory to forging, it is desirable 
that provision be made to vary the length of the heated portion of the 
bar to suit conditions. For instance, when forming a new bit on the 
plain bar, aforging heat for from 2 to 4 in. may be required, depending on the 
gage and length of wing to be forged; whereas for drill bits to be re- 
sharpened, a shorter heat is desirable. It is good practice not to heat 
the drill bit for a greater distance than the length of the wing. 

When forging the shank for forming the lugs or collar, it is desirable 
only to heat that portion of the bar that is to be subjected to the forging 
operation [according to the best practice this is a portion approxi- 
mately 3 in. (7.6 cm.) long, starting from 2 to 3 in. from the tip end] 
instead of heating the full shank, from the tip end down, the required 
distance necessary to give a forging heat to the part of the bar to be 
upset, and then cooling off a part of the heated portion by quenching it 
to avoid danger of the bar end upsetting in the forging dies. The latter 
practice causes scoring and distortion. It has been determined that if a 
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forging temperature of 2000° is necessary to upset properly the collar, 
_ the bar must be heated to approximately 2300° to compensate for a 
drop of 300° caused by conductivity and radiation when the heated end 
of the shank is cooled. 

In case the drill smith should inadvertently overheat the steel prepara- 
tory to forging the bit or shank end, providing the material has not been 
decarburized, the steel may be restored to its griginal condition by work- 
ing it while hot and allowing it to cool slowly; but in no case should steel 
that has been overheated be subjected to the hardening operation before 
it is carefully reworked and annealed.» sd 


Heat TREATMENT 


If the shank or cutting end is to be heat treated, it should be heated 
uniformly to the critical temperature and quickly quenched when the 
temperature is in the upper critical range, as the ultimate hardness of the 
piece is dependent on the rate at which it is cooled from the critical tem- 
perature. For the cutting end of the bit, it has been found to be good 
practice to chill quickly the cutting and reaming portions to secure the 
required depth of hardness and density and then to cool off the core 
slowly by subjecting it to a treatment less harsh. In practice this may 
be done by immersing, for approximately 5 sec., the cutting and reaming 
parts of the bit to a depth of 34 in. (19 mm.) in running water, preferably 
by having the water impinge upon the surfaces to be rapidly cooled, and 
then gradually increasing the submergence until it is cold. This opera- 
tion may best be accomplished by mechanical means, for if the tempera- 
ture and timing of the operation is left to the judgment of the individual, 
by just so much will the finished product vary. 

Overheating is the cause of most troubles that originate in the drill- 
steel shop. Many practical men believe that greater hardening effects 
may be secured by employing high temperatures; although this may be 
true to a limited extent, the weakening of the steel by the increase in 
grain size and the greater hardening strains from the high temperature 
more than offset the questionable production of greater hardness. 

Some drill-steel smiths still believe in the efficacy of tempering 
drill bits “to suit the ground,” claiming that for soft ground a soft drill 
bit is desirable and for hard ground a hard-tempered bit. Such a theory 
is logically wrong. While a soft drill bit may be made to give reason- 
ably satisfactory performance in soft ground, it will fail in the harder 
rock; but a hard drill bit, with its cutting and reaming edges properly 
supported, will give good results in both soft and hard rock and, if prop- 
erly heat treated, will give the best results in all kinds of rock. 

The shank end should always be allowed to cool slowly after the 
forging operation has been performed, as this has the effect of refining 
the grain and removing forging strains. It should then be heated to 
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the critical temperature for about 74% in. (19 cm.) from the tip end and 
the entire shank dipped in cyanide of potassium (crystal form), quickly 
quenched in oil, and allowed to remain in the oil until cool. The shank 
so treated is not file hard but will be dense and tough, a combination that 
provides shock-resisting qualities, and the increase of carbon content 
in the case resulting from the application of cyanide will be found to have 
provided wear-resisting qualities without brittleness. 


SUMMARY 


Discourage the practice of operating on a dull drill bit. The salva- 
tion of rock-drill steel in service is the cushioning effect of rock penetra- 
tion for every blow. Eliminate penetration, and the result is a broken 
drill steel. 

Keep the drill-steel end of the anvil block or hammer piston ground 
off square and discontinue its use after it has become hollowed out. 

Keep the shank end of the drill steel ground off square with the corners 
slightly rounded. 

Keep the chuck bushing up to size as a worn bushing will tend to 
prevent the direct transmission of a square blow under normal operating 
conditions. 

Subject the shank end of the drill steel to a cyanide and oil treatment 
in preference to water hardening. 

Heat treat the cutting end of the drill bit in a manner to insure a case 
of maximum density and hardness and support all surfaces subject to 
wear with a toughened core. 

Establish a maximum size of bit for every size of drill-steel bar, 
dependent on the character of the ground, and do not lose sight of the 
fact that while a bit with a gage diameter of 244 in. (6.35 em.) on the 
end of a 7 in. (2.2 cm.) steel bar may withstand the shock of hammering 
to which it is subjected when drilling in a shale rock, or clay formation, 
a bit of this size may be wholly unfit for drilling in a harder rock such 
as granite. 
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Analysis of Some Drill-steel Tests 


By Francis B. Fotny,* Minneaporis, Minn. 
i 


(New York Meeting, February, 1921) 


Wirx the possible exception of high-speed tool steel, the service 
demanded of rock-drill steel is probably more precarious than that of any 
other tool steel. Unaided by the helpful influence of alloys and depend- 
ent solely on the efficiency of the heat treatment applied for its ability 
to stand up under the abuse to which it is necessarily subjected, rock- 
drill steel is worthy of intensive study. For its heat treatment the 
smith has his fire, an oil fire perhaps, and a quenching bath; he judges 
the temperature by his eye. There are shops where excellent drills are 
produced by this method, but there are more where the product varies 
between very good and very bad. Pyrometers with specially designed 
equipment are used in but few cases. 

But the responsibility for rock-drill failures does not rest entirely 
on the smith. Little has been published concerning the efficiency of 
drill steel, though the Canadian Mining Journal‘ published the break- 
age record of a large number of hollow drill steels. This record 
indicates that most of the breaks occur during the early life of the steel 
and that as a given batch of steel is used, its percentage of breakage 
decreases. This fact, the article points out, is at variance with the 
much-talked-of theory concerning failure from crystallization and fatigue. 
It seems to point to the fact that the greater part of drill-steel failure 
from breakage is traceable to faulty manufacture, resulting in defects 
in the bore of the hollow steel from inclusions of slag or oxides, etc. 
As this defective material meets with early failure, it is weeded out. In 
addition, some breakage may be caused by a lack of proper condition 
with respect to heat treatment of the steel as furnished by the 
manufacturer. 

In the article mentioned, the breakage of 114-in. (3.17 cm.) hollow 
steel is given as 4.62 per cent. for the early period of use, with a decrease 
to 3.35 per cent. and 2.67 per cent. with time in use. For 1-in. (2.5 cm.) 
hexagonal hollow steel, the figures for breakage are 0.18 per cent. and 
0.06 per cent.; attention is called to the great decrease in breakage 
by the use of smaller diameter drills. The figures are given as so many 
drills sharpened, but there is no way of determining the percentage of 


* Metallurgist, North Central Experiment Station, U. 8. Bureau of Mines. 
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tools broken, which must be considerably higher. For instance, from 
May 10 to August 9, or three months, there was a breakage of 2883 
drills out of 85,882 drills sharpened, which means an average of 32 broken 
steels per day out of 954 steels sharpened per day. Of course, some of 
these broken steels are made into shorter drills and are not lost, so that 
it is impossible to determine, from the figures, what the true percentage of 
drills broken was. The figures are from records of a total of over 190,000 
tools sharpened. | 


BREAKAGE CausEep BY Fautty PRAcTICE IN ForGiInG AND HARDENING 


Breakage near the shank and bit ends of the steel is caused, for the 
most part, by faulty practice in forging and hardening. The New 
Jersey Zinc Co., through the kindness of B. F. Tillson, has placed at 
the disposal of the Bureau of Mines records of drill-steel performance at 
Franklin, N. J. More than usual precaution was taken in the gathering 
of these data; those familiar with the use of drill steel will realize the 
troubles incident to following tools in their many trips between the 
blacksmith and the miner. The tests were made with different lengths 
of steel, practically all of them not shanked, used in different kinds of 
drills and tested at different times. Undoubtedly, the length of the 
steel, the kind of drill, and the difference in conditions existing in the 
testing of steel day by day have some bearing on the question of drill- 
steel failures. However, no steel has been consistently favored or 
penalized with respect to these variables. It would, of course, be ideal 
to have had all variables eliminated, except that of the brand of steel 
used, but these tests were not run for the purpose to which they have 
been put in this paper. Another desirable feature of this kind of testing 
is that all tools be tested to destruction, either until they had broken 
into unusable lengths or had worn too short. Records were kept of 
about 109 steels, representing seven brands, showing breakage, number 
of sharpenings, time of drilling, and footage drilled. Where breakage 
was recorded the pieces were measured and the position of the break thus 
located. All of the steels were of the same type of composition— 
carbon steels of 0.85 to 0.95 per cent. carbon. 

As the ends of the tools are subjected to heat treatment and forging 
after leaving the manufacturer, only such breaks as occurred between 
points 10 in. from either end can safely be said to be caused by faulty 
manufacture. Such breaks are recorded in Table I. Brands C and E 
are evidently an inferior product and if they are left out, the total per- 
centage of breakage is found to be but 4.7 per cent. This breakage was 
experienced in the testing of 3576 in. (90.8 m.) of drill steel and represents, 
numerically, three breaks, or an average of a break for each 100 ft. of 
steel. It can hardly be claimed that a defect for each 100 ft. of hollow 
drill steel is extraordinarily high; on the contrary, it seems a remarkably 
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good performance and indicative of a steel of very high quality, for it is 
unfair to attribute all the breakage to defective steel. Granting, then, 
that considerable of this breakage is due to defective material, there 
remains a negligible number of failures to be attributed to other agencies, 
among which will appear so-called crystallization from fatigue. It is of 
interest to note that brand G is in use at the mine from which the figures 
appearing anonymously in the Canadian Mining Journal were obtained. 


LOCATION OF BREAKS IN DRILL STEELS 


The total breakage is given in Table 2. Here a division is made 
of breaks that occurred within 10 in. (25.4 cm.) of the bit end, within 
10 in. of the shank end, between points 10 in. from either end but 
nearer the bit end, and between points 10 in. from either end but 
nearer the shank end. There was a total of 253 breaks, of which 173, or 
68.4 per cent., were in the half of the steel with the shank and 80 in the 
half with the bit; 68 per cent. of the breakage in the middle section of the 
steel was nearer the shank end than the bit end. That breakage is 
more prevalent in the half of the steel nearer the drill is to be expected 
when it is considered that, while the bit end is left free to yield, under 
the bending and vibratory stresses applied, the shank end is held fairly 
rigid in the drill. Table 2 shows that about 90 per cent. of the total 
breakage occurred within 10 in. (25.4 cm.) of the ends of the steel; in 
other words, in the portion of the steel heated for forging. Some of this 
breakage may be said to be caused by fatigue, but the existence of such 
a phenomenon in steel is doubtful and is denied by many investigators. 

In order to get a better idea of the location of breaks at the ends of the 
steel, the curve shown in Fig. 1 has been plotted. This curve has been 
derived by plotting at the even inch, breaks that occurred within }4 in. 
(1.27 cm.) of that point. The position of maximum breakage in the 
tools is shown by the sketches of the shank and bit ends. The different 
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steps taken in forging and hardening the steel are given in order that the 
- full value of this curve may be appreciated. The shank end is considered 
first. When a collar is necessary, which was not the case in the tests 
under discussion, the fresh steel is heated for about 6 or 7 in. (15.2 or 
17.8 cm.) from the end and the collar is forged by upsetting. The 
condition of the metal at the farthest point of heating undergoes a 
rather sharp change from the annealed structure of the original material 
to a structure produced by the cooling from the forging temperature. 
The shank is then reheated for a distance, which probably varies up to 
7 in. from the end, to a temperature above its critical range, but probably 


No.of Breaks 


1G. 1.—CURVE SHOWING BREAKS THAT OCCURRED WITHIN +A IN. OF THE EVEN 
INCH. ALSO SKETCH OF SHANK AND BIT ENDS. 


below the temperature for forging, and is plunged in oil. There is, 
then, a change from the annealed to the oil-quenched condition. When 
a lug or collar is forged there may, therefore, be a number of structurally 
different zones, depending on the length of the steel heated for hardening; 
namely, the original structure of the bar, that produced in the cooling of a 
part of the bar heated for the upsetting operation but not worked, that 
produced in the upsetting, and finally the oil-hardened structure of the 
end. Whenit is realized that, while the shank end of the steel is supported 
in the chuck of the drill, the shaft of the steel outside the drill is subjected 
to considerable vibratory and bending stresses, the stresses that this 
heterogeneous region is expected to withstand will be appreciated. It 
is no wonder that most of the failures from breakage are found in 
this region. 

Much the same kind of operation is undergone by the bit end of the 
steel. About 4 in. (10 cm.) of it is heated for forging, and afterwards 
only 14 to 1 in. (1.27 to 2.5 cm.) is heated for quenching in water. Here, 
there are probably three zones of structurally different material, 
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and the breakage is maximum at about 3 in. (7.6 cm.) from the tip of 
the bit. 

The conditions just outlined point to the necessity of closely con- 
trolling all the conditions for heating and cooling. This is borne out by 
the record of sharpenings in Table 3, which includes the sharpenings 
necessitated by breakage, because the records did not differentiate with 
respect to sharpenings necessitated by dullness,and those made necessary 
as a result of breakage, the number of sharpenings having been kept and 
not the duration of the run for each. The small number of breaks 
encountered in brands A and B accounts, in a measure, for the great 
drilling time per sharpening. The total average drilling time per sharp- 
ening is practically 23 min. for an average footage of about 1114 ft. 
(3.5 m.), yet the maximum drilling time per sharpening for any tool was 
6 hr. 43 min. and 30 sec. for a footage of about 245 ft. 914 in. (61 m.). 
There is, therefore, room for considerable improvement of the average. 


CONCLUSIONS 


To summarize, drill steel should be in the best condition when received 
from the manufacturer, free from imperfections of a mechanical nature 
and from impurities; it should also be in the best annealed condition to 
withstand the vibration and shock its service will entail. 

There is, for a given steel, a temperature and a rate of cooling from 
this temperature that will produce the conditions that will best with- 
stand the stresses of shock and bending. 

Lack of uniformity in performance shows a lack of uniformity in the 
heat-treating operations, which may be overcome by the devising of 
means, of an automatic or ‘‘fool-proof” nature, that will attain the 
desired result without calling for excessive skill on the part of the smith. 

Experimentation with the heat treatment of the shank and bit ends 
of the steel might lead to alterations in the present method of heat 
treatment that would do away with or mitigate the evil effects of the 
sharply defined zones of structurally different material, which must 
result to a more or less extent from present practice. 
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Application of Magnetic Analysis to Rock Drills 


By Cuartes W. Burrows, Pu. D., Grasmere, N. Y. 


(New York Meeting, February, 1921) 


Tur burden a man can endure depends on its magnitude and the 
number of times it is applied, as well as on many other factors. The 
resisting power of steel likewise is dependent on many factors. The 
maximum load it can support indefinitely is much less than its possible 
momentary burden. A light load straining the metal far within its 
elastic limit, if repeated indefinitely, ruptures the metal. The magnitude 
of the stresses that may be alternately applied and removed without 
rupturing the material depends on the number of repetitions of the 
cycle; the intervening periods of rest; the thermal, electric, and magnetic 
conditions, as well as the presence of secondary streessses. While we are 
unable to formulate the law between the magnitude of repeated stresses 
necessary to produce rupture and the length of time during which these 
alternating stresses may be applied before rupture, my experience is that 
the time increases as the magnitude of the force decreases, according to 
a law which, to a first approximation, is exponential. In other words, 


H =.Ce-t 


where Ff = magnitude of alternating stresses; ‘= time for which stresses 
are continued; C = constant, which depends on the conditions’ under 
which the operations are carried out. It is quite probable that the same 
_type of law holds for the magnitude of a continuous force and its duration. 

When a rod of steel is subjected to the blows of a drilling hammer 
several things happen. First, one end is struck by the hammer and the 
other end is driven into the rock, thus causing a bodily displacement of 
the entire material of the steel drill. The greatest stresses involved in 
this bodily displacement are located at the two ends of the steel and mani- 
fest themselves by the distortion of these parts. Second, after the blow 
has been delivered, the steel drill, due partly to its own resiliency and 
partly to the resiliency of the rock, experiences a vibratory motion as a 
whole, this motion is quite similar to the bouncing of a rubber ball 
thrown violently upon a smooth pavement. Third, the free vibration 
of the drill is determined only by its own natural period of vibration. 
This motion involves all the characteristics of any vibrating body emit- 
ting sound. Certain elements of the rod will experience alternations of 
condensation and rarefaction and, in these regions, the individual steel 
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fibers will be subjected alternately to stresses of tension and of compres- 

sion. Certain other regions will be subjected to rapid displacements 
alternating on the two sides of a position of equilibrium. The individual 
fibers in these regions of oscillation are not subject to the great stresses 
of the fibers of the first class. 

The physical theory of the rod vibrating after this manner is well 
known: (1) The rod may vibrate in such a manner as to produce its 
fundamental or lowest tone; in this case, the region of maximum stresses 

of tension and of compression lies at the middle of the rod. (2) The 
rod may vibrate in its first overtone; in this mode of motion, the rod 
vibrates in two halves with a frequency double that of its fundamental, 
the maximum stresses here occur at the middle of each of the vibrating 
halves. (3) The rod may vibrate in any number of segments. In 
any case the regions of maximum stresses of tension and compression lie 
in the middle of each vibrating segment. 

The period of vibration is given by the quotient of the velocity of 
sound in steel divided by twice the length of the steel bar in question. 
In one case investigated, the velocity of sound in the steel is 17,000 ft. 
per sec. and the length of the bar is 3 ft. The corresponding period of 
vibration of the fundamental tone associated with this rod is approxi-— 
mately 3000 per sec. I did not succeed, however, in getting this rod to 
vibrate in its fundamental, although no difficulty was experienced in 
forcing the rod to vibrate in seven or more segments, vibrating with a 
frequency of 21,000 or more cycles per second. As the hammer delivered 
30 blows per second, the regions of maximum stresses experienced 700 
alternations of tension and compression for every blow of the hammer. 


CAUSE OF BREAKAGE 


A bar of steel in service may be considered as being made up of an 
infinite number of elements or fibers. Each fiber has its part to perform 
and rupture occurs when the individual fibers cannot withstand the 
stresses imposed upon them. This is a simple way of stating the case 
and yet, because of its simplicity, we often fail to understand the 
phenomenon. ws 

If all the fibers of a bar of steel had the same resisting power and were 
subjected to stresses of the same kind of magnitude, we should expect 
the pieces of steel to fail throughout the entire mass at the same time, 
in the manner of the ‘‘one horse shay,” and disintegrate into particles 
of dust. However, all steel fibers do not have the same mechanical 
properties and the stresses throughout the steel are not equal; conse- 
quently we may expect breakage to be localized over some region wherein 
the relation of the stress to the ability of the corresponding fiber to 
withstand this stress is greatest. Whenever stresses are strongly 
localized, the corresponding fibers are called upon.to withstand a greater 
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burden and under long continued stresses of this nature will break. 
Again, stresses may be uniformly distributed throughout a mass of 
steel that contains certain localized elements of weakness, such as slag 
inclusions, blowholes, etc. In these regions we may expect a rupture to 
occur. Third, the structure may be so designed that in a given region 
the fibers must bear a more concentrated load than the other fibers; here 
again is a region of weakness. Finally, with careful design and good 
material, there may be initial thermal stresses that, under the action 
of the impressed stresses, produce a region of relative weakness where 
rupture may be expected. 


ACCELERATED TESTS 


In an accelerated test, I employed an electric hammer kindly loaned 
by R. Morley of the Electro-Magnetic Tool Co. This hammer, as I 
used it, strikes against a small hardened steel piece having a shoulder 


[Hammer 


-frod Holder 


Break .. 


Break. 


-Drill Rod 


Break. 
Break, || ,Steel Plate 


-Anvil 
Fig. 1.—RELATIVE POSITIONS OF PARTS IN ACCELERATED DRILL TEST. 


near its upper end and a cylindrical cavity for holding the end of the rod 
under test, which was a bar of tool steel 1 in. (3.17 mm.) in diameter 
and 3 ft. (0.9 m.) long. The other end of this rod rested upon a small 
plate of steel, which in turn was backed by a heavy anvil. 

The hammer delivered light blows at the rate of 30 per second and 
within a few hours several distinct types of fracture occurred. The 
first break was at the shoulder of the hardened steel piece; this undoubtedly 
was due to the sharp angle at the shoulder which forced all the stresses 
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due to the repeated stresses to be strongly localized. As proof of this, 
a shoulder piece in which the sharp corner was replaced by a rounded 
fillet has already endured many times the service of the first and shows 
no signs of deterioration. 

The second break occurred in the rod about one-fourteenth of its 
length from the ends. This break occurred near the end struck by the 
hammer and also near the end impinging up6n the anvil. We would 
expect breaks to occur in these regions in accordance with the preceding 
theory if the bar vibrates in seven segments. The third break occurred 
in the small plate of iron lying between the drill rod and the anvil. This 
piece broke in a region of reduced cross section at some distance from 
the point where the blows were falling. 


GENERAL TESTING 


Two conditions lead to the failure of a piece of steel: The nature 
of the steel may not be suited to the use to which the steel is put. This 
unsuitability of material may be due to improper composition, improper 
heat treatment, or other causes. Second, while the material may have 
the general characteristics required, it may be defective in certain regions 
due to blowholes, slag inclusions, or lack of uniformity in the heat treat- 
ment. These two conditions require two types of testing. 

The usual method of testing steel and steel products consists in the 
examination of a limited number of representative pieces. The test 
is frequently destructive so that the material is no longer usable for 
commercial purposes; this is particularly true of the tensile test,.in which 
the specimen is ruptured. The Brinell and scleroscope tests make small 
indentations on the test sample and thus mar or even destroy the finished 
surface. The chemical test is destructive of the entire portion tested. 
Many of the routine tests determine the characteristics of only a small 
portion of the sample tested. 

In an effort to devise means of testing that do not have these objec- 
tions, several other physical characteristics have been investigated in 
the hope that they may show sufficient differences to discriminate be- 
tween the various grades of commercial material and of such a nature 
that they may be measured without excessive difficulty. Investigators 
have, therefore, subjected steel to the action of the X-ray; the above 
measured properties, in general, may thus be de termined without destroy- 
ing the test material. In certain cases, the physical differences measured 
in this way are of sufficient magnitude to discriminate between the usual 
grades of commercial material. An objection to the optical method is 
that it requires a special machined reflecting surface and, furthermore, it 
determines only the characteristics of the surface of the material. The 
examination of the effects of the X-ray, the electrical resistance, the 
thermal electromotive force, and the magnetic characteristics give values 
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that are a measure of the entire material under examination. The 
X-ray examination is limited to materials rather small in size. Elec- 
trical resistance calls for an elongated specimen. The thermal electromo- 
tive force requires that the specimen be heated to some extent. The 
optical and electrical tests are based on a single variable or, at most, 
only a limited number of variables. 


Tur MaGnetic TEST 


The magnetic test fulfils most of the requisites of an ideal test method. 
It is non-destructive of the test material, and may be applied to every 
piece of material in question. The complete magnetic examination of 


Fig. 2.—DEFECTOSCOPE SUITABLE FOR EXAMINATION OF DRILL ROD. AT THE 
RIGHT ARE THE ROLLS FOR DRIVING THE TEST MATERIAL THROUGH THE SOLENOID 
AND BACK OF THE ROLLS IS THE DRIVING MOTOR. AT THE CENTER OF THE MAG- 
NETIZING SOLENOID IS A DETECTOR COIL SIMILAR TO THOSE SHOWN IN Fia. 4. 


a piece of drill steel is divided into two parts: the location of regions of 
weakness, where failure is hable to occur, and the estimation of the 
average nature of the material as resulting from its composition of heat 
treatment. The location of regions of weakness is determined by 
means of the magnetic defectoscope, shown in Fig. 2. The operation 
of this instrument is based on the fact that the amount of magnetic 
leakage from a bar in a magnetic field is strongly influenced by the 
presence of inhomogeneities in the steel. 

We may recognize six elements in the magnetic defectoscope. First, 
the bar must be magnetized. In the general type of apparatus under 
discussion the magnetization is effected by a relatively short solenoid 
energized by a direct current of such value that the magnetization of 
the specimen is carried well beyond the knee to the induction curve. 
The second element is the means for detecting magnetic variations in 
the bar. This detector consists of two test coils having the same num- 
ber of turns and surrounding the specimen. The magnetizing solenoid 
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and the detector are rigidly connected together and are given a relative 
motion along the length of the specimen by means of a suitable motor, 
which forms the third element of the system. As the detector occupies 


Fig. 3.—FRONT VIEW OF CAMERA, CONTROL BOX, AND GALVANOMETER FOR DE- 
FECTOSCOPE. GALVANOMETER MUST BE OF MODERATE SENSITIVITY, FAIRLY RAPID 
PERIOD, AND OVER DAMPED. THE MOTOR BETWEEN CONTROL BOX AND CAMERA 
BOX DRIVES CAMERA FILM DOWNWARD AT RIGHT ANGLES TO SLIT THROUGH WHICH 
THE SPOT OF LIGHT FROM THE GALVANOMETER IS REFLECTED. 


Fig. 4.—TEST COIL AND MOUNTING SUITABLE FOR A SMALL ROD OF DRILL STEEL. 


different positions along the length of the test material, it is threaded by 
an induction, which depends on the nature of the corresponding region 


of the specimen. If the specimen is not quite uniform, the magnetic 
vou. Lxvi.—Sl. 
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induction threading one of the coils of the detector is different from the 
magnetic induction threading the other coil. The result is that the elec- 
tromotive force generated in one of the test coils is different from that 
generated in the other. Consequently the small differential electro- 
motive force is impressed upon the detector system every time it passes 
over the magnetic inhomogeneity. The double test coil is used in order 
to eliminate the effect of any electromotive force that might be induced 
by variations in the source of magnetomotive force. We are thus able 
to use as our source of magnetizing current the ordinary commercial 
direct-current power circuit. The fourth element is an indicator, which 
must be responsive to the small electromotive force developed in the 
detector coils. For this purpose we find it convenient to use a heavily 
damped D’Arsonval galvanometer of short period. The indication 
given by the galvanometer is recorded by the fifth element of the equip- 
ment. The recorder is essentially a photographic film caused to move 
uniformly across a small slit through whose opening a spot of light is 
reflected by the galvanometer. The sixth, and last, element is the 
control box, which contains all the necessary electrical switches, rheo- 
stats, and instruments. 

The test determines the uniformity of the bar along its length. It 
does not, however, indicate whether the bar is uniformly hard or uniformly 
soft. In other words, a perfectly uniform bar of hardened steel will 
give the same indication for uniformity as a perfectly uniform bar of 
annealed steel. To determine the nature of the steel, we measure one or 
more of its specific magnetic properties in some type of magnetic per- 
meameter. Investigations are now in progress to determine the specific 
magnetic characteristics that will give the most information concerning 
its mechanical characteristics and also the most desirable type of instru- 
ment with which to measure these magnetic characteristics. A com- 
mittee of the American Society for Testing Material has this matter 
under active investigation and specific proposals may be expected from 
this committee during the next few months. 


Macnetic REsuuts 


Rods examined magnetically at the beginning of the accelerated 
service test showed some very interesting results. Initially, the test 
rod shows only relatively minor irregularities. In service test, magnetic 
irregularities develop in regions corresponding to places of maximum 
alternating stresses. The magnetic irregularities thus developed in- 
crease in prominence as the test progresses. These modified regions 
are symmetrically arranged along the length of the rod and correspond 
to a vibration of the sixth overtone. In each of the two rods that broke 
under service, the break occurred in one of the regions indicated by the 
magnetic test. : 
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Fig. 5.—TYPICAL RECORDS OF DRILL-ROD STEEL. A. PERFECT SPECIMEN; 
B. STEEL HAS BEEN STRAINED AT (a) AND HAS A MECHANICALLY PERFECT 
THREADED JOINT AT (b); C. SHows A NORMAL HARD spoT aT (c); D. STEEL 
CONTAINING MARKED IRREGULARITIES. 


2 «Broke Here 
8 
£ pBroke Here 3 
As 
Ge 
ra 
\& 
x 
tv] 
= 
fe) 
5 
= i Bent 60 and 
fe) Straghtened 
Oo Bent 45 °and 

Straghtened 

BarA Bar B 


Fic. 6.—MAaAGNETIC EXAMINATION OF PIECE OF STEEL BEFORE AND AFTER 
BENDING; POINTS OF RUPTURE WHEN STEEL IS TESTED IN A TENSILE MACHINE ARE 


INDICATED. 


Fic. 7.—A. IDEAL CURVE SHOWING EFFECT OF A MECHANICAL DISCONTINUITY; 
B. ACTUAL CURVE SHOWING REGULAR STRAINS INDUCED IN STEEL RAIL THAT HAS 


BEEN RESTING ON SPECIAL TIES. 
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In Fig. 5, A is a typical magnetic record of a commercially perfect 
bar of steel. In B are shown two defects into a bar of otherwise 
perfect steel. At (a) is shown the result of bending steel through a sharp 
angle and restraightening. (b) is a typical effect observed when two 
pieces of steel are threaded end to end. C and D are the records 
of two steel drill rods. At (c) appears a marked irregularity due to a 
local hard spot in the rod. The other slight irregularities in C 
represent the normal variations that may be expected in the average 
piece of steel of fairly good quality. The variations of D are such as 
may be expected in drill steel of inferior grade. 

In Fig. 6 are shown two rather interesting records taken on tool-steel 
bars both before and after they had been stressed beyond the elastic 
limit. The bars were finally brokén in a tensile machine. In each case 
the fracture occurred in the region of marked magnetic inhomogeneity. 

In Fig. 7, A is the characteristic form of record that indicates a 
complete discontinuity or a large flaw in a bar of steel. The record of the 
rail shown in B was taken some years ago and is probably the first com- 
plete evidence of the fact that strains are introduced into the rail due to 
the spacing of the ties in connection with service conditions. 


RECLAMATION OF DEPRECIATED STEEL 


We are all familiar with the fact that steel experiences a structural 
fatigue after it has been called upon to resist repeated stresses for a 
given length of time. We believe that it is possible for steel to recuperate 
from such fatigue. There is some evidence that the mere freedom 
from applied stresses will permit the steel to recover, at least in part, its 
original strength. We have been told that when steel has been heated 
to a given temperature and subjected to the action of an electric current 
it becomes rejuvenated. We are also told that the simultaneous heating 
and magnetizing of steel tends to remove the effects of fatigue. It is 
my experience, which I believe is in accord with the experience of many 
others, that heat alone will remove the potential weakness resulting 
from continued service. Our knowledge on this subject is quite vague 
although the beneficial effects of heat treatment are generally supposed 
to require heating above the critical temperature. This heat treatment 
corresponds to annealing. My belief is that recovery from fatigue may 
be expected to result from cessation of alternating stresses for any 
length of time, with the material at any temperature. The degree of 
recovery is increased by extending the period of recuperation and increas- 
ing the temperature of the fatigued specimen. A quantitative experi- 
mental study of the degree of restoration and the conditions under which 
the restoration occurs would form a valuable contribution to technical 
science, 
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R£EsuME 


While this investigation is far from being completed the results thus 
far obtained seem to indicate that the magnetic defectoscope will render 
a threefold service to the users and manufacturers of drill steel. It will 
indicate the existence of fatigue in the materia}; it will show the location 
of these fatigued regions; it will indicate whether efforts to reclaim the 
material have been successful. 
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Abstracts of Papers Presented in Drill Steel Sessions* 
New York Meeting, 1921 


INVESTIGATION oF Fatiaue or Merats UNDER STRESS 
By H. F. Moorz,t M.M.E., Urspana, Itt. 


WE have studied the simple case of repeated stress, without con- 
sidering impact, which might bring in' other factors. This investiga- 
tion has shown that steel under repeated applications of stress, reversed 
from positive to negative, will not fail below some fairly clearly defined 
limiting stress that, so far we can see, does not bear any definite relation 
to the ordinary elastic limit, being as large as the elastic limit in some 
cases and about one-half the elastic limit in others. 

According to one theory, fatigue is the result of changes in crystal- 
line structure by repeated stress. I do not know of any evidence in 
favor of this theory. The crystals are broken under repeated stress. 
According to Bauschinger, under repeated stress some inherent property 
of the material changes its elastic limit; possibly some property of the 
amorphous cement between the crystals. A third theory is that all 
fatigue of metals is the result of the spread of damage from little localized 
overstresses. While I do not feel justified in accepting the last theory 
rather than the second, I have yet to run across a case of failure of steel 
or other metal, either in the laboratory or in service, that could not be 
explained by the gradual spread of damage from some nucleus. 

We have found, for example, that it is possible to subject a homogene- 
ous steel, like Armco iron or a 0.90 per cent. carbon steel, that has been 
thoroughly annealed, to one hundred million reversals of stress as high 
as the elastic limit of the steel with no sign of failure. On the other 
hand, a complex structured steel, like a chrome-nickel steel that has 
been hardened with very little drawing, will fail at a stress about 58 
per cent. of its elastic limit. Between these two we get a variety of 
results. 

In the steel work of any building, there are undoubtedly many 
thousands of places where structural damage was done—where riveted 
members were bent into place cold and where the rivets were fitted with 
drift pins, etc. Locally the steel in the building was stressed beyond its 
yield point in many places. These little localized overstresses do no 
damage at all; the building is entirely safe. But if this building were 
subjected eight or ten times a day to a mild earthquake, these little 
localized overstresses might be nuclei from which damage would spread 


* Abstracted from Mining and Metallurgy, Nos. 174-176. 
t Professor of Engineering Materials, University of Illinois. 
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and eventually we would have trouble. That is, these little localized _ 
_overstresses may not be important if the structure is loaded a few times, 
but may be important if the structure is loaded many thousands of times. 

The existence of localized stress has been demonstrated by direct 
experimentation with delicate extensometers by the elaborate investiga- 
tions of Coker. Localized stresses four, five, and six times those that 
we would get by the ordinary laws of mechayics exist in most of our 
structures. These stresses, ordinarily, under steady load do no damage 
but if they are repeated many times may start progressive failure. 

So far, we have seen no failure that could not be explained by localized 
high stress at a nick, a crack, a point where one heat treatment stopped 
and another began, or where there was local faulting, or any one of a 
dozen causes. In the case of drill rods, the actual distribution of stress 
must be different from that which any mathematical analysis could 
predict. It would seem that the spread of damage from the localized 
overstresses, so far as we can see now, explains the phenomenon known 
as fatigue. 


THe Iprat Drinti STEEL 
By FRANK H. Kinapon 


The essential qualities of a drill steel are: (1), It must be easily forged; 
(2), the forged bit end must permit easy heat treatment to obtain hard- 
ness to resist chipping; (3), the bar or body must be stiff to resist bending 
or twisting and yet tough to resist shock and vibration, with resulting 
breakage, (4), the forged shank end must be easily heat treated to obtain 
hardness with great toughness. 

Minor requirements are that the bit and the shank are in alignment 
with the body; that the shank is of the proper shape and length and the 
shank collar or lugs of the proper diameter and length; that the hole is 
free from obstruction; that the striking end of the shank is flat and square; 
that the bit is of the proper shape, with the cutting and reaming edges 
formed full and to the required size; that the reaming edges are concen- 
tric with the axis of the steel, and that there are no sharp corners at the 
shoulder where the bit blends into the body. 

The essential qualities of a bit, are: That its shape be such that maxi- 
mum cutting speed can be maintained for as great a distance as possible 
before wear of the gage and cutting edge reduces the speed of penetra- 
tion to a point where a change of steel is made necessary; that the size 
or diameter of the drill hole corresponding to the gage of the bit can be 
maintained with the least possible reduction as the depth of the hole in- 
creases, and that the bit can be correctly and readily formed and heat 
treated. The following features of bit design require attention: Shape, 
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total length, and angle of cutting edge; length and area of reaming edges 
or surfaces; size and shape of clearance grooves for ejection of cuttings, 
and length and angle of wings and manner in which they are blended into 
the body of the steel. 
The longer the cutting edge the greater the amount of rock cuttings 
per blow, assuming that the cutting edge remains sharp enough for the 
conditions. The dulled or blunt edge, besides decreasing the penetration 
per blow, lessens the cushioning effect, causing the drill steel to rebound 
from the rock. In a radial cutting-edge bit the most work is done 
at the extreme cutting and reaming edges; therefore the only way to 
improve this condition is to shape the cutting edge so that the work is 
evenly distributed throughout its length and the extremities of the cutting 
edge have suitable reaming surfaces properly tapered back to improve the 
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Fra. 1.—DovBLE-ARC, DOUBLE-TAPER BIT. 


wearing qualities of the gage. So far as I know the only bit that 
approaches the ideal bit is the double-arc, double-taper bit; Fig. 1 shows 
its characteristics. 

The potentiometer system is the most reliable temperature-reading 
system for the drill-steel hardening shop. The furnace should be so 
constructed that it can be used for heating for forging and tempering. 
The burner should be placed so the flame does not hit directly on the 
metal; for continuous work the maximum heat zone should be at the 
end from which the drill.steel is withdrawn; the pyrometer or thermo- 
couple should be installed in this end. 

In heating, a neutral or reducing atmosphere should be maintained 
to prevent scaling and decarburizing. The steel must be heated evenly 
and uniformly; too rapid heating may develop checks or cracks, and too 
slow heating may cause soaking, which tends to enlarge grain growth 
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For hardening, the steel should be heated just above the critical tempera- 
_ ture, as a properly forged steel quenched from this heat has some tough- 
ness, with maximum hardness and density. The quenching bath should 
be kept at approximately a constant temperature. In drawing or 
tempering, longer time periods at lower temperatures are better than the 
shorter periods at higher temperatures. 

A recent questionnaire brought out the following facts: The double- 
arc, double-taper bit and cross bit give the best service; resharpening of 
the drill steels most frequently was caused by wear of gage; chipping 
of bit was, with one exception, the second cause; breakage of shank was 
with one exception, the third cause; upsetting of bit, upsetting of shank, 
and breakage of body were the fourth cause. The direct cause of the 
necessity of resharpening given was poor heat treatment first, and faulty 
steel and severe rock conditions second. 


Rock-DRILL STEEL 
By N. B. HorrmMan 


Much of the drill steel produced in America is manufactured into 
hollow rods. After all forging has been finished the entire bar should be 
thoroughly annealed and heat treated before the point is hardened and 
tempered, at least where the drill has heavy duty, such as working in 
deep holes and hard rock. 

A large number of tools of like character and doing work requiring 
similar properties are now being made of alloy steels; for instance a steel 
with a carbon content of 0.75 to 0.85 per cent., manganese 0.25 to 0.35, 
phosphorus under 0.020, sulfur under 0.030 and vanadium 0.18 to 0.23 
has proved very satisfactory for chisels. A steel of this type properly 
manufactured will be far superior to the ordinary carbon steels, while at 
the same time is one whose price range should not prove prohibitive. 
Much of the cutting efficiency of a drill depends on proper heat treat- 
ment. This vanadium steel has a far greater safe hardening and forging 
range than ordinary carbon steels, making it more nearly foolproof. It 
will harden nicely at 1400° F. but will also harden well and satisfactorily 
at 1550° F. retaining its quality of hardness and toughness in either case. 


Dritt STEEL FROM HoLLow INGoTS 
By P. A. E. ARMSTRONG 


Hollow drill steel is made from a drilled billet with a sand-filled core 
or the drilled, pierced, or the drilled and pierced billet, not sand-filled, 
is rolled down over a projectile or ball much the same as in ordinary pipe 
manufacture. The first is the method generally used in this country; the 
second is used largely in Sweden. Swedish hollow drill steel has a 
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world-wide reputation for excellency, but steels made by other methods 
are efficient. : 

In the Swedish material the hole is badly decarburized by the method 
of manufacture; the extent of this decarburization varies in bars of 
different makes. Nothing that can be discerned microscopically or by 
analysis proves this steel to be superior to hollow drill steel of good 
manufacture made by methods that prevent decarburization of the hole. 
Hardened bars with this decarburized hole do not become so intensely 
hard on the inside, neither are they so prone to crack. The mild 
steel or decarburized iron inside the hole acts as a damping effect when 
hardening is produced. The thicker the decarburized zone, the less will 
be the hardness. To harden right across the cross-sections alloy steels, 
which have a greater lag to transformation, must be used. 

Hollow drill steel made by casting the metal around a tube and 
mechanically working the hollow ingot down to the required size (filling 
the hole with sand and later removing it after rolling) will have an artifi- 
cially produced equivalent decarburized core which will be free from any 
such tendency toward splitting and driving in radial cracks. The sur- 
face of the inside of the tube will be comparatively smooth, giving a 
uniform cooling rate to the inside of the bar, again reducing the tendency 
for a radial crack to start. 

Segregation must occur in all steel solidification and is responsible for 
a certain mechanical weakness in the finished bar. The segregation will 
be concentric with the hole and its maximum occurrence is about midway 
between the exterior of the ingot and the tube wall. As this area is 
large in circumference, comparatively speaking, the segregation is 
comparatively small because the distance between the tube and the 
ingot mold is small. This thin layer of segregation will be most noticeable 
at the top of the ingot. It can have, at most, little effect on the bar, as 
the segregates do not, under any circumstance, creep through to either 
the exterior or the interior wall of the ingot. Segregation is not removed 
in billets pierced from soiled ingots and is only indifferently removed in 
drilled billets. Even if segregated impurities are removed by using only 
the butts of the ingots, and drilling the billets, there is still carbide segre- 
gation to contend with. This will run in straight lines parallel with the 
wall of the ingot or the line of freezing. The inside of the hole of a 
drilled billet must, therefore, necessarily be the weakest place in the 
billet, resulting in a weak bar. Progressive fracture is easily started 
from one of these many sources of weakness. 

In a general way the smaller the ingot, the better the steel. In 
a small ingot, the crystals are not large, the crystallites not far-reaching, 
and the speed of cooling fairly rapid. Crystallites are also apt to have a 
uniform direction for some distance, depending on the temperature and 
the speed of cooling. If the steel is cast hot and quickly enough, a 
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fractured ingot will show a complete diagonal structure. If the tem- 
perature is lowered, the equi-axed zone is larger and the pine tree growth 
is less. A small ingot, though, is prone to this columnar structure, even 
though the casting temperature is kept down. 

The speed of cooling after solidification is slower in the hollow ingot 
than in the solid, therefore the granulation, which takes place after the 
crystals have formed from the liquid metal,tis apt to produce larger 
grains than in the solid ingot. This is not a detriment. The original 
crystal size is of much more importance. -The.size of the grains due to 
this granulation constantly varies in response to mechanical work and 
subsequent heat treatment. 

Surface weakness, as shown by seaming and checking on the exterior 
when working or by cracking in hardening, is in some measure the result of 
the surface stresses of the ingot when cast. The temperature of the 
ingot mold or speed of freezing of the exterior of the ingot is of great 
importance and much seamy and cracked steel is caused by a too quickly 
cooled skin. Ingots that are turned or milled all over will not seam very 
much in working, in fact they are practically free from seams, whereas 
an ingot rolled without a preliminary machining operation is full of seams 
and cracks, some long and some short. 

It has been said that these short seams and cracks in the surface of the 
bar are the result of elongated depressions in the surface of the ingot and 
that if an ingot is cast very smooth it should give fewer surface defects. 
This is partly true, but an ingot cast very hot and having a very smooth 
skin will crack and seam very badly in the mill, as will the surface of an 
ingot poured very cold, which is very crinkly, because of the low tem- 
perature of the metal. The cause of the cracks and seams in one is not 
the cause of the cracks and seams in the other. 

The tube method of hollow drill steel manufacture is superior to the 
older method because of: (1) Greater freedom from external and internal 
straining; (2) the inherent small crystal size; (3) absence of harmful 
segregation, resulting in weakness of wall of hole. (4) less liability for 
steel to crack in inside of hole during forging or hardening; (5) toughening 
effect, arising from mild steel wall of hole limiting the intense hardening 


on quenching. 


BREAKAGE AND HEAT TREATMENT OF ROCK-DRILL STEEL 
By A. E. Perkins, Pirrspuran, Pa. 


Actual figures showing the superiority of one section or another are 
difficult to obtain. In a given size of steel, however, the cruciform sec - 
tion shows the most breakage; it is inherently a weak section. It contains 
less steel per foot than any other standard section of the same size and 
when rolled the wings tend to cool off setting up cooling stresses. 
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The best steel for a fixed set of conditions is the steel that will with- 
stand the duty imposed upon it without undue breakage and will with- 
stand the abrasive action of the rock with the least amount of wear. 
Low-carbon steel will stand more abuse by the blacksmith and will lend 
itself more readily to welding than steel embodying a greater percentage 
of carbon. Under the average conditions the following specifications 
are right for straight carbon drill steel: 


PER 

Perr Cent. Cent. 
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In buying drill steel one must not rely too much on chemical analysis 
for the quality of a steel that must be hardened and tempered depends 
far more on the process of manufacture and the character of the workman 
than on the chemist. 

The points that make for maximum service from drill steel may be 
summarized as follows: 

Never heat either the bit end or the shank end, preparatory to forging, 
higher than 1600° F. Ninety-five per cent. of the trouble underground 
is the result of overheating in forging or in tempering or both. 

Always leave the steel in the furnace long enough to insure its being 
heated uniformly and thoroughly; but steels lying too long in the fire, 
especially when not turned, are liable to show soft spots in hardening. 

Quench at the critical temperature on the rising heat. 

When tempering shanks heat treat for 2 in. below the lugs or collar. 
Density and toughness provide wear-resisting qualities, while hardness, 
except on the extreme outer surface, is not essential or desirable. 

Hither keep the heated tool moving about in the quenching bath or 
keep the bath agitated. — | 

Watch the drill-sharpening machine for worn dies and dollies. 

Watch the air pressure at the sharpening machine; most sharpeners 
should have at least 80 lb. at the machine. 

Keep the chuck bushing and the drill shank up to size. 


DRILL-STEEL SHARPENING 
By Cuarence M. Hateut, Franxuin, N. J. 


The general practice in drill sharpening shops, of which descrip- 
tions have been written, is about as follows: The bit is heated to 1600° 
to 1900°F, Then when forged to the proper shape and size in the 
sharpening machine, the steel is allowed to cool; it is then passed to a 
hardening furnace where only the end is heated to about 1450° F., and 
then quenched in cold water, brine, or in brine with oil on top. 


i  —— —— — 
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If the assumption is true that steel retains the grain size that corre- 


~ sponds to the highest temperature to which it has been subjected, there 
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Fie. 1.—STEEL AS TAKEN FROM THE FIRE. A, NORMAL SIZE; B, SECTION OF CHANGE 
FROM NORMAL SIZE TO 1800° F. sizn; C, size at 1800° F., 4 mn. Lona. 


is a condition in the bit and shank that, perhaps, is detrimental for the 
best service from the steel. 


ee 
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Fic. 2.—STEEL AFTER ForRGING. A, Bann C asin Fic. 1. D, size oF GRAIN aT 
1600° F., 3 IN. LONG FROM HAMMERING; THIS LEAVES C ONLY | in. LONG WITH A SECTION 
OF CHANGE BETWEEN C AND D. 


For the sake of clearness let the following assumptions be made: 
That the forging temperature is 1800° F. but that the forging operation 


Fic. 3.—STEEL AFTER HARDENING. A, B, C anv D asin Fic. 2. E, section or 
CHANGE FROM 1600° F. GRAIN SIZE TO NORMAL GRAIN SIZE, F’, NORMAL GRAIN SIZE IN 
HARDENED PORTION; D HAS BEEN REDUCED IN LENGTH BY E ann Fy 


reduces the grain size to a size corresponding to that produced at 1600°; 
the grain size desired is that produced at 1450°. 
If the bit is originally heated for 4 in. back from the cutting edge, 
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the hammering effect acts only to a point 3 in. back from the cutting 
edge, and the hardening heat extends back only 1 in. from the cutting 
edge. Then, as a steel is taken from the fire, the grain condition is as 
shown in Fig. 1. After the forging operation has been performed the 
condition shown by Fig. 2 exists. The heating operation to harden the 
cutting edge produces the effect shown in Fig. 3. 


ats 


Fic. 4— ConpITION DESIRED WHEN STEEL IS READY FOR USE, 


The questions that naturally arise are: Will the cost of the extra heat 
treatment necessary to change this condition (annealing) be more than the 
saving that may be effected in the drill steel or will the extra heating be 
an economical as well as a wise thing to do? Is this condition necessarily 
detrimental to the maximum service of the drill steel? Can this anneal- 
ing action be obtained in the hardening heat by heating more of the bit, 
say at least 5 in., to the hardening temperature but quenching only the 
end of the bit by a shallow immersion? 


SHort RocK-DRILL STEELS RECLAIMED By WELDING 
By W. T. Osrr, Lynn, Mass. 


Experimental tests by the Thompson Company have shown that short 
lengths of rock-drill steels may be reclaimed by electric butt welding. 
The drills used in the experiments were hollow drills 114-in. in diameter 
containing 0.95 per cent. to 1.05 per cent. carbon. 

The ends to be joined must first be ground off_fairly square and the 
greater part of the rust, scale, etc. removed for 3 or 4 in. back in order 
to insure good electrical contact with the dies of the welder and counter- 
sunk, with an 80° countersink, approximately 14 in. The steels are then 
clamped in the copper dies of the welder, so that a length projects from 
the inside edge of each pair of dies equivalent to from one-half to three- 
quarters the diameter of the drill. The drills should also be brought into 
accurate alignment. 

The first step is to bring the ends into close proximity and then close 
the primary circuit of the transformer, slowly bringing the steels together 
until their ends lightly touch, when they will “flash,” that is, minute 
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particles of molten steel will fly off. The circuit should be kept closed 
_ and the ends of the steels slowly forced together until the ends are 
“flashed” off square and are in even contact around the entire periphery. 
Usually, if the ends are properly prepared, a forward movement of about 
46 in. of right-hand steel will accomplish this. Do not “flash” too 
much or the water hole will become clogged. 

At the end of the flashing movement a quitk forward movement will 
bring the ends of steels into solid contact and stop the flashing. Now, 
with little or no added pressure on steels, allow the joint to reach the 
welding temperature, when instantaneous and heavy pressure should be 
applied and the steels forced together, completing the weld. 

A flux of plain powdered borax is sometimes used but it is not abso- 
lutely necessary, though it is reeommended. 

The question of removing the “upset” at the weld is one for the user 
to decide; the greater the amount of this upset that can be retained, the 
stronger the bar at that point. Every weld should be properly heat 
treated to relieve any locked-in stresses and to refine the grain structure. 
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Hennen Jennings 


HENNEN JENNINGS was born at Hawesville, Ky., in 1854. His 
father had settled in that place in 1853, having gone thither with the idea 
that the coal resources of the central states were destined to be of great 
industrial importance and having made up his mind to participate in 
their development. This family association with an important branch of 
the mining industry without any doubt was an influential factor in 
determining the career of the son who was born in the following year. 
Another influential factor was the friendship existing between the 
Jennings family and the Smith family, the latter living on the other side 
of the Ohio river in Indiana, and being also interested in coal mining. 
Hamilton Smith, the son of the latter family, was a good many years older 
than Hennen Jennings, but the latter as a boy knew him well, looked 
up to him, and contemplated following in his footsteps. Thus, it was 
but natural that Hennen Jennings after completing his preliminary 
education was attracted to mining and went to the Lawrence Scientific 
School at Harvard University. There he met Prof. N. S. Shaler, the 
distinguished geologist, who was a potent influence in shaping the 
careers of many American mining engineers at this time. Professor 
Shaler had had practical experience in the development of mineral 
resources and had acquired an outlook far broader than the merely 
academic, and, moreover, was gifted with the ability to impart. this, 
together with his own enthusiasm, to the students who came under him. 

Hennen Jennings was graduated in civil engineering from the Law- 
rence Scientific School in 1877. He proceeded immediately to California 
to take a position on the staff of the North Bloomfield mine, a famous 
hydraulic mine of that time, and was employed at the Bowman dam. 
The direct inspiration for this venture was his previous acquaintance 
with Hamilton Smith, who was then the president of the North Bloom- 
field company, and its consulting engineer. H. C. Perkins was the 
general manager and Hennen Jennings became his assistant. Thus 
began a friendship that was life-long. I may pause here to remark that 
all of the friendships of Hennen Jennings were life-long and it was largely 
owing to his quality of inspiring such friendships that his success in life 
was so distinguished. 

Having remained for some time at the North Bloomfield mine, Hennen 
Jennings left to go to the New Almaden, as assistant to Ross E. Browne, 
who was then the surveyor of that property. After some years at the 
New Almaden he returned to the North Bloomfield as assistant manager, 
under H. C. Perkins. Leaving that position he went to the Ruby mine 
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in Sierra county, a channel gravel deposit whereof he instituted the 
development, his friends Smith and Perkins being associated with him as 
stockholders in the company. After a while Mr. Smith made up his 
mind that the outlook for the property was not good and that it would 
best be abandoned. Mr. Jennings, however, having perfect confidence 
in his own judgment, even against that of Mr. Smith, bought Mr. Smith’s 
shares and continued the exploitation of the deposit until it was worked 
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out, achieving a brilliant success not only for his reputation but also 
materially, this being the first mining operation in which he acquired 
substantial financial returns for himself. 

The Ruby mine having been worked out, Hennen Jennings went back 
to the New Almaden, this time as superintendent. It was at about this 
time that he met Miss Mary Coleman, daughter of J. C. Coleman, owner 
and manager of the Idaho mine at Grass Valley. He married her 
in 1886, and she survives him, together with two children. His last con- 
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nection with the New Almaden mine was not very long, for in 1887 he was 
summoned to take charge, as manager, of El Callao mine, in Venezuela. 
El Callao was a famous gold mine that had been turned down by the 
Rothschilds upon the advice of Hamilton Smith, who regarded the 
price asked for it as being unreasonable, but the Venezuelan owners 
were so much impressed by Mr. Smith that they asked him to select a 
manager for their property and he first sent H. C. Perkins. Mr. Perkins 
being obliged to leave it, Hennen Jennings was dispatched thither as his 
successor. El Callao was famous not only for itself, but also as being the 
nest whence the American engineers fléw when they were called upon 
to institute development of the gold mines of the Witwatersrand. From 
El Callao went H. C. Perkins, Hennen Jennings, George E. Webber, 
Barry Searles, Louis Seymour, A. M. Robeson, and George Poore. It 
was owing to Hamilton Smith having become interested in the Wit- 
watersrand, in behalf of his clients, that he summoned the members of 
his old staff. 

Hennen Jennings first went to South Africa as consulting engineer 
for the group of mines controlled by H. Eckstein, with which house he 
remained for 10 years. While in that capacity he displayed the qualities 
that had previously distinguished him but were now enhanced by his 
riper experience. These qualities were fundamentally his loyalty to the 
men working under him, and reciprocally and naturally their loyalty 
to him; his hospitality to new ideas; and his sound judgment with respect 
to whatever he was called upon to do. Hennen Jennings was distinctly a 
well-balanced man, one who was able judicially to weigh evidence and 
never was in any danger of being carried away by wild ideas, or being 
misled by will-o’-the-wisps. 

Soon after Hennen Jennings arrived on the Rand, James A. Mac- 
Arthur and J. H. Cordner-James came out with the MacArthur-Forrest 
cyanide process and built a plant for its exploitation at the Salisbury 
mine. Hennen Jennings became interested in this, had visions of its 
possibilities, and with his assistants spent days and nights at the Salis- 
bury mine, studying the operation of the process. Having made up his 
mind that it was destined to be a metallurgical and commercial success 
he advised his principals to go into it, which report led to the erection of 
the first big cyanide plant on the Witwatersrand, this being at the 
Robinson mine. 

Another very important idea that Mr. Jennings quickly assimilated 
was that of picking out by hand the waste rock that was inevitably broken 
with the ore in mining the thin veins of the Rand. This was first sug- 
gested by Harry John of the Ferreira mine. Mr. Jennings quickly 
perceived the merit of the idea and put it into practice on a large scale. 

Either of these innovations would have been sufficient to establish 
his reputation, even if he had done nothing else, but the genius of Mr. 
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Jennings indicated greater things. He was fortunate in possessing an 
analytical mind and had a strong tendency toward economics. These 
faculties enabled him to see things in their broad perspective and led him 
to direct his attention to the major problems. He could leave safely 
the details of administration to his colonels and captains who were bound 
to him by the magnificent feelings of loyalty that he inspired. This left 
him free, as the general, to plan and execute the big campaigns. One of 
the first things that he saw, once he had familiarized himself with the 
conditions of the Witwatersrand, was the economic advisability of enlarg- 
ing the scale of operations. At that time the 20-stamp mill was about 
the standard of practice. Hennen Jennings became convinced that these 
ore deposits were of unparalleled magnitude and extent and were capable 
of exploitation upon the biggest scale that the boldest imagination 
indicated, and he possessed such an imagination. He was one of the 
first, moreover, to grasp the idea that a mine is a wasting asset and that 
its present value, anyway in the case of a gold mine, is increased by 
speeding up the rapidity of exhaustion. In this he anticipated the 
principles that were subsequently formulated so lucidly by Hoover. 

Mr. Jennings had a hard time and many long fights in convincing 
his principals of the soundness of his views, but eventually he won, and 
he was able to carry out his plans for mining and milling on a gradually 
increasing scale, so that by the time he left the Witwatersrand the stand- 
ard of milling operations had risen to about 240 stamps per unit. 

While in South Africa Mr. Jennings by no means confined himself to 
the narrow field of his own work. Then, as subsequently in his dis- 
tinguished career, he was animated by the desire to do general good and 
he gave freely of himself to public affairs. He was greatly interested in 
the subject of technical education and believed that every country 
should supply its own technical men. He foresaw the time when the 
American engineers would leave the Witwatersrand, their services 
being no longer required and their places being taken by men developed 
locally. He assisted generously in such development. He sat on two 
commissions that considered this problem, and he and Theodore Reunert 
were mostly responsible for the establishment of the South African 
School of Mines, at Johannesburg, about 1903. Mr. Jennings was also 
greatly interested in the formation of the South African Institution 
of Engineers, and was its first president. 

Hennen Jennings remained with H. Eckstein & Co. until 1897, being 
consulting engineer for the Robinson, Ferreira, Crown Reef, New Heriot, 
City & Suburban, Village Main Reef, New Modderfontein and other 
mines. In 1897 he went to London, becoming consulting engineer for 
Wernher, Beit & Co. He went out to South Africa again in 1902, return- 
ing to London in 1903. While living in London, during this period, he 
was honored by election, in 1903, to the presidency of the Institution of 
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Mining and Metallurgy, and was the only American ever thus honored. 
In 1904 the gold medal of the Institution was awarded to him “in recog- 
nition of his services in the development of the mining industry in South 
Africa, in improving the status of the mining and metallurgical professions, 
and in the cause of mining and metallurgical education in London and 
South Africa.” Maintaining his interest in technical education, he was 
appointed a member of the departmental committee, appointed by the 
Government, that studied the Royal School of Mines, to consider in 
what manner the staff buildings and appliances might be utilized to the 
fullest extent for the promotion of higher scienfific studies and to report 
on any changes necessary to carry out the recommendations that should 
be made. The report of this committee was adopted and greatly 
increased the scope and usefulness of that ancient and honorable 
institution. 

Hennen Jennings retired from his connection with Wernher, Beit & 
Co. in 1905 and in 1906 returned to America, establishing his home in 
Washington. While in South Africa he had added substantially to the 
fortune that he had started while still a young man in California, and 
in taking up his residence once more in his native country he retired from 
active practice. He did not, however, cease all activities, for he became 
consulting engineer for the Conrey Placer Mining Co., operating gold 
dredges at Ruby, Mont., in which he and some of his friends were 
interested; but the chief owner was the Gordon McKay Estate and 
eventually Harvard University. Mr. Jennings took up the work of 
directing this company largely from his desire to help his friend, Professor 
Shaler, and his alma mater. Now and then he accepted some profes- 
sional commission such as that of membership on the committee which a 
few years ago reported upon a plan for the consolidation of the Treadwell 
group of mines. In the main, however, he confined himself to public 
affairs. He accepted the chairmanship of the Division of Mining, 
Metallurgy, Economic Geology and Applied Chemistry of the Second 
Pan-American Scientific Congress, which sat in Washington, Dec. 27, 
1915, to Jan. 8, 1916, and contributed to that congress a scholarly paper 
on the “History and Development of Gold Dredging in Montana, with a 
chapter on Placer Mining Methods and Operating ,Costs,” which was 
subsequently published as a bulletin by the U. 58. Bureau of Mines. 
He also accepted an appointment as consulting engineer in the U. 8. 
Bureau of Mines. With the latter appointment he was made chairman 
of the committee selected by Secretary Lane to study the gold situation, 
and in that capacity he prepared and published a report that is a classic 
on the subject. Ever since his return to America in 1906 he had been 
thinking deeply about it and probably there was no other man in the 
United States capable of expressing such authoritative judgment. In 
this paper he exhibited powerfully the same tendencies toward economic 
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thought that had distinguished his career as a consulting engineer in 
South Africa. . 

Mr. Jennings maintained an unflagging interest in Harvard University 
and liberally endowed a scholarship there, the income from which was to 
be given to a student in engineering of ability, who had difficulty in paying 
his way through college. In 1918 his alma mater conferred upon him 
the honorary degree of master of arts, with the citation “ Hennen Jennings, 
an eminent consulting engineer, whose advice is sought in matters of 
great importance from San Francisco to London and from London to 
Johannesburg.” 

During the war Mr. Jennings was a member of the Platinum Com- 
mittee of the War Industries Board and was also associated with other 
committees that functioned in Washington. He was a member of all of 
the professional societies and his professional colleagues loved to honor 
him and would have signalized him by any preferment that he would 
have been willing to accept. His modesty, however, forbade his accept- 
ing much that his professional colleagues would have enjoyed doing. 
There was perhaps no man in the entire profession who was more honored 
in the hearts of those who knew him and those who knew of him. 

With respect to his friendships I have already spoken. That with 
H. C. Perkins lasted for more than 40 years, Mr. Perkins also having 
returned to America and also having established his home in Washington. 
A few days ago Mr. Perkins wrote the following: 


After an intimate acquaintance and friendship with Hennen Jennings for over 
40 years I wish to speak enthusiastically of him as one of the strongest men intellectu- 
ally and morally whom I have known. He was well grounded in the fundamental 
principles of his profession, and his methods in his work were sound and thorough. 
In his relations with others he was most kindly, humane and human. By his death 
the world is made poorer, and his friends have lost a very lovable companion. 


During the last two years Mr. Jennings’ health, previously robust, 
failed and for 14 months he was ill, but during this period of waning 
strength his clear and forceful mind never lost its power and continued 
to dominate, with patience, courage, and a firm hold upon the work that 
he hoped to resume. The end came without warning and without pain, 
March 5, 1920. W. R. Ingatts. 
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Irving A. Stearns 


TrvinG ARIEL STEARNS died at his home, 60 South River St. , Wilkes- 
Barre, Pa., on Tuesday morning, Oct. 5, 1920, of pneumonia, after an 
illness of about a month. : 

In his death, the Wyoming Valley loses one of its most eminent and 
best loved citizens, and the loss of so strong a participant in the activities 
of the Valley will leave a gap most difficult to fill. Despite his more than 
three score and fifteen years, Mr. Stearns, at the time of his death, was 
president of the Wilkes-Barre City Hospital, Wyoming National Bank, 
and the Wyoming Historical and Geological Society, chairman of the 
Board of the Vulcan Iron Works, and a director of the Spring Brook 
Water Supply Co., and of the Wilkes-Barre Lace Manufacturing Co. 

- Mr. Stearns came of New England stock, a descendant in the eighth 
generation of Charles Stearns who was admitted freeman in Watertown 
in 1646. Irving Ariel Stearns was born Sept. 12, 1845, in Rushville, 
N. Y., a son of George W. and Miranda (Tufts) Stearns. He was 
graduated from the Rensselaer Polytechnic Institute of Troy, N. Y., 
in the celebrated Class of 1868. 

After graduation, he was assistant professor of chemistry in charge 
of the analytical laboratory for a year, then went to Wilkes-Barre in 
1869, as engineer in the office of R. P. Rothwell, at that time the leading 
mining engineer of the region. From 1871 to 1872, he wassuperintendent 
of the McNeal Coal & Iron Co. of Schuylkill County, Pa. and in 1872 
succeeded to Mr. Rothwell’s business when the latter became editor of 
the Engineering & Mining Journal of New York. 

From 1872 to 1885, Mr. Stearns was in private practice as a mining 
engineer, handling a great amount of business in the anthracite region, 
including the building of the bridges at Shickshinny and Pittston, and 
the surveying and mapping of many of the individually operated mines. 
His practice extended throughout the country, with numerous examina- 
tions and reports upon mining properties in Pennsylvania, Virginia, West 
Virginia, Arkansas, Colorado, California, Wyoming, Idaho and Utah; 
he was responsible for.the design and execution of the Lehigh Valley 
Railroad Co.’s great Tifft Farm improvements at Buffalo, N. Y. including 
canals, docks, coal stocking plant, etc. 

He was commissioned Quartermaster of the Ninth Regiment, N. G. P., 
March 29, 1880, was promoted to Major on May 15, 1884, and resigned 
Apr. 1, 1885. He always retained his interest in the National Guard and 
was trustee and president of the Ninth Regiment Armory Association. 
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At an early date, Mr. Stearns was one of the best known mining 
engineers in the United States, and his eminence in his profession led to 
his appointment, in the fall of 1885, as manager of the various coal 
interests owned and controlled by the Pennsylvania Railroad Co., which 
position he held until July, 1897. 

During this time he brought the properties of which he was in control 
to the highest state of efficiency, he was personally responsible for the 
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introduction in the anthracite region of high-pressure boilers, the first of 
which were put in at Shamokin; of underground electric haulage, the 
first in the United States and the second in the world, put in the Lykens 
Valley colliery in 1886; and of high-pressure compressed-air haulage in 
1895. He also introduced radical improvements in mining and in the 
preparation of anthracite coal. 

In July, 1897, Mr. Stearns was elected president of the Cross Creek 
Coal Co., Coxe Brothers & Co., Inc., the Delaware, Susquehanna & 
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Schuylkill R. R. Co., and the Coxe Iron Manufacturing Co., and held 
_ these positions until the sale of the properties to the Lehigh Valley Coal 
Co. in the fall of 1905. During this time, with his genius for organiza- 
tion, he brought the mines to the highest degree of operating efficiency. 

The sale of the Coxe properties found Mr. Stearns sixty years of 
age and tired from thirty-seven years of continuous and most active 
service, so he decided to retire from business and devote the remaining 
years of his life to broader channels of usefulness. 

As soon as he was free from direct business engagements, his abilities 
were heavily drawn on by this community. On Nov. 30, 1906, he was 
elected the first president of the Wilkes-Barre Park Commission, and 
held this office for ten years. At that time the only park lands owned by 
the City of Wilkes-Barre were two tracts patented in 1804, one known as 
the River Common extending from South to Union Streets along the 
Susquehanna River, and the other the Public Square. During his two 
terms as Park Commissioner, the River Common was changed from an 
eyesore to its present condition, the Public Square was remodeled, 
Hollenback Park, Riverside Park, Frances Slocum playground, and 
numerous small parks and playgrounds throughout the city were acquired 
and improved, giving to the city its present park system, acquired almost 
entirely by gift as the result of Mr. Stearns’ personal efforts. 

Mr. Stearns’ clear-headed judgment and sound common sense were 
in great demand by the business interests not only in the Wyoming 
Valley but throughout the country. He was at different times director of 
the Lehigh Valley Railroad, Lehigh Valley Coal Co., Chatham & Phoenix 
National Bank of New York, Standard Trust Co. of New York, the 
Hibbard-Rodman-Ely Safe Co., of New York, Spring Brook Water 
Supply Co., Spring Brook Water Co., Wilkes-Barre Water Co., Wyoming 
National Bank, Vulcan Iron Works, the Gas Co. of Luzerne County, 
Wilkes-Barre Electric Light Co., Peoples Telephone Co., and the Penn 
Mining Co. of Wyoming, of which latter he was president. 

Mr. Stearns was a member of many societies and clubs; he was one 
of the organizers of the American Institute of Mining Engineers, founded 
in Wilkes-Barre in 1871, was vice-president in 1905-06, and at the time 
of his death was one of the four living original members of the Institute 
now on its rolls. He was the first president of the Westmoreland Club 
and an active member throughout its entire history, a past-president of 
the Wyoming Valley Country Club, and at different times a member 
of the American Society of Civil Engineers, the Union League Clubs of 
New York and Philadelphia, the Engineers and the University Clubs of 
New York, the Franklin Institute of Philadelphia, and of the Blooming 
Grove Club of Pike County, Pa. He took great interest in the Wyoming 
Historical and Geological Society, of which he was president for many 
years, and in the Wilkes-Barre City Hospital, of which he was on the 
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board for more than a generation and of which he was president at the 
time of his death. ~ 

Mr. Stearns married, Nov. 20, 1872, Clorinda W. Shoemaker, the 
eldest daughter of Hon. L. D. and Esther (Wadhams) Shoemaker of 
Wilkes-Barre, who died May 6, 1904. Of their three children, Captain 
Lazarus Denison Stearns, born Dec. 27, 1875, gave his life to his country 
as Captain in the Ninth Regiment N. G. P., during the Spanish-American 
War, on Sept. 6, 1898; Irving Ariel Stearns, Jr., born July 5, 1877, died 
Apr. 9, 1884, of scarlet fever; Esther Shoemaker Stearns married, Apr. 
14, 1910, Harold Mercer Shoemaker and she and their two children, 


Irving Stearns Shoemaker and William Mercer Shoemaker, are the. 


only surviving descendants. Mr. Stearn’s only sister, Mrs. A. J. Aldrich, 
lives at Coldwater, Mich. 

Mr. Stearns was a life-long attendant of the First Presbyterian 
Church, and was active in the building of the present edifice. He was a 
man of rare judgment, sound common sense, a good sportsman, a good 
friend, and a good citizen. R. V. Norris. 
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T. Wada 


TsuNasHIRO WapA, honorary member of the Institute, died at his 
residence, Ushigome, in Tokyo, on Dec. 20, 1920, at the age of sixty-four; 
he was born on March 15, 1856, at Obana in the province of Wakasa. 
An expert mineralogist, lithologist and geologist, he identified himself 
throughout his life with the development of the mining interest of this 
country. Perhaps the most noteworthy of his meritorious services in 
the public sense was the extension of the Imperial Steel Works at Yawata, 
anticipating the grim fate that hurled Japan into a war with Russia 
in 1904. 

Educated in the Imperial University of Tokyo by foreign professors, 
he studied especially mineralogy, lithology and geology. In 1875 he was 
appointed assistant professor in the Imperial University of Tokyo, and 
in 1878 entered the service of the Home Department. 

From 1880 until 1893, Mr. Wada was Director of the Imperial 
Geological Survey of Japan, during which time he practically laid the 
foundation of the geological investigation work in Japan. In 1884, he 
made a trip to Europe by government order to attend the international 
Congress in Berlin, visiting en route several countries of Europe and 
America. While Director of thé Survey, he was also, from 1880 to 
1885, lecturer, and from 1885 to 1891, professor of mineralogy and 
lithology in the Imperial University, and, from 1889 to 1893, was Director 
of the Imperial Mining Bureau of Japan. In this capacity, he revised 
the mining laws of Japan, thus laying the foundation of Japan’s mining 
administration. 

In 1894, he was again appointed lecturer in the Imperial University 
of Tokyo; in 1895, appointed Technical Adviser on Mines to the Imperial 
Household Department of Japan; and, in 1897, appointed President of 
the Imperial Steel Works, which was completed in 1900 with the expendi- 
ture of $10,000,000. In this capacity he did a great deal to promote the 
iron and steel industry of this country. We owe him the ore-purchase 
contract with the Daiya iron mine in China, which remarkably facilitated 
the extension of the iron works in later days. The victory of the Russo- 
Japanese war must be said to be due to his merit in no small measure. 
He resigned the presidency of the Imperial Steel Works in 1901. 

In 1899, Mr. Wada visited America and several countries of Europe 
by government order; in 1902, he traveled through north and middle 
China doing exploration work and studying the geology of the country, 
accompanied by mining engineers and geologists. 

From 1896 to 1908, Mr. Wada was president and honorary member of 
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the Japanese Institute of Mining Engineers (Nippon Kogyokai), and in 
1905, by the special requirement of the late Prince Ito, was appointed 
General Adviser of Mining to the Korean Government, which position 
he continued to keep at the request of General Terauchi after the death of 
Prince Ito, even after the annexation of the Peninsula to Japan. 

Mr. Wada organized the Association of the Principal Mine Owners of 
Japan (Kozan Konwa-Kai) in 1908, and presided. As a representative 
of this organization, he was a noteworthy member of the committee that 
welcomed the Institute party on its visit to Japan in 1911. 

In 1916, he formed the Metallurgical Research Institute (Kinzoku- 
Kogyo Kenkyu-sho), and presided. In the same year, he purchased the 
Cottrell patent from the International Precipitation Co., Los Angeles, 
with a view to its application to smelters and factories in Japan, the 
results of which have testified to the unerring accuracy of his foresight. 

In 1917, Mr. Wada was nominated by his Majesty as a member of the 
House of Peers, in recognition of his past meritorious career; he was 
practically the first and the only mining expert in the House. 

On several occasions, he was decorated by His Majesty the Emperor 
of Japan and the governments of different nations. On report of his 
critical condition, he was promoted by one rank to the 4th rank of the 
Senior Grade and two orders from the 4th to the 2nd Order of Merit. 

Mr. Wada published ‘‘ Mineralogy” in 1876; ‘‘Crystallography” 
and “The Minerals of Japan” in 1877; ‘“‘The Mining Industry of Japan,” 
in English, in 1893; and, in 1904, revised and published ‘‘The Minerals 
of Japan” in both Japanese and English with numerous photographs of 
crystals. After that he continually published “ Beitrage zur Mineralogie 
von Japan” written in English and German as supplements for the former. 

In five great national exhibitions of Japan, the first of which was held 
in 1877 and the last in 1901, he was always appointed a director as well 
as juror in the mining and metallurgical section. 

The life of this remarkable man may be said “to begin and end” 
with the progress of the mining industry and the development of geolog- 
ical investigation in Japan; his whole efforts in public life were 
concentrated in this single field. 

Mr. Wada is survived by his wife, Madam Saki; four sons, Mikio, 
Goro, Rokuro and Shichiro;and three daughters, Mrs. S. Sakuma, 
T. Hasegawa and Mrs. I. Goto. M. OTaGAwa. 

At the annual meeting of the Board of Directors of the American 
Institute of Mining and Metallurgical Engineers, held Feb. 15, 1921, the 
following resolutions were adopted; 


ResoiveD, that the American Institute of Mining and Metallurgical Engineers 
has learned with the deepest regret of the death, on Dec. 20, 1920, of Dr. Tsunashiro 
Wada, Honorary Member of this Institute, and desires by this Minute to give expres- 
sion to the sentiments aroused by this event. 


Ee 
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Be it therefore resolved: 

That the American Institute of Mining Engineers acknowledge the eminent serv- 
ices rendered by Doctor Wada to the cause of science by his researches in his native 
country, Japan, as well as in China and Korea, and by his numerous publications on 
the geology and mineralogy of these lands; 

That we recognize the important work done by Doctor Wada as Director of the 
Imperial Geological Survey of Japan, as Director of the Imperial Mining Bureau 
of Japan, as Technical Adviser in Mining to the Imperéal Household Department, as 
President of the Japanese Institution of Mining Engineers, and as Professor of 
Mineralogy and Lithology in the Imperial University at Tokyo; 

That we fully and heartily appreciate the value of his work as a contributor to a 
good understanding between Japan and the United States, as well as between Japan 
and all other nations, and trust that by the codperation of scientific workers and 
leaders of thought, both here and in Japan, all apparent dissensions will be removed, 
and the cause of peace and progress furthered and extended; 

That a copy of these resolutions be sent to the family of the departed scientist and 
to the various great institutions in Japan which he honored and made the greater by 
his wonderful personality and charm, and to all these the expression of our earnest 
sympathy in this bereavement which is international and in which we all share. 


832 BIOGRAPHICAL NOTICES 


Edmund Gybbon Spilsbury 


EpmuNpD GyBBon SprisBuRY, mining and metallurgical engineer of 
international reputation, died suddenly of heart failure on May 28, 1920, 
in the New York Eye and Ear Infirmary, following an operation for 
cataract, which had been successfully performed a few days before. 

Mr. Spilsbury was one of the early members of the American Institute 
of Mining Engineers, which he joined in 1873. During all this time he 
contributed freely of his time and ability. He was manager of the 
Institute from 1885 to 1887, vice-president, 1893 and 1894, and president 
in 1896. He was also a member of the Engineers Club, of which he was 
president in 1916 and 1917, American Society of Civil Engineers, American 
Society of Mechanical Engineers, Institution of Mining and Metallurgy, 
Mining and Metallurgical Society of America, American Electro- 
chemical Society and the Rocky Mountain Club of New York. He wasa 
trustee of the United Engineering Society from 1916 to his death; a 
member of United Engineering Society Library Board from its organiza- 


tion in 1913 until his death, being its chairman from 1918 to January, | 


1920; a trustee of Engineering Foundation Board from 1916 until his 
death; and member of the John Fritz Medal Board of Award. He was 
also a member of the Division of Engineering of the National Research 
Council. 

Born in London, England, in 1845, Mr. Spilsbury went to Liége, 
Belgium, at an early age, where he received his preliminary educa- 
tion. For his technical education he attended the University of 
Louvain, Belgium, graduating in 1862, and later he took a practical 
course at Clausthal, Germany. 

In 1864 he became assistant engineer for the Eschweiler Zinc Co., 
of Stolberg, one of the largest miners and smelters of lead and zine in the 
world at that time, and the next year he took charge of that company’s 
mines and works on the Island of Sardinia. From Sardinia he went to 
the Atlas Mountains in Morocco. In 1867 he entered the service of 
McClean & Stilman, of London, and had charge of the construction of the 
iron gates for the Surrey Commercial Docks. In 1868 he was designing 
engineer with J. Casper Harkort, and had charge of most of the detail 
work of the Keulenberg Bridge in Holland, the Danube Bridge in Vienna, 
and the Rhine Bridge at Diisseldorf. 

In 1870 Mr. Spilsbury came to the United States to investigate the 
lead and zinc resources for the Austro-Belgian Metallurgical Co. After 
spending two years in this work, he resigned in order to practice in the 
United States, and he was the first to introduce the Harz system of ore 
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dressing for the zinc ores of Pennsylvania and New Jersey. From 1873 
to 1875 he was engaged as general manager of the Bamford (Pa.) Smelting 
Works. In 1879 he designed and built the Lynchburg Blast Furnace & 
Tron Works, and was also consulting engineer for the Coleraine Coal & 
Iron Co., of Philadelphia. In 1883 he became general manager of the 
Haile gold mine in South Carolina, and in 1887 engaged with Cooper 
Hewitt & Co., of New York. From 1888 to” 1897, he was managing 
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director of the Trenton Iron Co., Trenton, N. J., during which time he 
introduced the Elliot locked wire rope and the Bleichert system of aerial 
tramways, jut 

In 1893 Mr. Spilsbury presided over the sessions of the mining 
division of the International Engineering Congress at the World’s 
Fair, Chicago. 

He was the author of a number of important technical papers in the 
Transactions of the American Institute of Mining Engineers, among 
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which may be mentioned: ‘On Rock-Drilling Machinery” (1874); 
‘New Air Compressor” (1879); ‘‘Iron Ore Deposits on the James River” 
(1880); “Gold Mining in South Carolina” (1883); ‘Chlorination of 
Gold-bearing Sulfides” (1887); ‘“‘Notes on the General Treatment of 
the Southern Gold Ores and Experiments in Matting Iron Sulfides”’ 
(1887); ““Notes on a Novel Cable Transfer for Railroad Cars and the 
Use of the Locked Wire Rope” (1891); ‘‘Improvements in Mining and 
Metallurgical Appliances During the Last Decade” (1897) and “Im- 
provement in Cyanide Process” (1910). 

In lighter vein he wrote entertainingly. To the Mining and Scientific 
Press he contributed in 1915 ‘‘Technical Reminiscences,” covering his 
interesting experiences during a half century of active practice. 

Mr. Spilsbury’s practice as a consulting mining engineer and metal- 
lurgist took him into many parts of Europe, Africa, the United States, 
Mexico and South America. During the winter and early spring of 
1920, he spent a number of weeks in Brazil on a mining project for clients 
in the United States and had returned to New York only a few weeks 
before his decease. 

Mr. Spilsbury is survived by three sons, Raymond G., Persifor G. 
and Hugh G.; by one daughter, Miss Beulah G.; and a sister, Miss 
Matilda Spilsbury. 


——-—-- - 
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Benjamin Bowden Lawrence 


THE passing of Benjamin Bowden Lawrence in January, 1921, was a 
distinct loss to the engineering profession. Mr. Lawrence had a genius 
for reviving abandoned mines and developing them into substantial 
producers. A notable example of his work in this line was the Dives- 
Pelican near Georgetown, Colo. While on an exploring expedition in 
1888, he examined this old mine and was convinced that bonanza ore 
still existed there. He located the owners of the property, and induced 
them to place sufficient capital at his disposal to enable him to re-open 
and explore this mine. So confident was he of the outcome that he 
undertook this work on a profit-sharing basis without salary. 

Within eighteen months the old Dives-Pelican was operating profit- 
ably, and for the following ten years it paid very substantial dividends. 
The late Theodore N. Vail was one of the owners of this old mine, and 
many years later, at a dinner given to Mr. Lawrence by the Alumni of 
Columbia University, Mr. Vail told the story of the resuscitation of the 
Dives-Pelican by Mr. Lawrence, and declared that the dividends he 
himself had received provided a large part of the funds that made possible 
the realization of his dream of establishing the long-distance telephone in 
this country. . 

The El Cobre mines at Santiago de Cuba also owed their renewed life 
to Mr. Lawrence. Under his management, these mines produced and 
shipped several million pounds of copper per year. He was for several 
years consulting engineer for the Kerr Lake and other silver mines in the 
Cobalt region; the Kerr Lake became famous as a silver producer. di 

Mr. Lawrence spent more than twenty years of his life in the mining 
camps of the West. He was but twenty-one years of age, and only a few 
months out of college, when he was appointed manager of the great 
Chautauqua Lode (a silver mine) located on Glacier Mountain near 
Montezuma, Colo. Here, isolated in the mountains for several months 
each year by ice and snow, he worked for five years to make these mines 
arts possessed unusual breadth of vision and human understanding; 
he had “personality plus,” and when he opened an office in New York 
City as consulting engineer he quickly rose to an enviable posion in his 
profession. Young engineers worked with enthusiasm under his guid- 
ance. He carefully selected his men, discussed fully with them the plans 
and policies to be pursued, then left them free to accomplish results in 
their own way. This attitude developed individuality and resourceful- 
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ness in his men, and their affection for him and their loyalty to him were 
good to see. 

Mr. Lawrence was an enthusiastic mining man, and his great interest 
always lay in the real production of the metals. He wanted nothing to 
do with stock-jobbing in mining shares, and quickly severed his profes- 
sional connection with any mining company that followed such practices. 
He enjoyed the enviable reputation of stating his conclusions without 
fear or favor, regarding any property upon which he was asked to make a 
report. 

At the time of his death, Mr. Lawrence was president of the Cuba 
Copper Co., Phoenix Mines Co. and the Utah Metal and Tunnel Co. 
He was a director in the Low Moor Iron Co., the Washington Water 
Power Co. and the Research Corporation. He was consulting engineer 
for the Horn Silver Mining Co., the Utah Southern Mining Co., and the 
Cornucopia Mines Co. of Oregon. His clubs were the Down Town 
Association, University, Columbia University and the Union Club; 
his golf clubs were Oakland and Apawamis. 

Mr. Lawrence was a graduate of Columbia School of Mines, and 
received from his Alma Mater the honorary degree of Master of Science. 
He was one of the presidents of the Alumni Association of the School of 
Mines and the first trustee elected to represent that body on the Board of 
Trustees of Columbia University. Shortly after the expiration of his 
term, a vacancy having occurred, he was elected a life Trustee and was 
made chairman of one of its most important committees—the Committee 
on Education. He was an enthusiastic member of the American Insti- 
tute of Mining and Metallurgical Engineers; also of the Mining and 
Metallurgical Society of America. 

No memoir of Benjamin Lawrence would be complete without men- 
tion of his interest in young men and his helpfulness towards them, 
particularly those in whom he thought he detected good timber for the 
engineering profession. His office latchstring was always out for such 
as these, and the number he helped through the course in mining, and the 
number he placed in their first engineering jobs after graduation, will 
never be known, these being matters which he considered of interest 
only to himself and the youths benefited. 

Benjamin Lawrence was a man of enthusiasms; he got large returns 
out of life which he shared with others. A visit with him broadened 
one’s horizon and sent one from his presence mentally swinging across 
the hilltops. He was very human; a staunch friend, and too big to 
feel enmity towards anyone. The place he occupied in the hearts of 
his friends and in the engineering profession will long be vacant. 

At the Annual Meeting of the Board of Directors of the American 
Institute of Mining and Metallurgical Engineers, on Feb. 15, 1921, the 
following Minute and Resolution were unanimously adopted: 


wal 


By the death of Benjamin Bowden Lawrence on Jan. 21, 1921, the mining profes- 
sion lost one of its most eminent and high-minded engineers, and this Institute one 
of its most valued and beloved members. 

Member of the Institute since 1882; Manager, 1903-1904; Member of the Council, 
1905; Vice-president, 1910-1911, he ever brought to the service of the Institute the 
zeal and infectious enthusiasm which was one of his most compelling attributes, and 
which with his high ideals of professional conduct made his influence widely felt in 
many distant fields of mining activity as well as amofg his colleagues and friends at 
home, but especially among the younger members of the profession and students of 
engineering, who always found in him a aympetnelig counselor, a practical helper 
and an inspiring example. . 

These qualities were accompanied by a lovable personal character, loyal and 
generous, exhibited in every relation of life. 

_In this expression of sorrow at his removal from earthly activity, and gratitude for 
his honorable and fruitful life, we echo the utterances of a world-wide circle of business 
and professional associates and loving friends. 

REsoLvED: that the foregoing Minute be entered upon the records of the Board 
and that a copy thereof be sent to the family of Mr. Lawrence with assurances of 
deep sympathy in their bereavement: 
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William B. Cogswell 


WituraM B. CoaswELu, member of the Institute since 1872, died 
on June 7, 1921, at his home in New York City, after an illness of about 
six weeks occasioned by an infection of the middle ear. Mr. Cogswell 
is survived by his wife, Mrs. Cora Brownell Cogswell; a son-in-law, and 
three grandchildren. His first wife died in 1877. 

William Cogswell was born at Oswego, Sept. 22, 1834, and was taken 
to Syracuse by his parents when he was four years old. He attended 
Hamilton Academy and private schools in Syracuse and Seneca Falls. 
In 1843, he visited England with his parents and brought back a set of 
drawing instruments, which led to a series of lessons in architecture under 
Luther Gifford, the only architect in Syracuse at the time. The boy 
drew many building plans and one set was used for the old Globe Hotel 
in Syracuse, erected in 1846 and 1847. 

In 1848, when only 14, he spent a year with a party that was survey- 
ing the route of the Syracuse & Oswego R. R. and relaying the tracks of 
the Utica & Syracuse R. R. 

He studied civil engineering at the Rensselaer Polytechnic Institute, 
Troy, for three years, but left that institution in 1852 without receiving 
his degree. Many years later, in 1884, the degree of C. E. was conferred 
upon him. : 

During the three years following 1852, Mr. Cogswell served as an 
apprentice in machine shops at Lawrence, Mass., under the superintend- 
ence of John S. Hoadley. About 1856, he was made manager of the 
machinery department of the Marietta & Cincinnati R. R., at Chili- 
cothe, Ohio, and three years later became superintendent of the Broad- 
way foundry at St. Louis, Mo. 

In 1860, in Syracuse, Mr. Cogswell was associated with William A. 
and A. Avery Sweet in the formation of Sweet Bros. & Co., which later 
became the Whitman & Barnes Mfg. Co. 

At the outbreak of the Civil War, Mr. Cogswell received a civilian 
appointment as mechanical engineer in the United States Navy. During 
1860 he was located at Port Royal, 8. C., having general supervision over 
the work of fitting up repair shops at five widely separated stations on the 
Atlantic seaboard and Gulf of Mexico. In this year his genius and 
resourcefulness were notably shown. He literally launched a naval 
machine shop, so that warships could be repaired without leaving, and 
thereby weakening, blockades against Southern ports. The machine 
shop was assembled by Mr. Cogswell and shipped by boat to Port Royal. 
There an old whaler was made over for machine shop purposes and Mr. 
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Cogswell became its captain. One example of the efficiency of this 
floating machine shop is that a cylinder head, weighing more than 500 
Ib., was cast and made ready for a monitor. 

In 1862, Mr. Cogswell was transferred to the Brooklyn Navy Yard 
to take charge of all machine repairs and mechanical construction. He 
continued that work until 1866, and spent the two succeeding years in 
New York City. : 

In 1869, Mr. Cogswell was called to Oneida County to supervise the 
construction and operation of the blast furnaces of the Franklin Iron 
Works, and at about the same time he was given charge of the work of 
completing the Clifton suspension bridge at Niagara Falls, which occupied 
him until 1873. 

In 1874, when he was 40 years of age, he accepted an offer to take 
charge of the extensive lead mines controlled by Rowland Hazard at 
Mine La Motte, Mo. Five years of mining experience brought a new 
tendency and a bent for things under the earth as well as on land and 
water. Then came the meeting of the man and the big idea which was to 
mean so much to thousands. The man and the idea came together at 
a meeting of the American Institute of Mining Engineers, at Balti- 
more in February, 1879, where Mr. Cogswell heard Oswald J. Heinrich, 
mining engineer of Drifton, Pa., read a paper on the manufacture of 
ammonia soda. 

The account of the bringing of the Solvay process to America, given 
by Mr. Cogswell, during the course of birthday reminiscences in 1916, 
was substantially as follows: 


The more I thought of Heinrich’s paper on the manufacture of ammonia soda, the 
surer I felt that Onondaga County, with its limestone belt and salt and facilities for 
obtaining coal, furnished the field and the opportunity for a like endeavor. 

Not having had a vacation in five years, I went to Europe in the fall of 1879. 
Deciding to investigate the ammonia soda proposition, I obtained a letter of introduc- 
tion to Ernest and Alfred Solvay of Brussels and stopped to see them while on my 
way from London to Hanover. They listened but refused the suggestion that a 
plant be established in the United States for the manufacture of soda ash under the 
process which they had developed into a commercial success. 

Later I wrote from Hanover, again asking the Solvays to consider the matter. 
They replied by requesting that I furnish letters of recommendation. After about 
three months—I was still in Hanover—there came a letter saying that the recom- 
mendations were very satisfactory and that if I had business in Brussels they—the 
brothers—would be glad to have me call on them. 

The outcome of the second visit to Brussels was that in 1880 I returned home with 
a commission to examine eligible sites for a plant in this country. I fixed on Syracuse 
as the most suitable location, reported back to the Solvays and they were satisfied. 


The Solvay Process Co. was organized in 1881 and the work of erecting 
the original plant, now almost lost in the midst of the great plant of today, 
was begun. Rowland Hazard was made pres ident, Earl B. Alvord, 
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William A. Sweet and George E. Dana, directors, and Mr. Cogswell, 
treasurer and general manager. When, in 1887, a change in the list of 
officers took place, Frederick R. Hazard, son of the first president, was 
elected treasurer and Mr. Cogswell was made vice-president and 
managing director. 

The daily output of the original Solvay Process plant was 30 tons of 
soda ash. To-day this company is the largest manufacturer in the 
United States of soda ash (carbonate of soda) and its derivatives, and 
furnishes a larger part of all the alkali consumed in this country. 

Mr. Cogswell’s mining experience and geological research were of 
inestimable advantage in the successful search for deposits of rock salt 
for the Solvay plant. He worked upon the theory that the Syracuse salt 
springs were somewhere near the edge of a bed or vein of rock salt. 
Finally, after serious opposition, in 1888, 22 miles south of Syracuse near 
the village of Tully, the belief of the geologist was established. Rock 
salt was found at a depth of 1200 ft. This vein was found to be from 50 
to 100 ft. in thickness, and beyond a vein of equal thickness was found. 

To convey this salt in brine to the Solvay Process Works, Mr. Cogs- 
well tapped one of the Tully lakes and brought the water through a pipe 
by gravity, discharging it into half a hundred wells, the solution then 
being piped to the Solvay plant by the phir pipe line. In 1889 the 
Tully Pipe Line Co. was incorporated. 

The mechanical engineer showed forth again and again in Mr. 
Cogswell’s plans. Until the Jamesville quarries of the Solvay Process 
Co. were opened in 1911, limestone was transported from Split Rock to 
the works by a cable basket line, which was an interesting feature in the 
landscape for several miles. 

Other notable work by Mr. Cogswell included his part in the develop- 
ment of the Hannawa Falls Power Co. at Hannawa Falls, St. Lawrence 
County, and at Colton in the same county. 

Although Mr. Cogswell’s charities were many, few persons knew 
about them. One of his greatest benefactions in Syracuse was the Hos- 
pital of the Good Shepherd, which he rebuilt and to which he made 
many gifts. 

When he saw that some young man had ‘something in him,” Mr. 
Cogswell sent him to college, and no one except the benefactor and the 
beneficiary knew about it. 

Mr. Cogswell was a member of many scientific societies and of various 
clubs. Of the four Founder Societies, he belonged to three: A. I. M. ie 
A.§.C. E., and A.S.M.E. He was interested in architecture and astron- 
omy, and had a remarkable collection of precious stones. 
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Stuart Manwarine Buck, a member of the Institute from the first 
year of its existence, and one of its Managers from 1883 to 1885, died at 
his home in Bramwell, West Va., on July 16, 1921, at the age of 79 
years. He was the son of David and Matilda.S. Buck of Boston, and 


Stuart M. Buck. 


was educated at Williams College, at the Massachusetts Institute of 
Technology and at the School of Mines at Freiberg, Germany. 

Mr. Buck was one of the pioneers in the development of the coal fields 
of West Virginia. From 1872 to 1877 he was connected with the Kana- 
wha and Ohio Coal Co. as engineer and as lessor; from 1877 to 1888 he 


was general manager of the East Bank Coal and Coke Co.; from 1888 
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to 1900, president and general manager, Norfolk Coal and Coke Co. ; 
from 1900 to 1902, general manager, Dry Fork Coal Land Co. ; from 
1902 to 1904, president and general manager, Sagamore Coal and Coke 
Co. In 1904, he began the consulting practice which he continued until 
his last illness. He was also a director in the Pocahontas Fuel Company. 

Mr. Buck was married in 1872 to Grace Ross, of Bangor, Maine, 
who survives him, together with three children, Clifford R. Buck of 


Philadelphia, Mrs. Edward C. Sherman of Washington, and Miss 
Theda Buck of Bramwell, W. Va. 
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Accounting, mine, 715, 723. 

Advances in the Preparation of Anthracite (ASHMEAD), 422; Discussion: (JENNINGS), 508, 
510; (Norris), 509, 511; (Luptow), 509, 511; (Starr), 510; (Davis), 510; 
(THacHER), 510; (Noxp), 511; (AsHmeap), 511. 

Air, composition in sealed mine, 323, 326, 328, 337. 

Air washer, anthracite preparation, 456. a 

Alaska, coal fields, see Coal, Alaska. 

Alaskan Coal Fields (EVANS), 286; Discussion: (Moore), 296; (STorK), 296; (Ricr), 
296; (EmMERsoN), 298. 4 

Aupricu, H. R.: The Dip Needle in Stratigraphy, 49; Discussion, 55, 62. 

Alexander Gray breaker, 429. 

ALLEN, ANDREWS: Discussion on Skip Hoisting for Coal Mines, 392, 395. 

ALLEN, ANDREWS and GarctA, JoHN A.: Skip Hoisting for Coal Mines, 370. 

Auuport, J. H.: Discussions: on Capitalization of Mine Development, 726, 728. 

on Electric Power a Factor in the Anthracite Field, 578. 

Amusement building, Lynch coal plant, 665. 

Analysis: anthracoal, 536. 

cement, 70. 

drill steel, 760. 

mine water: Calumet coal mine, 610. 
Jenkinjones mine, 633. 

mine waters, 617, 621, 633. 

mine-water precipitates, 620. 

United Verde ores, 131. 

Analysis of Some Drill-steel Tests (FoLEY), 789. 

Anaconda mine, fire, 343. 

Anhydrite, association with gypsum, 89. 

Anthracite: breakers, see Breakers, anthracite. 

crushing strength, 705. 

preparation: air washer, 456. 
Alexander Gray breaker, 429. 
breakers, early, 425. 
Brookside breaker, 501. 
Buck Mountain breaker, 499. 
Chance process, 473. 
chutes, 444. 
concentrating tables, 475. 
Conklin separator, 458. 
consumption method relation, 423. 
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Anthracite: preparation: Deister-Overstrom table, 475. 
Delaware jig; 467. 
Devers picker, 435. 
Dodson breaker, 427. 
Dorr apparatus, 460, 520. 
early, 424. 
Elmore jig, 464. 
feeders, 443. 
fireproofing, 453. 
ie sheets, 483, 487, 492, 494, 497, 500, 503, 506. 
Franklin breaker, 490. 
hawk-bill roll tooth, 438. 
history, 422, 424. 
James jig, 470. 
jigs, 462. 
Johnson hollow-ground ro}l tooth, 487, 438. 
labor force required, 479. 
Lattimer breaker, 496, 
Lehigh Valley jig, 463: 
Loree breaker, 449, 460, 475, 477. 
Marvine breaker, 453, 481. 
mechanical power introduction, 427. 
mining method relation, 422. 
Old Forge breaker, 432. 
one-shift operation, 509, 510. 
Pardee rolls, 441. 
Pennsylvania Coal Co. No. 1 breaker, 486. 
Pennsylvania Coal Co. No. 8 breaker, 482. 
pickers, mechanical, types, 4385. 
Pine Brook breaker, 425. 
Rahn breaker, 505. 
rake used in mines, 425. 
Reading jig, 462. 
Reynolds breaker, 429. 
rolls, 431, 436. 
roll teeth, 438. 
sand flotation process, 473. 
shaker screens, 433, 443. 
sizes from rolls, 4386, 4387, 439. 
slush: amount, 514, 516. 
anthracoal, 526, 545. 
character, 514, 515. 
concentrating tables, 475. 
dams, 517. 
Deister-Overstrom table, 475. 
Dorr apparatus, 460, 520. 
hydraulic mine filling, 518. 
Loree breaker, 460, 475. 
new equipment, 520. 
ponds, 517. 
power generation as a use, 531. 
pulverized, 529. 
recovery methods, 517. 


as 


Anthracite: preparation: slush: settling tanks, 518. 
steam fuel, 527. 
utilization, 525, 545. 
specific gravity separation, 473. 
spiral picker, 452. 
Tench jig, 467. 
Wanamie breaker, 443, 493. 
Washington breaker, 429. f 
water required, 479. 
Wilmot-simplex jig, 466. 
pulverized, 704. 
transportation, 690. 
Anthracite fields: folding, 303. 
geology, structural, new features, 303. 
section, geological, 304. 
Anthracite mining: contract labor, 509, 511. 
electric power, 570. 
fires, 318, 329. 
mechanical: advantages, 367. 
bumping chutes, 349. 
chambers, 353. 
coal cutters, 346. 
conveyors, 348, 
drills, 346. 
electric drills, 347. 
history, 345. 
loaders, 347. 
longwall with rock-packed roads, 359, 360, 361. 
longwall with timber cogging, 361, 362. 
methods of operation, 353. 
pillar robbing, 360. 
production, 345, 367, 369. 
scraper equipment, 348, 349. 
shoveling machines, 350. 
Shuveloder, 352. 
statistics, 366. 
night-shift operation, 509, 510. 
Anthracoal: A New Domestic and Metallurgical Fuel (Marxkux), 535; Discussion: 
(GrirFitH), 545, 548; (Marxup), 545, 547, 548, 549; (LupLow), 545, 547, 
548; (CHaANcE), 547, 548; (DorRANcE), 548; (Parker), 548; (Asuimy), 
548; (Burpick), 548; (Rice), 549. 
Anthracoal: analyses, 536. 
burning test, kitchen range, 544. 
byproducts, 541. 
carbocoal comparison, 547. 
coke comparison, 535. 
fineness of pitch-culm mixture, 540. 
gas from ovens, 542. 
manufacture, process, 537. 
pitch used, 539. 
properties, 526, 535. 
shatter tests, 535. 
slush utilization, 526, 545. 
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Anthracoal; time of coking, 538. 
use of Trent-process amalgam, 546. 
yields, 540. 
Application of Ball-mills in Southeast Missouri (DELaNno and Rasuina), 99. 
Application of Magnetic Analysis to Rock Drills (BURROWS), 796. 
Application of Pulverized Coal to Boilers (FuLLER), 701; Discussion: (Rice), 704, 706; 
(ReicHEnBacu), 704, 705, 706, 708; (Cuancn, E. M.), 704; (CHANcE, 
H. M.), 705, 707; (AsuiEey), 705; (Quin), 705, 709; (Lorz), 705, 706, 707; 
(FisHEer), 706; (STEVENSON), 708; (DowniNna@), 708; (Dovcrass), 708; 
(Smitrx), 709. 
Arizona, Jerome district, geology and ore deposits, 3. 
Armstrong, P. A. E.: Drill Steel from Hollow Ingots, abstract, 809. 
AsHLEY, GrorGE H.: Discussions: on Anthracoal, a New Domestic and Metallurgical 
Fuel, 548, 
on Application of Pulverized Coal to Boilers, 705. 
Ashley Planes for Handling Freight Traffic (STEIN), 690; Discussion: (BricHt), 697; 
(BunTING), 698; (JENNINGS), 698; (Norris), 698; (STRANGE), 698; 
(LupLow), 699; (RicHARDs), 699; (STEN), 699. 
Ashley planes: description, 691. 
diagrams, 693. 
electrification, possible, 697, 699. 
loads, 697, 700. 
operation, 691. 
AsHMEAD, Dever C.: Advances in the Preparation of Anthracite, 422; Discussion, 511. 
Athens System of Mining (ELuioTr), 220; Discussion: (SPERR), 223; (EATON), 223; 
(EvuioTT), 224. 
Auchineloss colliery, geological section, 305. 
Audenried No. 4 colliery, geological section, 310. 
Automatic Substations Used in Coal Mining (WmNsLEY), 564; Discussion: (FLYNN), 
568; (BrigHt), 569; (LUDLOW), 569. 


Baker, Cusrwes L.: General Geology of Catorce Mining District, 42. 
Ball-mills: application, Southeast Missouri, 99. 

ball consumption, 107. 

Bonne Terre mill, 99. 

capacity, 109. 

crushing tests, 103. 

economic considerations, Bonne Terre mill, 114. 

flow-sheet tests, Bonne Terre mill, 109. 

moisture content of material, 107. 

rate of feed, 108. 

size of balls, 106. 

speed and ball load, 106. 

tale grinding, 84. 
Barrer, T. H.: Discussion on Capitalization of Mine Development, 721. 
Bares, P. H.: Discussion on Judging the Quality of Portland Cement, 77. 
Bering River coal field, Alaska, 289. 
Burkey, C. P.: Discussion on Judging the Quality of Portland Cement, 75. 
Bits, drill, see Drills, bits. 
Blasting methods, standardization, North Butte mines, 196. 
Bliss colliery, geological section, 308. 
Bogovina mine, Serbia, bord-and-pillar system, 408. 
Boilers, pulverized coal as fuel, 701. 
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Bonne Terre mill: ball-mill crushing, 99. 
crushing tests, 103. 
Bonus system, ea ee work, United Verde mine, 150. 
Bord-and-pillar method, coal mining, 401, 408. 
Borsrorp, R. §.: Deets on oiadawen of Ore Tonnage and Grade from Drill-hole 
Samples, 122. 
Breakage: coal, 370, 392, 393. 
drill steel, see Drill steel, breakage. 
Breakage and Heat Treatment of Rock-drill Steel a Sey abstract, 811 
Breakage and Heat Treatment of Rock-drill Steel en ge 758 
Breakers, anthracite: Alexander Gray, 429. 
Brookside, 501. 
Buck Mountain, 499. 
Dodson, 427. 
fireproofing, 453. 
Franklin, 490. 
Lattimer, 496. 
Loree, 449, 460, 475, 477. 
Marvine, 453, 481. 
Old Forge, 432. 
one-shaft operation, 509, 510. 
Pennsylvania Coal Co. No. 1, 486. 
Pennsylvania Coal Co. No. 8, 432. 
Pine Brook, 425. 
Rahn, 505. 
Reynolds, 429. 
Wanamie, 443, 493. 
Washington, 429. 
Briggs mine, Arizona, copper sulfate stalactites, 64. 
Brigut, GRAHAM: Determination of Electrical Equipment for a Mine Hoist, 580; Discus- 
sion, 605, 606, 607, 608. 
Discussions: on Ashley Planes for Handling Freight Traffic, 697. 
on Automatic Substations Used in Coal Mining, 569. 
on Electric Power a Factor in the Anthracite Field, 577. 
on Lynch Plant of United States Coal and Coke Co., 687. 
Briquetting, anthracite slush, 525. 
Brookside breaker, 501. 
Bruce, J. L.: Octagonal Ventilation Shaft of Davis-Daly Copper Company, 252; Dis- 
cussion, 270. 
Buck Mountain breaker, 499. 


Buck, Stuart M., biography, 841. 
Building Reinforeed-concrete Shaft Houses (HaypmEN and Harton), 225; Discussion: 


(KELLY), 233; (EATON), 233, 234; (ConpRON), 233. 
Bunting, Dovetas: Mine Fires iecirniihed by Sealing, 318; Discussion, 328, 336, 337. 
Discussion on Ashley Planes for Handling Freight Traffic, 698. 
Burpick, Cuaries A.: Discussions: on Anthracoal, a New Domestic and Metallurgical 
Fuel, 548. 
on Lynch Plant of United States Coal and Coke Co., 689. 
Bureau of Mines: dust-ventilation studies, 272. 
investigations, drill-steel breakage and heat treatment, 759. 
ventilation studies, 272. 
Burma, coal, Namma field, 299. 
Burrows, CHaruus W.: Application of Magnetic Analysis to Rock Drills, 796. 


Byproducts, anthracoal manufacture, 541. 
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Cage: self-dumping, overturning, 390. 
Utah Apex Mining Co., 248, 249. 
Calcium sulfate compounds, 89. 
Calculation of Ore Tonnage and Grade from Drill-hole Samples (Harp1na), 117; Dis- 
. cussion: (WEsTERVELT), 122; (BoTsrorD), 122; (Carin), 122; (Davis), 
~ 122; (Kirxe), 123; (Harvie), 123. 
Calculations, hoisting, see Hoisting, calculations. 
Calumet mine, neutralizing mine water, 609. 
CampsELL, J. R.: Discussions: on Mine-water Neutralizing Plant at Calumet mine, 
619. 
on Run-off and Mine Drainage, 630, 
Capitalization of Mine Development (DitwortH), 715; Discussion: (BARRETT), 721; 
(FERNALD), 723; (ALLPORT), 726, 728; (DiLworTH), 726; (Hat), 726; 
(Norris), 727; (LupLow), 728. 
Carbocoal, anthracoal comparison, 547. 
Carbon dioxide, mine-fire indication, 337. 
Carbon monoxide, mine-fire indication, 328, 329, 337. 
Care of Rock Drills (DRULLARD), 729. 
Carr drill bits, 734 
Cars, mine, see Mine cars. 
Catuin, R. M.: Discussion on Calculation of Ore Tonnage and Grade from Drill-hole 
Samples, 122. 
Catorce district, Mexico: geology, 42. 
igneous rocks, 45. 
investigations, 43. 
metamorphic rocks, 438. 
mineral deposits, 46. 
origin of deposits, 47. 
topography, 42. 
unmetamorphosed sedimentary rocks, 44. 
Caving system, iron mining, 220. 
Cement: analysis, 70. 
cementing qualities of constituents, 76. 
composition, 66, 73. 
constitution diagram, 68. 
fine grinding, importance, 73. 
hydration products, 68. 
limiting ratios, 73, 76, 77. 
mechanical properties, 72, 74. 
photomicrographs, 69. 
quality, judging, 66. 
strength, effect of di- and tricalcium silicates, 79. 
tests, limiting ratio, 74. 
Champion mine: drill-steel consumption, 735. 
drill-steel handling and treatment, 733. 
steam regeneration, 636, 651. 
Cuance, Epwin M.: Disctissions: on Anthracoal, a New Domestic and M etallurgical 
Fuel, 547, 548. 
on Application of Pulverized Coal to Boilers, 704. 
on Mine Fires Extinguished by Sealing, 337. 
Cuancz, H. M.: Discussions: on Application of Pulverized Coal to Boilers, 705, 707. 
on Mine Fires Extinguished by Sealing, 339. 
Cuance, T. M.: Discussion on Skip Hoisting for Coal Mines, 392. 
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Chance sand flotation process, 473. 
Chickaloon mine, coal, Alaska, 296. 
Chutes: anthracite preparation, 444. 
coal mining, 386. 
Corrosiron, 449. 
standardization, North Butte mines, 194. 
Cleveland Clifis Iron Co., shaft houses, concrete, 225 
Coal: Alaska: area of fields, 293. r 
Bering River field, 289. 
Chickaloon mine, 296. 
exploitation, 295. 
Kachemak Bay field, 289. 
market, 292. 
Matanuska field, 287. 
Nenana field, 286. 
Pacific Coast fields, 294. 
variability, 294. 
breakage in hoisting, 370. 
Burma, Namma field, 299. 
consumption, reduction by-steam regeneration, 636. 
pulverized, see Pulverized coal. 
Coal fields, anthracite, see Anthracite fields. 
Coal mining: automatic substations, 564. 
bord-and-pillar method, 401. 
breakage of coal, 370, 392, 393. 
chutes, 386. 
contract labor, 509, 511. 
docking, 387. 
electric power, 574. 
European methods, 398, 407, 410. 
fires, 318, 329. 
gates, safety, 386. 
hoisting, see Hoisting. 
Hungary, 407. 
hydraulically sand-filled rooms, 404. 
Kathleen mine, 371. 
loading stations, 379, 381. 
Lynch plant, Kentucky, 652. 
overturning self-dumping cage, 390. 
pillar drawing, see Pillar drawing. 
retreating panel system, 415. 
Rock Springs field, Utah, 419. 
square-chamber method, 399. 
thick seams, 415. 
United States Fuel Co., 416. 
weighing, 385. ; 
Coal-pillar Drawing Methods in Europe (Rice), 397; Discussion: (Scuouz), 405; 
(Harrineton), 406; (SmirH), 407; (Rice), 410. 
Coal washing, anthracite, see Anthracite, preparation. 
Coaldale colliery: geological section, 317. 
mine fire, 330. 
Cogswell, William B., biography, 838. 
Coke, shatter tests, 535. 
54 
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Collieries, anthracite, see Breakers, anthracite. 
Couns, Grorar E.: Discussion on Dust-ventilation Studies in Metal Mines, 284. 
Cotony, R. J.: Judging the Quality of Portland Cement, 66; Discussion, 79. 
Colorado mine, Davis-Daly Copper Co.: temperatures and humidities, 265. 
ventilation, 252. 
Compressed-air blowers, disadvantages in mine ventilation, 278. 
Concentrating tables, anthracite preparation, 475. 
Concrete, failure, 66. 
Concrete shaft houses: construction, 225. 
cost, 233. 
plan and elevation, 227. 
reinforcement, 231, 234. 
Conpron, T. L.: Discussion on Building Reinforced-concrete Shaft Houses, 233. 
Conklin separator, anthracite preparation, 458. 
Contract labor, coal mining, 509, 511. 
Conveyors, waste, Utah Apex Mining Co., 247. 
Copper Chief-Iron King mine, Jerome district, 14, 17, 24. 
Copper Queen mines, standardization, 218. 
Copper Range Co., steam regeneration, 636. 
Copper sulfate stalactites, rate of formation, 64. 
Corrosiron, chutes, 449. 
Cost and valuation, distinction, 721, 723. 
Costs: development, 722. 
diamond drilling, United Verde mine, 152. 
drilling, United Verde mine, 148, 150. 
electric power in coal mining, 577. 
exploration and development, United Verde mine, 151. 
haulage, United Verde mine, 173. 
hoisting: equipment, Utah Apex Mining Co., 250. 
United Verde mine, 139. 
shaft houses, concrete, 233. 
shaft raising and sinking, United Verde mine, 141. 
stoping, United Verde mine, 160, 163, 165, 166, 167, 168, 169, 170. 
substation, automatic, 568. 
supplies, mining, 133. 
United Verde mine, see United Verde mine, costs. 
ventilation development, Davis-Daly Copper Co., 266, 267. 
Coverdale mine: auxiliary hoist, 551. 
fan house, 552. 
main hoist, 553. 
power installation, 550. 
signal system, 562. 
substation, 550. 
tipple, 562. 
wiring diagram, 560. 
Cricuton, ANDREW B.: Discussion on Run-off and Mine Drainage, 630. 
Cross faults, location with magnetic dip needle, 51. 
Crushing, ball-mills, see Ball-mills. 
Crushing strength, anthracite, 705. 
Crushing tests, Hardinge mill, Bonne Terre, 103, 105. 
Crystal Falls district, iron ore, magnetic displacement, 60. 
Cutting machines, coal, anthracite, 346. 
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Davis, H. G.: Discussion on Advances in the Preparation of Anthracite, 510. 
Davis, Raupu E.: Discussion on Calculation of Ore Tonnage and Grade from Drill-hole 
Samples, 122. 
Davis-Daly Copper Co.: shaft sinking, 255. 
ventilating shaft, 252. 
Dawson, Cuaruss S.: Discussion on Electric Power a Factor in the Anthracite Field, 576. 
Defectoscope, drill-steel testing, 800. 
Deano, Lewis A. and Rasiina, Haro: Applitation of Ball-mills in Southeast 
Missouri, 99. 
Delaware and Hudson R. R. collieries, Plymouth, geological section, 307. 
Delaware jig, coal, 467. ee i 
Delbriick mine, bord-and-pillar system, 403. 
Depletion, mines: computation, 711. 
time factor, 711. 
Design, hoisting equipment, see Hoisting, calculations. 
Determination of Electrical Equipment for a Mine Hoist (Bricut), 580; Discussion: 
(Stone), 605, 606, 607, 608; (BriacHT), 605, 606, 607, 608; (Rice), 605, 607; 
(Mirren), 605, 606, 607. 
Development: accounting, 715. 
capitalization, 715. 
classifying, 718. 
cost, 722. 
extraordinary expenditures, 716. 
meaning of the term, 715. 
National Coal Association accounting, 724. 
treasury regulations on capitalization, 724. 
valuation, 718, 720, 721. 
Devers coal picker, 435. 
Diamond drilling: costs, United Verde mine, 152. 
United Verde mine, 152. 
Dizwortu, JOHN B.: Capitalization of Mine Development, 715; Discussion, 726. 
D’InvituiErs, E. V.: Discussion on Lynch Plant of United States Coal and Coke Co., 686. 
Dip Needle in Stratigraphy (AtpRicu), 49; Discussion: (ALDRICH), 55, 62; (HorcH- 
Kiss), 56; (ZAPFFE), 56; (Kronquist), 56. 
Directors, 1921, vii. 
Docking, coal mining, 387. 
Dodson breaker, 427. 
Dorpear, 8. H.: Discussion on Important Factors in Tale Milling Efficiency, 88. 
Dorr apparatus: anthracite preparation, 460. 
anthracite slush, 460, 520. 
Dorr hydroseparator, 460. 
Dorrance, CHarEs: Discussion on Anthracoal, A New Domestic and Metallurgical 
Fuel, 548. . 
Dovatass, A. E.: Discussion on Application of Pulverized Coal to Boilers, 708. 
Downina, THomas F., Jr.: Discussion on Application of Pulverized Coal to Boilers, 708. 
Drainage, mine, see Mine drainage. 
Drill rounds: instruction cards, North Butte mines, 205. 
laying out, 199, 200. 
standardization, North Butte mines, 196. 
Drill steel, alloy, 809 
analysis, 760. ; 
breakage: Bureau of Mines investigation, 759, 
causes, 758, 784, 790, 797. 
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Drill steel, breakage: conducive factors, 784. 
data, 789, 792: 
location of breaks, 791. 
prevention, 812. 
United Verde mine, 145. 
weakest section, 812 
consumption, Champion mine, 735. 
depreciated, 773, 804. 
distances drilled, curves, 767. 
etching, 778. 
failure, mechanics, 765. 
fatigue, 807 
force acting, 769. 
forging, 786. 
from hollow ingots, 809. 
hardening shop, potentiometer, 808. 
heat treatment, best conditions, 812 
Bureau of Mines investigation, 759. 
influence, 780, 811. 
method, 787. 
necessity, 809. 
shanks, 731. 
sharpening, 812 
tempering, 738. 
vanadium steel, 809. 
hollow, 809. 
ideal, 807. 
kinds, 760, 809. 
life, 761. 
magnetic testing, 800. 
performance: Franklin mine, 762. 
Sterling Hill mine, 763. 
qualities, essential, 807 
reclamation, 773, 804. 
records, 762, 763, 765, 767. 
requirements, 807 
service, maximum, 812 
shapes, 760. 
sharpening, data, 794, 809, 812. 
short, reclaimed by welding, 814. 
specifications, 812 
standardization, North Butte mines, 185, 
stresses, 772, 796. 
Swedish hollow, 809. 
tests: accelerated, 798. 
analysis, 789. 
defectoscope, 800. 
magnetic, 800. 
methods, 799. 
United Verde mine, 144. 
vibration, 797. 
wave transmission, 771. 
welding, 775, 814. 
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Drill Steel from Hollow Ingots (ARMSTRONG), abstract, 809. 
Drill-steel Sharpening (Hataut), abstract, 812. 
Drills: air consumption, comparative, 747, 750. 

air pressure, effect on speed, 743, 751. 

bits: Carr, 734. 


cross, 734. 
double are, double taper, 808. 
essential qualities, 807. ¢ 
United Verde mine, 145. 
X bit, 740. 
blows per minute, comparative, 745. - 
care, 729. 


Champion shop practice, 737. 
desirability factor, 752, 753. 
dimensions, 736. 
distance drilled, 748, 750. 
efficiencies, comparative, 748, 752. 
electric, anthracite mining, 347. 
force acting, 769. 
horsepower, comparative, 746, 750. 
Jackhamer, anthracite mining, 346. 
oiling, 729. 
reclamation, welding, 814. 
shanks, manufacture, 730. 
sharpening, 812 
shop layout, Champion mine, 739. 
speed: comparative, 747. 

variation with air pressure, 743, 751. 
standardization, North Butte mines, 184. 
strength of blow, comparative, 746. 
tempering, 738. 
tests: in porphyry, 754. 

New Jersey drillometer, 756. 
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Dust-ventilation studies: Bureau of Mines, 272. 

conclusions and recommendations, 273, 275, 281. 

prevention of dust, 274, 284. 

siliceous dust, 273, 283, 284. 

ventilation, see Ventilation. 

worst conditions, 274. 


Eastern Middle anthracite field, geology, structural, 309. 
Earon, Lucien: Discussions: on Athens System of Mining, 223. 
on Building Reinforced-concrete Shaft Houses, 233, 234. 

Eaton, Lucern and Haypen, J. Exuzpy: Building Reinforced-concrete Shaft Houses 
225. 

Eavenson, Howarp N.: Lynch Plant of United States Coal and Coke Co., 652; Discus- 
ston, 686, 687, 688, 689. 
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Forging, drill steel, 786. 
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HorrMan, N. B.: Rock-drill Steel, abstract, 809. 
Hoist, auxiliary, Coverdale mine, 551. 
Hoisting: cage, 371. 
calculations: a. c. motor, 581, 590. 
capacity of motor, 586, 599. 
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INDEX 857 


Hoisting: Igner-Ward-Leonard system, 553. 
Koepe system, 607. 
power consumption, 377, 380. 
power installation, Coverdale mine, 550. 
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Ward-Leonard control system, 553. : 
Hoisting Equipment at Uiah Apex Mine (NorDEN and Wii1son), 235; Discussion: 
(Norris), 251. 
Hoxsroox, E. A.: Discussion on Skip Hoisting for Coal Mines, 392. 
Hollywood stripping, 311. 
Honorary members, viii. 
Hoop, O. P.: Discussion on Steam Regenerators Reduce Coal Consumption, 650. 
Horcuxiss, W. O.: Discussion on the Dip Needle in Stratigraphy, 56. 
Housing, Lynch coal plant, Kentucky, 654. 
Hudson Coal Co.: fireproofing, 453. 
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Mechanical properties, cement, 72, 74. 
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Mexico: Catorce district, geology, 42. 
El Oro district, geology, 36. 
Pachuca district, geology, 27. 
Midlothian mine fire, 339. 
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ditches, 629. 
Hazleton field, 632. 
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National Coal Association, accounting system, 724. 
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on Skip Hoisting for Coal Mines, 391. 
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864 ; ‘ INDEX 


Quin, Roser A.: Discussion on Application of Pulverized Coal to Boilers, 705, 709. 


Rasriine, Harotp and De.ano, Lewis A.: Application of Ball-mills in Southeast 
Missouri, 99. 
Radiator traps, steam losses, 637. 
Rahn breaker, 505, 579. 
Rahn colliery fire, 333. 
Raises, United Verde mine, 148. 
Rankin, G. A.: Discussion on Judging the Quality of Portland Cement, 75. 
Rateau steam regenerator, 640. 
_ Rate of Formation of Copper Sulfate Stalactites (MircuE1u), 64; Discussion: (Kemp), 64. 
Reading jig, coal, 462. 
Reser, Louis E., Jr.: Geology and Ore Deposits of Jerome District, 3. 
Regeneration, steam, see Steam regeneration. 
ReEIcHENBACH, H. A.: Discussion on Application of Pulverized Coal to Boilers, 704, 705, 
706, 708. 
Reinforcement, concrete shaft houses, 231, 234. 
Relation of Air Pressure to Drilling Speeds of Hammer Drills (ShAMoN), 743; Discus- 
sion: (Tinuson), 756. 
Relation of Gypsum Supplies to Mining (NEWLAND), 89. 
Retreating panel system, coal mining, 415. 
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ee 


INDEX | 865 
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shrinkage-and-fill, 164. 
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equipment design, 566. 
Lincoln Coal Co., 568. 
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Summit Hill mine fire, 331, 338. 
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Tale milling: bins, 87. 
efficiency, 82. ~ 
grit elimination, 88. 
horizontal burr mills, 86. 
machines, 83. 
mill selection, 86. 
processes, 83. 
tube-mills, 85. 
vertical roller mills, 85. 
requirements, 82. 
specifications, need of, 87. 
Taxation, mines, depletion computation, 711. 
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Tracy, L. D.: Mine-water Neutralizing Plant at Calumet Mine, 609; Discussion, 623. 
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use of anthracoal, 546. 
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United States Bureau of Mines, see Bureau of Mines. 
United States Coal and Coke Co.: Lynch plant, 652. 
mine drainage, 624. 
weir measurements, 626. 
United States Fuel Co., pillar drawing, 416. 
United Verde Extension mine, 14, 18, 23. 
United Verde mine: blasting crews, 147. 
bonus system, 150. 
cars and tracks, 171. 
chute and gangway timbering, 157. 
costs: diamond drilling, 152. 
drilling, 148, 150. 
exploration and development, 151. 
general, 179. 
haulage, 173. 
Hopewell-tunnel transportation, 178. 
labor, 132. 
ore freight, 179. 
precipitate copper, 177. 
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United Verde mine: costs: repairs, 178. 
shaft raising and sinking, 141. 
stoping, 160, 163, 165, 166, 167, 168, 169, 170. 
summary, 180. 
supplies, 133. 

development, 133. 

diamond drilling, 152. 

drainage, 174. ? 
drifts, crosscuts, and gangways, 142. 
drill bits, 145. 

drill steel, 144. . 
drill tests, 743. 

drilling operations, 142. 

drills used, 143. 

equipment in shafts, 134. 
exploration, 133. 

explosives, 146. 

fires, 175. 

geology, 4, 6, 14, 15, 128. 
glory-hole stoping, 167, 168. 
haulage systems, 172. 

hoisting costs, 139. 

Hopewell-tunnel transportation, 177. 
horizontal cut-and-fill stoping, 155. 
incline cut-and-fill stoping, 162. 
level interval, 142. 

loading pockets, 137, 138. 

location, 127. 

ore classes, 130. 

ore composition, 131. 

ore occurrence, 128. 

plan of typical mine level, 129. 
precipitation, 176. 

production, 127. 

pumping, 174. 

raises, 148. 

self-dumping skip, 137. 

shaft raising and sinking, 140. 
shafts, 134. 

shrinkage-and-fill stoping, 164. 
shrinkage stoping with pillar caving, 166. 
square-set and fill stoping, 164. 
steam-shovel mining, 169. 

stope rounds, 159. 

stope silling, 156. 

stoping, 153. 

stoping areas, 131. 

structural conditions, 129, 130. 
superintendence, 178. 

timbering, 156. 

tramming, 171. 

ventilation, 175. 

wage scale, 132. — 

waste filling, 169. 
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Utah Apex Mining Co.: hoisting equipment, 235. 
Parvenu shaft, 236. 


Valier Coal Co., pillar drawing, 406, 410. 
Valuation and cost, distinction, 721, 723. 
Valuation, mine development, 718, 720, 721. 
Ventilating equipment, standardization, North Butte mines, 190. 
Ventilation: air temperature, humidity, and purity, 277. 
Colorado mine, Davis-Daly Copper Co., 252. 
compressed-air blowers, disadvantages, 278. 
connecting systems, 279. 
data, 280. 
Davis-Daly Copper Co.: air distribution, 253. 
costs of development, 266, 267. : 
development, 252. 
equipment, 263. 
humidities, 265. 
independence of other properties, 253. 
results from octagonal shaft, 264. 
shaft, 253, 254. 
sinking of shaft, 255. 
temperatures, 265. 
timbering of shaft, 256. 
elements, 276. 
equipment, North Butte Mining Co., 190. 
equipment specifications, Davis-Daly Copper Co., 263. 
faults, common, 279. . 
financial value, 276. 
fire protection, 280. 
recommendations, 275, 281. . 
skip hoisting, 390. | 
standardization, North Butte Mines, 211. 
study, Bureau of Mines, 272. 
United Verde mine, 175. ; 
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resolution of Board of Directors, 831. 

Wage scale, Jerome district, 132. 

Wanamie breaker, 443, 493. 

Ward-Leonard control system, hoisting, 553. 
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Wash house, Lynch coal plant, 666. 

Washer, air, anthracite preparation, 456. 

Washington breaker, 429. 

Water, mine, see Mine water. 

Water supply, Lynch coal plant, 661, 686, 688. 

Wave transmission, drilling, 771. 

Weighing, coal mining, 385. 

Weir measurements, United States Coal and Coke Cu., 626. 

Welding, drill steel, 775, 814 
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West End Coal Co., geological section, 309, 310. 
~ West Virginia, coal mining, electric power, 574. 
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WINcCHELL, Horace V.: Geology of Pachuca and El Ore, Mexico, 27. 
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